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Specifications 

Doors 



THICKNESSES 

The standard thicknesses for doors are 1%" and IM*' but doors can be made ^''. 
IVs' and 2^" if so ordered. '^ ' 

A "thickness tolerance" not exceeding ]/(^'^ less than above thicknesses shall be 
allowed for all doors. 

WIDE RAILS OR PANELS 

Rails or Panels wider than 9^*^ may be either solid or glued up, in solid doors, 

CONSTRUCTION 
All assembled with dowels extending into stiles and rails approximately one-half 
the width of stiles. 

All sohd stuck and machine sanded. 
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VENEERED INTERIOR DOORS OF STILE AND RAIL TYPE 

These shall be constructed of thoroughly seasoned materials redried by door manu- 
facturer before assembly to a proper and uniform moisture content suitable for the 
climate in which the doors are to he used. All core materials shall be of a soft Pine 
glued up of blocks not over 2 inches wide on the face, and joints in adjacent rows , ,.;; ooq^ 
of core well staggered. Unless otherwise stated, exposed edges shall have a ^ inch 1 1 j';; Panel 
thick strip of the same wood as the face veneer. ' ^ 

Veneers for stiles and rails shall be }4 inch before sanding unless otherwise noted. |. 
All glue used in the door construction must be high grade vegetable or water re- ^ 
sistant casein glue, equally distributed over the surface and applied under pressure 
before "chilling." Panels shall be three or five ply as noted. Joints shall be assem- 
bled with hardwood dowels not less than 3^"x5'', joints 6" or less to have two dowels 
with an additional dowel for each additional 3 inches or fraction in width. All 
joints must be well fitted and aU moulded edges smoothly machined. Unless other- 
wise noted, all doors shall be smoothly machine sanded with "00" sand-paper. 

VENEERED INTERIOR DOORS OF FLUSH TYPE 

These shall have cores constructed of vertical blocks not over 2 inches wide on the 
face, well glued together with joints well staggered and surrounded with U inch 
edge-strip on all four edges of tbe same wood as the face veneer; or in lieu thereof the 
side edges are to have %^ inch edges and the top and bottom edges are to have two 
coats ot paint or varnish before leaving factory. AU cores shall be soft Pine properly 
dried and seasoned as described above. Assembled core shall be brought to uniform 
surface to which shall be applied a horizontal cross banding extending to edges of 
door and a He inch before sanding (or a }i inch before sanding if preferred by archi- 
tect) vertical face veneer. All glue shall be high grade vegetable or water resistant 
casein product equally distributed and appUed under pressure before "chilling". 
Unless otherwise noted all flush doors shall be smoothly machine sanded with "00" 
sand-paper. In lieu of all vertical blocks, the core shall be of stile, rail and panel 
units. Each unit made up entirely of blocks, all of which when assembled with 
dowels will make a solid core foundation for cross banding and veneer. 

VENEERED EXTERIOR DOORS 

These shall be made to the same specifications, except that veneers for stiles and 
rails and flush doors shall not be less than J^" before sanding and shall be apphed 
with a high grade casein water resistant glue. 

WINDOWS AND SASH 

Standard thicknesses of sash are IH\ Xy^" and 1%" but can also be made up %\ 
234'' and 2]/^". 

A "thickness tolerance" not exceeding l^g inch less than above thicknesses shall 
be allowed for aU windows and sash, 

MACHINING AND ASSEMBLY 

If not otherwise specified, window and sash construction, at manufacturer's option, 
may be "mortised and tenoned" or "slot mortised." 
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Standard Types of Door Sticking 




O. G. 



Cove and Bead (C & B) 




Bead and Cove (B & C) 



Ovolo 



Standard Types of Panels 




Solid Raised Panel 



bHUJilJiUiillUi l i 



Flat Laminated Panel 
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Window Opening Sizes 

ALLOWANCE TO BE ADDED TO GLASS SIZE ORDERED FOR 
FINISHED WINDOW OPENINGS 



MARKET 



18^ and IM 
2 Light Wds. 



IVs and IM 
4 Light Wd8. 



Boston 

New York 

Western (*) 

Ohio 

Washington (*) . , 
Baltimore (*)... 

Philadelphia 

Indianapolis. . . . 
Wilkes-Barre. . 
Southern 



Width Length 



4 

4 



Width Length 



IH and IJi 
8 Light Wds. 



Width Length 



43^ evs 

4^ 6J^ 



6J^ 

6 

6 



4K Wb 

*43^ 6M 

*4K 6K 

4^ 61^ 



43^ 

4 

5 



6 
6 
6 






5 
5 
5 



6 
6 

6 



M ARKET 



iVs and IM 
12 Light Wds. 



8 Light Wds. 



13^ 

12 Light Wds. 



Boston 

New York 

Western (•) 

Ohio 

Washington (*) . . 
Baltimore (*)..,., 

Philadelphia 

Indianapolis 

Wilkes-Barre. . . 
Southern , 



Width Length 



4 

4J^ 



5 
6 
6 



Width Length 
43^ 5 



4^ evs 
43^ 6M 

43^ 6 



4 

43^ 



Width Length 
3^ 5 



4M 6>^ 
4H 6 



4M 63^ 

43^ 6M 

43^ 63< 

4^ 63^ 



4 

5 
5 



Explanation of Above Schedule 



OPENING SIZE OF 2 LIGHT WINDOW IN VARIOUS MARKETS 

Glass Size Boston New York Western Ohio 



24*^x24'' 

x26'' 



2'3«/^'x4'5^ 
x4'9* 



2'4"x4' 6^ 
x4'10'' 



2'4*x4' 6" 
x4'10'' 



2'43^"x4' ^Vs' Etc, 
x4'103^^ Etc. 



OPENING SIZE OF 4 LIGHT WINDOW IN VARIOUS MARKETS 
I2'x24^ 2'3 J|^x4'5'' 2'4''x4' e'' 2'5"x4' 6" 2'4j^"x4' ^Ys" Etc 

^26' x4.'r x4'10' x4'10' x4'103^*' Etc. 

( •) Note: Unless otherwise specifically stated, the standard opening sizes shown 
in the following lists are Western openings. 

(*) Note : There are exceptions to the ahove layout on 4 and 8 light Baltimore 
and Washmgton sizes. On Four and Eight Light Windows 13" and 14>i" 
wide, allow bW for wood. On Four Light Windows 14" wide, allow 5" where 
opening is 2'9'' and 63^" where opening is 2'103^". 133^", 133^" and 15" are 
not regular stock sizes. Where these layouts are ordered, a definite under- 
standing as to width of stiles and muntins should be reached. 

Note: Sizes of stiles and rails in all Markets may vary slightly with the 
different manufacturers but the finished opening or overall size of window is 
essentially the same in all cases. 
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Grading Rules 

PINE DOORS (EXCEPT GARAGE DOORS) 

No. 1 QUALITY: Material in No. 1 doors shall be practically free from defects. 
White sap, light brown water stain and light red kiln burn not considered defects. 
Also one (1) carefully repah-ed pitch seam not over 2}i inches in length permissible 
in each stile or bottom rail. 

Workmanship must be good. 

LAMINATED PANEL DOORS: Panels shall have two good faces practically 
free from defects and may contain not to exceed 25% pieced faces. Inconspicuous 
patches shall be admitted. 

No. 2 QUALITY: Material in No. 2 doors may contain light blue stain, medium 
brown water stain or medium red kiln burn showing on not to exceed 50% of the 
area of any piece. Also pitch streaks, checks, pitch pockets, if carefully slivered, 
tight sound knots not to exceed % inch in diameter, and other defects, not one 
of which shall be more serious in nature than the defects already enumerated. Each 
stile must contain one (1) such defect, but no piece shall contain more than two (2), 
and no door shall contain more than eight (8) such defects on each side. 

Plugs admitted but regarded as defects. 

Slight defects in workmanship admitted. 

LAMINATED PANEL DOORS: Panels may contain slight stains and discolor- 
ations. Any amount of unmatched pieced faces permissible. Inconspicuous patches 
shall be admitted. 

No. 3 QUALITY: Material for No. 3 doors may contain all blue stain, brown 
water stain or red kiln burn, also worm holes, checks, pitch streaks, pitch pockets, 
fine shake, tight sound knots not to exceed IK inches in diameter and other defects, 
not one of which shall be more serious in nature than defects already enumerated. 
Each stile must contain two (2) such defects, but no piece shall contain more than 
four (4) and no door shall contain more than twenty (20) such defects on each side. 

Plugs admitted but regarded as defects. 

Slight defects in workmanship admitted. 

LAMINATED PANEL DOORS: Panels may contain medium to heavy stains 
and discolorations, also pin knots and other equivalent defects. Any amount of 
unmatched pieced faces and any number of patches permissible. 

PINE GARAGE DOORS 

Pine Garage Doors shall be graded according to Pine Door rules as shown above 
except mill-run grade which may contain blue stain, brown water stain or red kiln 
burn, checks, pitch streaks, pitch pockets, fine shake, tight sound knots not to 
exceed 2 inches in diameter and other defects none of which shall be more serious 
in nature than defects already enumerated. 

PINE SASH AND WINDOWS 

Material in No. 1 Sash and Windows shall be practically free from defects. White 
sap, light brown water stain and light red kiln burn not considered defects. 
Workmanship must be good. 

Directions for Ordering 

Time, annoyance and expense can be saved by noting and following closely 
the suggestions below: 

SASH AND WINDOWS 

We will understand all orders and inquiries are for Regular Western Style and 
Sizes as described in this catalog, unless specifically ordered otherwise. 

Be explicit in ordering. Do not assume that we know what you want. 

Always give width first, length or height second, then thickness. 

Always use inches to designate glass size, and feet and inches for openings or 
outside measurements. 

Page 6 
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SASH AND WINDOWS— Continued 

The term "Sash" indicates only one piece to fill opening. The term "Window" 
indicates two pieces (upper and lower sash). 

State size of glass, number of lights, opening, and thickness, 

K a window, whether check or plain rail. 

Where a window or sash is ordered with top and bottom lights of different 
heights (example, 2 light 40x30x38), it is understood that the first measurement (40) 
is the width of both lights, that the second measurement (30) is the height of the 
top light, and that the third measurement (38) is the height of the bottom light. 

If segment or circle head, give number of style desired (see page 77) and radius 
of circle or segment if not regular. When Circle Head not otherwise specified, we 
will furnish Style No. 2 with a radius one -half the width of the sash, less the width of 
the stile, and for segment Head Style No. 4 with a radius the width of the sash, 
less the width of the stile. 

When an odd sash or window is ordered, always give both glass size and number 
of lights and outside opening, and if possible send sketch. 

If glass sizes only are given, we will understand that regular stock widths of 
stiles, rails and bars are required. 

NOTE: All windows and sash are understood to be glazed unless specifically 
ordered open. 

DOORS 

State width, height and thickness, number of panels and arrangement of same and 
quality. 

State style of slicking desired. (See Page 4). 

If moulded, state whether flush or raised mould one or two sides. 

If odd, send sketch or detail. 

Odd doors will be made with regular stock widths of stiles, rails, muntins and 
panels, unless specifically ordered otherwise. 



Trade Terms 

The definitions below give the meaning of various terms used in this book or in 
quotations affecting articles described as established by general usage. 

In General 

MEASUREMENTS 

Outside Opening — The measurement of any given article from outside to outside. 
The frame opening always should be given in feet and inches. 

Between Glass — The difference between the outside opening and the total glass 
measurement of a given window or sash. 

Face Measure — The measurement across the face of any wood part exclusive 
of any solid mould or rabbet. 

Finished Size — The measurement of any wood part overall, including the solid 
mould or rabbet. 

Ripping Size — The width of stock necessary to produce any given finished 
size. Usually 34 inch over finished size. 

MOULDING 

Solid Mould or SoHd Stuck — A mould which is worked on the article itself. 

Applied Mould — A separate mould to be applied or attached. 

Flush Mould — An applied moulding which finishes flush with, or below the face 
or surface of the stiles or rails. 

Raised Mould — An applied moulding which partly covers or which extends 
above the face or surface of the stiles or rails. 
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MULLION 

An upright or vertical bar, usually wider than the ordinary bar, dividing the glass 
in a sash, or a wide upright bar dividing two sash in a frame. Applies also to 
upright bars in doors. 

MUNTIN 

Applies to any short or light bars— either vertical or horizontal — in a sash or door 
between glass or panels and not extending the full width or length of the article. 

RAIL 

The cross or horizontal pieces of the frame-work of a sash, door or screen. 

STILES 

The upright or vertical outside pieces of a sash, door or screen. 

Applying to Sash or Windows 

SASH 

A sash indicates a single piece to fdl a given opening. 

WINDOW 

A window indicates two pieces— one upper, one lower — to fill an opening, arranged 
to slide vertically. 

FRONT WINDOW — A window in which the meeting rails are placed above the 
center of the opening. 

FRONT SASH — A sash made to correspond to a front window. 

FULL BOUND 

This term indicates that the sash so described shall have a similar amount of wood 
in stiles and top and bottom rails, usually described as "same rail all around." 

MEETING RAILS 

The rails of a window which meet when the window is hung and closed. 

PLAIN RAILS — Meeting rails of the same thickness as balance of the window* 

CHECK RAILS — Meeting rails sufficiently thicker than the window to fill the 
opening between the top and bottom sash made by the check strip or parting strip 
in the frame. 

LUGS OR HORNS 

An extension of the stiles of a window beyond the meeting rails. 

SUSPENDED LIGHTS 

A term applied to a light within a sash, formed by straight bars, any one of which 
must be attached to the free end or to the beveled joint of other bars or muntins. 

Applying to Doors 

ASTRAGAL 

MOULD— FOR FOLDING DOORS— A strip of moulding the length of the door 
of any desired pattern to be applied to one of a pair of folding doors so as to form 
a rabbet. 

SINGLE— FOR FOLDING DOORS— A strip the length of the doors with a cross- 
section, usually similar to a letter "T" — used to form a rabbet. 

DOUBLE— FOR SLIDING DOORS— A pair of strips the length of the doors- 
rabbeted to receive the doors on the back and moulded or grooved reciprocally 
on the face to make a closed joint. 

JOINT— FOR SLIDING DOORS— A moulding or groove worked reciprocally on 
the meeting edges of each of a pair of doors to make a closed joint. 
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BANDED DOORS 

Doors with a thin band or strip — usually moulded — applied to the outside edge 
of the face of each stile and top and botton rail — also called friction strips. 

CHAMFERED DOORS 

Doors with the corner of the stiles or rails beveled at an angle of about 45 degrees. 
STOP CHAMFER — A chamfer stopped or ended short of the length of the piece 
chamfered. 

DOWELED DOORS 

Doors put together with dowels instead of tenons. 

DUTCH DOORS 

A door cut horizontally through the lock rail, so that the upper part can be opened 
independently of the lower part. 

GRADUATED PANELS 

Doors with cross panels of a different width usually graduated from a wide lower 
panel to a narrow top panel. 



The wide center rail of a door. 



LOCK RAIL 



TENONS 

THROUGH TENONED — A door made with tenons on the end of the rails mor- 
tised or tenoned through and showing on the outside of the stile. 

BLIND TENONED OR MORTISED— A door made with the tenons on the 
ends of the rails mortised into but extending only part way through the stile. 

UNSELECTED 

The term^ "Unselected" when applied to veneered doors means unselected as to color 
and admits all of the natural variations of the wood. 
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Unless otherwise specified, Windows and Sash will be supplied with 
wood parts NO WIDER than standard layouts shown for each design 
and for an opening no larger than that shown. 

Whenever wider wood parts are ordered or larger opening specified, 
add extra as provided in Rules for Sash Extras, page 78. 



Two Light Check Rail Windows 

Open and Glazed, 1%" thick 



STANDARD LAYOUT 

Opening sizes are based on 4" of wood in width, 6" of wood in height, 
over glass size. 
Stiles and Top Rail not over 2^^" wide overall, not over 2" face. 
Check Rails not over l^g" high overall, not over ^^le" between glass. 
Bottom Rail not over S^e" wide overall, not over 33^" face. 

Approximate Weighte 





List 


List 


List 


Standard 




Glazed 


Glazed 


Class Size 


Open 


Glazed SS 


Glazed DS 


Opening 


Open 


SS 


DS 


12x12 


$1.09 


$2.15 


$2.30 


1-4x2- 


6 


5 


7 


8 


14 


1.13 


2.40 


2.60 


2-10 


5 


8 


9 


16 


1.17 


2.50 


2.75 


3- 


2 


5J^ 


9 


11 


18 


1.21 


2.65 


2.95 


3- 


6 


53^ 


10 


11 


20 


1.25 


2.75 


3.10 


3-10 


6 


11 


12 


22 


1.30 


2,90 


3.25 


4- 


2 


6 


12 


12 


24 


1.34 


3.10 


3.55 


4- 


6 


6J^ 


13 


14 


26 


1.38 


3.25 


3.75 


4-10 


7 


13 


15 


28 


1.42 


3.40 


3.90 


5- 


2 


7 


13 


15 


30 


1.46 


3.65 


4.35 


5- 


6 


8 


14 


17 


32 


1.58 


3.90 


4.60 


5-10 


8 


15 


18 


14x16 


1.21 


2.65 


2.95 


1-6x3- 


2 


53^ 


10 


11 


18 


1.25 


2.75 


3.10 


3- 


6 


6 


11 


12 


20 


1.30 


2.90 


3.30 


3-10 


6J^ 


12 


14 


22 


1.34 


3.20 


3.70 


4- 


2 


7 


12 


15 


24 


1.38 


3.35 


3.85 


4- 


6 


8 


13 


16 


26 


1,42 


3.45 


4.00 


4-10 


8 


14 


17 


28 


1.46 


3.80 


4.55 


5- 


2 


9 


16 


18 


30 


1.50 


3.95 


4.75 


5- 


6 


10 


17 


19 


32 


1.63 


4.20 


5.05 


5-10 


10 


18 


20 


15x18 


1.30 


2.90 


3.25 


1-7x3- 


6 


6K 


12 


12 


20,.... 


1.34 


3.15 


3.60 


3-10 


7 


12 


13 


22 


1.38 


3.30 


3.80 


4- 


2 


7 


13 


14 


24 


1.42 


3.45 


4.00 


4- 


6 


7J^ 


14 


15 


26 


1.46 


3.80 


4.55 


4-10 


8 


15 


16 


28 


1.50 


3.95 


4.75 


5- 


2 


8 


16 


17 


30 


1.55 


4.10 


4.95 


5- 


6 


m 


17 


18 


32 


1.67 


4.35 


5.25 


5-10 


9 


18 


19 


16x16 


1.25 


2.80 


3.15 


1-8x3- 


2 


6 


10 


12 


18 


1.30 


2.95 


3.35 


3- 


6 


6y2 


12 


13 


20 


1.34 


3.20 


3.70 


3- 


10 


7 


12 


14 


22 


1.38 


3.40 


3.95 


4- 


2 


7 


13 


15 


24... 


1.42 


3.50 


4.10 


4- 


6 


73^ 


14 


16 


26 


1.46 


3.90 


4.70 


4- 


10 


8 


15 


17 


28 


1.50 


4.00 


4.90 


5- 


2 


8 


16 


18 


30 


1.55 


4.20 


5.10 


5- 


6 


sy2 


17 


19 


32 


1.67 


4.45 


5.45 


5-10 


9 


18 


20 


34 


1.71 


4.65 


5.70 


6- 


2 


9y2 


20 


22 


36 


1.75 


4.80 


5.85 


6- 


6 


10 


21 


23 
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Two Light Check Rail Windows 



1%" thick — Continued 



Approximate Weighta 





List 


List 


List 


Standard 




Glazed 


Glazed 


Glasa Size 


Open 


Glazed SS 


Glazed DS 


Opening 


Open 


SS 


DS 


18x12 


$1.21 


$2.65 


$2.95 


1-10x2- 


6 


5J^ 


10 


11 


16 


1.30 


2.95 


3.35 


3- 


2 


6H 


12 


13 


18 


1.34 


3.25 


3.75 


3- 


6 


6M 


13 


14 


20 


1.38 


3.40 


3.95 


3-10 


7 


13 


15 


22 


1.42 


3.75 


4.50 


4- 


2 


73^ 


14 


16 


24 


1.46 


3.90 


4.70 


4- 


6 


8 


16 


18 


26 


1.50 


4.15 


5.05 


4-10 


8 


17 


19 


28 


1.55 


4.30 


5.30 


5- 


2 


8}^ 


18 


20 


30 


1.59 


4.50 


5.55 


5- 


6 


9 


19 


21 


32 


1.71 


4.65 


5.70 


5-10 


9H 


20 


22 


34 


1.75 


4.95 


6.10 


6- 


2 


10 


21 


24 


36 


1.80 


5.20 


6.45 


6- 


6 


10 


23 


25 


20x12 


1.25 


2.75 


3.10 


2- 0x2- 


6 


6 


11 


12 


14 


1.30 


2.90 


3.30 


2-10 


6>i 


12 


14 


15 


1.32 


3.15 


3.60 


3- 





7 


12 


14 


16 


1.34 


3.20 


3.70 


3- 


2 


7 


12 


14 


18 


1.38 


3.40 


3.95 


3- 


6 


7 


13 


15 


20 


1.42 


3.75 


4.50 


3-10 


7^ 


15 


17 


22 


1.46 


3.95 


4.85 


4- 


2 


8 


16 


18 


24 


1.50 


4.15 


5.05 


4- 


6 


8 


17 


19 


26 


1.55 


4.30 


5.30 


4-10 


8K 


19 


21 


28 


1.59 


4.50 


5.55 


5- 


2 


9 


21 


23 


30 


1.63 


4.70 


5.85 


5- 


6 


9^ 


22 


24 


32 


1.75 


5.15 


6.40 


5-10 


9y2 


23 


25 


34 


1.80 


5.20 


6.45 


6- 


2 


10 


24 


26 


36 


1.84 


5.60 


6.95 


6- 


6 


lOH 


25 


27 


38 


1.89 


5.95 


7.45 


6-10 


11 


26 


28 


40 


2.02 


6.15 


7.65 


7- 


2 


llK 


27 


29 


22x14 


1.34 


3.20 


3.70 


2- 2x2-10 


7 


12 


15 


15 


1.36 


3.25 


3.75 


3- 





7 


13 


15 


16. . . 


1.38 


3.40 


3.95 


3- 


2 


7 


13 


15 


18 


1.42 


3.65 


4.40 


3- 


6 


7)^ 


14 


16 


20 


1.46 


3.95 


4.85 


3-10 


8 


16 


18 


22 


1.50 


4.15 


5.05 


4- 


2 


8 


18 


20 


24 


1.55 


4.30 


5.30 


4- 


6 


m 


19 


21 


26 


1.59 


4.50 


5.55 


4-10 


9 


20 


22 


28... 


1.63 


4.70 


5.85 


5- 


2 


9y2 


21 


23 


30 


1.67 


5.05 


6.30 


5- 


6 


9K 


22 


24 


32 


1.80 


5.40 


6.80 


5-10 


10 


24 


26 


34... 


1.84 


5.65 


6.95 


6- 


2 


lOj^ 


25 


27 


36 ... 


1.89 


5.95 


7.45 


6- 


6 


11 


26 


28 


38. ... 


1.93 


6.00 


7.50 


6-10 


11 


26 


30 


40. . . 


2.07 


6.95 


8.70 


7- 


2 


12 


28 


31 


24x12 ... 


1.34 


3.10 


3.55 


2- 4x2- 


6 


6H 


13 


14 


14... 


1.38 


3.35 


3.85 


2-10 


7 


13 


16 


15... 


1.40 


3.40 


3.95 


3- 





7^ 


14 


16 


16. ... 


1.42 


3.55 


4.30 


3- 


2 


7H 


14 


16 


18 


1.46 


3.90 


4.70 


3- 


6 


8 


16 


18 


20 .. 


1.50 


4.15 


5.05 


3- 


10 


8 


17 


19 


22.... 


1.55 


4.30 


5.30 


4- 


2 


m 


19 


21 


24... 


1.59 


4.65 


5.80 


4- 


6 


9 


20 


22 


26.... 


1.63 


4.70 


5.85 


4-10 


9 


21 


23 


28... 


1.67 


5.05 


6.30 


5- 


2 


9H 


23 


25 
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2Listitto 
40 Light 
Windows 



If 



UtSash 

and 
Transoms 

35 



Cellar, Barn 
and Hot Bed i 



Djpboard 

■ ^Sash 

Casement 

Sash 

53 

: Extras, 



I 



and Sash 
79 



Door Lists. 
Panel and 
Cupboard. 



Sash Door 
Lists 
Pine 
93 



;Sidelietrts, 
i Toilet and 
Blind Doors 
Piw ,¥ 

Extras, 
Pine 
Doors 

14J 



' Boors and 
Extras 

1BI 



Screens 

183 



Veneeied 
illi Door Lists 



Extras 

m 



=( STANDARD LISTS 1936 }:s 



Two Light Check Rail Windows 

1%" Thick — Continued 



Approximate Weights 





Open 


List 


List 


Standard 




Glazed 


Glazed 


Glass Size 


List 


Glazed SS 


Glazed DS 


Opening 


Open 


SS 


DS 


24x30 


$1.71 


$5.30 


$6.70 


2- 4x5- 


6 


10 


25 


27 


32 


1.84 


5.90 


7.40 


5- 


10 


lOH 


26 


28 


34 


1.89 


6.00 


7.45 


6- 


2 


11 


27 


30 


36 


1.93 


6.40 


8.05 


6- 


6 


11 


28 


32 


38 


1.97 


6.85 


8.60 


6-10 


im 


31 


33 


40 


2.11 


7.00 


8.75 


7- 


2 


12 


32 


34 


26x14 


1.42 


3.45 


4.00 


2- 6x2-10 


8 


14 


17 


15 


1.44 


3.80 


4.55 


3- 





8 


15 


17 


16 


1.46 


3.90 


4.70 


3- 


2 


8 


15 


17 


18 


1.50 


4.15 


5.05 


3- 


6 


8 


17 


19 


20 


1.55 


4.30 


5.30 


3-10 


83^ 


19 


21 


22 


1.59 


4.50 


5.55 


4- 


2 


9 


20 


22 


24 


1.63 


4.70 


5.85 


4- 


6 


9 


21 


23 


26 


1.67 


5.05 


6.30 


4-10 


9y2 


23 


25 


28 


1.71 


5.45 


6,80 


5- 


2 


10 


24 


27 


30 


1.75 


5.80 


7.30 


5- 


6 


103^ 


26 


29 


32 


1.89 


6.00 


7.45 


5-10 


103^ 


27 


30 


34 


1.93 


6.80 


8.55 


6- 


2 


11 


29 


32 


36 


1.97 


6.85 


8.60 


6- 


6 


11 J^ 


31 


34 


38 


2.02 


7.40 


9.40 


6-10 


12 


33 


35 


40 


2.16 


7.55 


9.60 


7- 


2 


12 


34 


36 


27x14 


1.46 


3.80 


4.55 


2- 7x2-10 


8 


16 


18 


16 


1.50 


4.00 


4.90 


3- 


2 


8 


16 


18 


18 


1.55 


4.30 


5.30 


3- 


6 


8H 


18 


20 


20 


1.59 


4.50 


5.55 


3-10 


9 


21 


23 


22 


1.63 


4.70 


5.85 


4- 


2 


9y2 


21 


23 


24 


1.67 


5.05 


6.30 


4- 


6 


W2 


23 


25 


26 


1.71 


5.30 


6.70 


4-10 


10 


24 


27 


28 


1.75 


5.50 


6.85 


5- 


2 


10 


25 


28 


30 


1.80 


5.85 


7.35 


5- 


6 


103^ 


27 


30 


32 


1.93 


6.65 


8.40 


5- 


10 


11 


29 


31 


28x14 


1.46 


3.80 


4.55 


2- 8x2-10 


7 


16 


18 


16 


1.50 


4.00 


4.90 


3- 


2 


8 


16 


18 


18 


1.55 


4.30 


5.30 


3- 


6 


83^ 


18 


20 


20 


1.59 


4.50 


5.55 


3-10 


9 


21 


23 


22 


1.63 


4.70 


5.85 


4- 


2 


9H 


22 


24 


24 


1.67 


5.05 


6.30 


4- 


6 


9^ 


23 


25 


26 


1.71 


5.45 


6.80 


4-10 


10 


24 


27 


28 


1.75 


5.80 


7.30 


5- 


2 


10 


25 


28 


30 


1.80 


5.85 


7.35 


5- 


6 


\W2 


27 


30 


32 


1.93 


6.80 


8.55 


5-10 


11 


29 


31 


34 


1.97 
2.02 


6.85 


8.60 


6- 


2 


wy^ 


31 


33 


36 


7.40 


9.40 


6- 


6 


12 


32 


35 


38 


2.06 


7.45 


9.45 


6-10 


12 


33 


36 


40 


2.20 


8.30 


10.60 


7- 


2 


12^ 


35 


37 


30x12 


1.46 


3.65 


4.35 


2-10x2- 


6 


8 


14 


17 


14 


1.50 


3.95 


4.75 


2-10 


8 


17 


19 


15 


1.52 


4.05 


4.90 


3- 





W2 


17 


19 


16 


1.55 


4.20 


5.10 


3- 


2 


W2 


17 


19 


18 


1.59 


4.50 


5.55 


3- 


6 


9 


19 


21 


20 


1.63 


4.70 


5.85 


3-10 


W2 


22 


24 


22 


1.67 


5.05 


6.30 


4- 


2 


10 


24 


26 


24 


1.71 


5.30 


6.70 


4- 


6 


10 


25 


27 
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•*<>IS 



=( STANDARD LISTS 1936)= 



3<>» 



Two Light Check RaU Windows 

1%" Thick — Continued 



Appfoximate Weighta 



UlSasli 

and 
Transoms 



Glasa Size 


Open 
List 


List 
Glazed SS 


List 
Glazed DS 


Standard 
Opening 


Open 


Glazed 

SS 


Glazed 
DS 


35 

Cellar, Bam 

and Hot Bad 

Sash 


30x26 

28 

30 


11.75 

1.80 

1.84 


$5.80 
5.85 
6.70 


$7.30 
7.35 
8.45 


2-10x4-10 
5- 2 
5- 6 


103^ 
11 

iiy2 

12 
12 

i2y2 

13 
9 


26 
27 
29 
31 
33 
35 
36 
37 
18 


29 

30 
32 


32 

34 

36 


1.97 

2.02 
2.06 


6.85 
7.40 
7.45 


8.60 
9.40 
9.45 


5-10 
6- 2 
6- 6 


34 , . 'IJ 
36 ;' ■ Momd 1 
38 - -^Sash 1 


38 

40 

32x14 


2,10 
2.26 
1.63 


8.20 
8.40 
4.20 


10.50 

10.70 

5.05 


6-10 

7- 2 
3- 0x2-10 


39 
40 
20 


-.5, .J 


18 

20 

22 


1.71 
1.75 
1.80 


4.65 
5.15 
5.40 


5.70 
6.40 
6.80 


3- 6 
3-10 

4- 2 


9K 
10 

ioy2 
103^ 
11 


20 
23 
24 
26 
27 
29 


22 
25 

26 
28 
30 
31 


• Extras, ' 
Windows 
and Sash 


24 

26 

28 


1.84 
1.89 
1.93 


5.90 
5.95 
6.80 


7.40 
7.45 
8.55 


4- 6 
4-10 

5- 2 


Door Lists, j 
Panel and 
Cupboard. 
Pine / 

' 87 - 


30 

32 

34 


1.97 
2.02 
2.06 


6.85 
7.40 
7.45 


8.60 
9.40 
9.45 


5- 6 
5-10 

6- 2 


uy2 

12 

12 

12 Ji 
13 
13 
9 

10 


31 
32 
34 
36 
39 
39 
15 
20 
24 
27 
29 
31 


34 
35 
37 


36 

38 

40 


2.10 
2.15 

2.30 


8.20 
9.00 
9.20 


10.50 
11.35 
11.55 


6- 6 
6-10 

7- 2 


39 
41 
42 
18 
22 
26 
30 
32 
33 


p.SashOflor 
^ Lists 
' Pine ( 
93 : 


34x12 

16 

20 


1.63 
1.71 

1.80 


4.00 
4.65 
5.20 


4.80 
5.70 
6.45 


3- 2x2- 6 
3- 2 
3-10 


24 

26 

28 


1.89 
1.93 
1.97 


5-95 
6.4^ 
6.85 


7.45 
8.05 
8.60 


4- 6 
4-10 

5- 2 


11 
11 

113^ 


^Sidflligtits. 

Toilet;- 
Blind D::: 


30 

32 

34 


2.02 
2.06 
2.10 


7.40 

7.45 
8.20 


9.40 

9.45 

10.50 


5- 6 
5-10 

6- 2 


12 

i2y2 
i2y2 


33 
35 
36 


36 
37 

38 i 


W Extra' 
|. Pm. 


36 

38 

40 


2.15 
2.19 
2.34 


9.00 

9.05 

10.30 


11.35 
11.40 
13.10 


6- 6 
6-10 

7- 2 


13 
13 

10 
10 
10 


37 
39 
41 
21 
21 
23 


40 
42 
44 


|.. 


36x14 

16 

18 


1.71 
1.75 
1.80 


4.50 
4.80 
5.20 


5.50 
5.85 
6.45 


3- 4x2-10 
3- 2 
3- 6 


23 
23 
25 


Combinatnn 

Doors and 

Extras 

K 

J 


20 

24 

26 


1.84 
1.93 
1.97 


5.60 
6.40 
6.85 


6.95 
8.05 
8.60 


3-10 
4- 6 
4-10 


103^ 
113^ 
ny2 


25 
28 
31 


27 

32 
34 


28 .... 

30 

32 


2.02 
2.06 
2.10 


7.40 
7.45 
8.20 


9.40 

9.45 
10.50 


5- 2 
5- 6 
5-10 


12 
12 

i2y2 


32 
35 
36 


35 
38 
39 


34 

36 

38 


2.15 
2.19 
2.24 


9.00 

9.05 

10.15 


11.35 
11.40 
12.95 


6- 2 
6- 6 
6-10 


13 
13 


37 
39 
41 


40 
41 
43 


. Veneered 
: Door Lists 


40 

40x18 

22 


2.39 
1.98 
2.07 


10.35 
5.80 
6.95 


13.15 
7.15 
8.70 


7- 2 

3- 8x3- 6 

4- 2 


14 
11 
12 
12 
12 
12^ 


43 
25 
29 
31 
33 
35 


46 
26 
31 
34 
36 
37 


I i«dErt« i 

1 ..-^ 


24 

26 

28 


2.11 
2.16 
2.20 


7.00 
7.60 
8.30 


8.75 

9.60 

10.60 


4- 6 
4-10 

5- 2 


jl L'.sts and 


30 

32 


2.26 
2.30 


8.40 
9.20 


10.70 
11.55 


5- 6 
5-10 


13 
13 


37 
39 


40 
42 
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=( STANDARD LISTS 1936 )= 



=»«>■ 




Two Light Check Rail Windows 

1%" Thick— Continued 



Open 

Glass Size List 

40x34 $2.34 

36 2.39 

38 2.43 

40 2.48 

44x18 2.07 

22 2.16 

24 2.20 

26 2.26 

28 2.30 

30. ... 2.34 

32 2.39 

36 2.48 

40 2.57 

48x24 2.30 

26 2.34 

28... 2.39 

30 2.43 

32 2.48 

34 2.53 

36 2.57 

38..... 2.62 

40 2.66 



List 
Glazed SS 



List 
Glazed DS 



Standard 
Opening 



$10.30 
10.35 



$13.10 
13.15 
13.20 



3-8x6- 2 
6- 6 
6-10 



13.25 
8.15 
9.60 



7- 2 

4-0x3- 6 

4- 2 



9.65 
10.70 
11.55 



4- 6 
4-10 

5- 2 



13.10 
13.15 
13.25 



5- 6 
5-10 

6- 6 



16.00 
11.55 
11.60 



7- 2 

4-4x4- 6 

4-10 



13.15 
13.20 
13.25 



5- 2 
5- 6 
5-10 



15.95 
16.00 
17.10 
17.15 



6- 2 

6- 6 
6-10 

7- 2 



Approximate Veights 



Open 



Glazed Glazed 
SS DS 



133^ 

14 

14 



143^ 

11 

12 



123^ 

13 

13 



1334 

133^ 

1434 

13J^ 
14 



14 

uy2 

1434 



15 

1534 

16 

uy2 



41 
43 



44 
46 
48 



49 
29 
_34 
36 
39 

43 

46 
50 



53 
40 

J2 
44 
46 

J8 
51 
53 
55 
58 



Two Light Plain Rail Windows 

Open and Glazed, iVg" Thick, Not Ploughed or Bored 
STANDARD LAYOUT 

Opening sizes shown are based on 4" of wood in width, 6" of wood in 
height over glass size. 
Stiles and Top Rail not over 25^6" wide overall, not over 2" face. 
Meeting Rail not over l^g" high overall, not over i^g" between glass. 
Bottom Rail not over 3^/(q" wide overall, not over 33^" face. 

Approximate Veighta 





open 


List 


List Standard 




Glazed Glazed 


Olass Size 


List 


Glazed SS 


Glazed DS Opening 


Open 


SS DS 


18x20 


$1.21 


$3.20 


1-10x3- 


10 


5 


11 


24 


1.28 


3.65 


4- 


6 


5 


13 




20x20 


1.25 


3.55 


2- 0x3- 


10 


5 


12 




24 


1.32 


3.90 


4- 


6 


5J^ 


14 




26 


1.36 


4.05 


4- 


10 


534 


16 




24x20 


1.32 


3.90 


.... 2- 4x3-10 


534 


14 




24 


1.40 


4.40 


4- 


6 


6 


17 




26 


1.43 


4,45 


4- 


10 


6 


18 




28 


1.47 


4.80 


5- 


2 


6 


20 




26x24 


1.43 


4.45 


.... 2- 6x4- 


6 


6 


18 




26 


1.47 


4.80 


4-10 


6 


20 




28 


1.50 


5.20 


5- 


2 


634 


21 




30 


1.54 


5.55 


5- 


6 


6H 


22 
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=( STANDARD LISTS 1936)= 



Four Light Plain Rail Windows 

iVs" Thick, Open and Glazed, Not Ploughed or Bored 
STANDARD LAYOUT 

Opening sizes shown are based on V of wood in width, 6" of wood 
in height over glass size. 

Stiles not over l^^Ye* wide overall, not over IJ^" face. 

Top Rail not over 2^q^ wide overall, not over 2" face. 

Meeting Rail not over l^ie" high overall, not over i^^g" between glass. 

Bottom Rail not over S^g" wide overall, not over 33^^ face. 

Bars not over J/^" wide overall, not over J^" face. 



m 



open 
Glass Sixe List 



Approximate Weights 



List 
Glazed SS 



List 
Glazed DS 



Standard 
Opening 



open 



Glazed Glazed 
SS DS 



8x10... 


. $1.20 


$2.50 


1-8x2- 2 


4 


6 


12x20.... 


1.56 


4.15 


2-4x3-10 


5K 


16 




24 ... 


. 1.65 


4.75 


4-6 


6 


18 




26 ... 


1.71 


5.00 


4-10 


63^ 


19 




28.... 


1.75 


5.25 


5-2 


6J^ 


20 




30 ... 


1.80 


5.60 


5-6 


7 


20 




14x20... 


1.63 


4.45 


2-8x3-10 


6 


17 




24... 


1.72 


5.20 


4-6 


6H 


19 




26.... 


1.78 


5.35 


4-10 


7 


21 




28... 


1.83 


5.90 


5-2 


7 


21 





UtSash 
and 

TransDins 
35 



if 



Cellar, Barn 

and Hot Bi 

Sash 

39 



•^ Sash 

. Casement 
Sash 
53 

^^^'"^^^ 

■ Extras, 

, Windows 

and Sash 

-79 



Door Lists. 
Panel and 
Cupboard, 

Pine 

87 



Sash Door 
Lists 
Pine 



Four Light Check Rail Windows 

iVs" Thick, Open and Glazed, Ploughed and Bored 
STANDARD LAYOUT 

Opening sizes shown are based on 4*' of wood in width, 6" of wood 
in height over glass size. 

Stiles not over V^^" wide overall, not over l^" face. 

Top Rail not over 2^6" wide overall, not over 2" face. 

Check Rail not over l^g^ high overall, not over ^^/(q" between glass. 

Bottom Rail not over S^g" wide overall, not over 3J^" face. 

Bars not over J^" wide overall, not over 3^" face. 



Open 
Oiass Size List 

12x20 $1.58 

24 1.69 

26 . . 1.75 

28 1.79 



Approximate Weights 

List List Standard Glazed Glazed 

Glazed SS Glazed DS Opening Open SS DS 



$4.15 
4.80 



2-4x3-10 
4- 6 



5.05 
5.30 



6 

6H 



16 
18 



4-10 
5- 2 



63^ 

7 



19 
20 
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Blind Di 



Extras, 
Pine 
Doofs 
147 J 



I 



Win 
Sep. 



Vener 
DooiL 

rndbtf^r; 
197 



=( STANDARD LISTS 1936)= 



3<>- 



I 



10^: 






Four Light Check Rail Windows 

1%" Thick, Open and Glazed 
STANDARD LAYOUT 

Opening sizes shown are based on 5* of wood in width, 6" of wood in 

height, over glass size. 

Stiles and Top Rail not over 2^5" wide overall, not over 2* face. 
Check Rail not over 1^" high overall, i^g" between glass. 
Bottom Rail not over S^q" wide overall, not over SJ^" face. 
Bars not over 134" wide overall, not over %" face. 

Approximate Weighta 





Open 


Ust 


List 


Standard 




Glazed 


Glazed 


Glass Size 


List 


Glazed SS 


Glazed DS Opening 


Open 


SS 


DS 


9x12 


$1.42 


$2.90 


$3.15 


1-11x2- 


6 


4^ 


9 


10 


10x16 


1.57 


3.65 


4.10 


2- 1x3- 


2 


53^ 


13 


14 


la 


1.63 


3.85 


4.35 


3- 


6 


6 


14 


15 


20 


1.69 


4.05 


4.60 


3-10 


6 


16 


17 


22 


1.73 


4.20 


4.80 


4- 


2 


7 


17 


18 


24 


1.80 


4.45 


5.10 


4- 


6 


8 


18 


20 


26..... 


1.85 


4.80 


5.60 


4-10 


8 


19 


20 


28 


1.91 


5.00 


5.85 


5- 


2 


9 


20 


22 


30 


1.95 


5.20 


6.10 


5- 


6 


9 


21 


23 


11x16 


1.66 


3.85 


4.35 


2- 3x3- 


2 


6 


15 


17 


18 


1.72 


4.10 


4.65 


3- 


6 


7 


17 


18 


20 


1.77 


4.25 


4.85 


3-10 


7 


18 


19 


22 


1.83 


4.45 


5.15 


4- 


2 


8 


19 


20 


24 


1.88 


4.90 


5.70 


4- 


6 


8 


20 


23 


26 


1.94 


5.10 


6.00 


4-10 


9 


21 


25 


28 


1.99 


5.35 


6.30 


5- 


2 


9 


22 


25 


12x16 


1.66 


3.95 


4.45 


2- 5x3- 


2 


6 


15 


17 


18 


1.72 


4.20 


4.80 


3- 


6 


7 


17 


18 


20 


1.77 


4.40 


5.05 


3-10 


7 


18 


19 


22 


1.83 


4.65 


5.35 


4- 


2 


8 


19 


20 


24..... 


1.88 


5.05 


5.90 


4- 


6 


8 


20 


23 


26 


1.94 


5.25 


6.25 


4-10 


9 


21 


25 


28 


1.99 


5.55 


6.55 


5- 


2 


9 


22 


25 


30 


2.05 


5.95 


7.30 


5- 


6 


10 


23 


28 


32,.... 


2.21 


6.25 


7.70 


5-10 


11 


25 


31 


34 


2.27 


6.45 


8.00 


6- 


2 


12 


26 


32 


36 


2.32 


6.70 


8.30 


6- 


6 


12 


27 


34 


38 


2.36 


6.90 


8.65 


6-10 


13 


29 


36 


40 


2.52 


7.50 


9.30 


7- 


2 


13 


31 


38 


13x16 


1.74 


4.15 


4.70 


2- 7x3- 


2 


8 


16 


17 


18 


1.79 


4.35 


5.00 


3- 


6 


83^ 


18 


20 


20 


1.85 


4.60 


5.30 


3-10 


9 


20 


22 


22 


1.91 


5.05 


5.95 


4- 


2 


93^ 


22 


24 


24 


1.96 


5.30 


6.25 


4- 


6 


10 


23 


27 


26 


2.02 


5.55 


6.60 


4-10 


lOH 


24 


28 


28 


2.08 


5.95 


7.35 


5- 


2 


11 


25 


31 


30 


2.13 


6.30 


7.85 


5- 


6 


12 


27 


32 


133^x16. . . 


1.74 


4.25 


4.90 


2- 8x3- 


2 


8 


16 


17 


18 


1.79 


4.45 


5.15 


3- 


6 


83^ 


18 


20 


20 


1.85 


4.70 


5.50 


3-10 


9 


20 


22 


22 


1.91 


5.15 


6.05 


4- 


2 


9J^ 


22 


24 


24 


1.96 


5.40 


6.40 


4- 


6 


10 


23 


27 


26 


2.02 


5.55 


6.60 


4-10 


103^ 


24 


28 


28 


2.08 


6.10 


7.55 


5- 


2 


11 


25 


31 


30 


2.13 


6.45 


8.05 


5- 


6 


12 


27 


32 


32 


2.30 


6.85 


8.55 


5-10 


12 


29 


32 


14x16 


1.74 


4.25 


4.90 


2- 9x3- 


2 


8 


16 


17 


18 


1.79 


4.45 


5.15 


3- 


6 


sy2 


18 


20 
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=( STANDARD LISTS 1936)= 



ad^« 



Four Light Check RaU Windows 

1%" Thick, Open and Glazed—Continued 



Approximate Weightg 



uts 



Glass Size 


^ 


List 
Glazed SS 


list 
Glased DS 


Standard 
Opening 


Open 


Glazed 

SS 


Glazed 
DS . 


and 

TransDiiis 


14x20 

22 

24 


$1.85 
1.91 
1.96 


$4.70 
5.25 
5.50 


$5.50 
6.20 
6.55 


2- 9x3-10 
4- 2 
4- 6 


9 

93^ 

10 

ioy2 
11 

12 
12 

12^ 
13 


20 
22 
23 
24 
25 
27 
29 
31 
32 
33 
34 
17 
20 
20 
22 
24 
25 
27 


22 
24 
27 


35 

Cellar, Bam 


26 

28 

30 


2.02 
2.08 
2.13 


5.65 
6.25 
6.45 


6.75 
7.75 
8.05 


4-10 

5- 2 
5- 6 


28 ' '^^''' 

31 ^3f 

32 , ...Z^ 


32 

34 

36 .... 


2.30 
2.35 
2.42 


6.85 
7.10 
7.45 


8.55 
8.95 
9.40 


5-10 
6- 2 
6- 6 


32 .WtjSrd 

34 : ^Sash 

35 • X^^"* 

36 53 

38 w^-^^sii*. 

18 . t Frir«. 


38 

40 

15x16 


2.45 
2.63 
1.78 


7.70 

8.20 
4.40 


9.65 

10.30 

5.05 


6-10 

7- 2 

2-11x3- 2 


13 
13 

9 

9 

9J^ 
10 

ioy2 
11 


18 

20 

22 


1.83 
1.89 
1.94 


4.65 
5.15 
5.35 


5.35 
6.05 
6.35 


3- 6 
3-10 

4- 2 


21 
23 
26 

27 
29 
30 


:-, Windows 
: and Sash 

79 


24 

26 

28 


2.01 
2.06 
2.12 


5.65 
6.20 
6.45 


6.75 
7.75 
8.05 


4- 6 
4-10 

5- 2 


ff Door Lists, 
Panel and 
Cyptard, 


30 

32 

34 


2.17 
2.34 
2.39 


6.70 
7.10 
7.40 


8.40 
8.95 
9.35 


5- 6 
5-10 

6- 2 


12 
12 

123^ 


29 
31 
33 


32 
34 
36 


1 ■ Pi™ 
■1 ]■ - 


36 

38 

40 


2.46 
2.49 
2.67 


8.00 
8.00 
8.75 


10.10 
10.15 
11.00 


6- 6 
6-10 

7- 2 


13 
14 


35 
36 
37 
17 
20 
20 
22 
24 
24 


38 
39 
40 
18 
21 
23 
26 
27 
27 


V: SashDoor 


16x16 

18 

20 


1.91 
1.97 
2.03 


4.70 
4.95 
5.40 


5.40 
5.75 
6.35 


3- 1x3- 2 
3- 6 
3-10 


9 
9 

10 

103^ 


; : Sidelights 


22 

24 

26 


2.08 
2.14 
2.20 


5.75 
5.95 
6.55 


6.85 
7.10 
8.15 


4- 2 
4- 6 
4-10 


' Toilet and 
. Blind Door 
1 Pirn 


28 

30 

32 . 


2.25 
2.31 
2.37 


6.80 
7.05 
7.35 


8.50 
8.90 
9.35 


5- 2 
5- 6 
5-10 • 


113^ 

12 J^ 
12^ 
13 

133^ 
133^ 


27 
29 
30 
34 
36 
37 
38 
20 
23 
23 
24 
27 


31 
32 
34 
38 
39 
40 
41 
22 
25 
26 
27 
31 


! I'^ Doors 


34 

36 

38 


2.42 

2.48 
2.54 


7.70 
8.00 
8.40 


9.80 
10.15 
10.70 


6- 2 
6- 6 
6-10 


1 ii;. 147 
1 


40 

18x16 

18 


2.72 
2.00 
2.06 


9.20 
5.00 
5.50 


11.65 
5.75 

6.50 


7- 2 

3- 5x3- 2 

3- 6 


14 

93^ 
10 


Combinatio 
i\ Doors and 

i "' Exlias 


20 

22 

24. . . 


2.11 
2.17 

2.23 


5.80 
6.35 
6.60 


6.90 
7.90 
8.20 


3-10 
4- 2 
4- 6 


10 

lOJi 

11 


! i[ Window 


26 

28 

30 


2.28 
2.34 
2.40 


7.00 
7.35 
7.65 


8.85 
9.30 
9.80 


4-10 
5- 2 
5- 6 


11 

12 

13 


29 
31 
33 
34 
36 
40 


33 
35 
37 
38 
42 
44 


1 P ■ Veneered 
DoorlKt!! 

f and [ .' 


32 

34 

36 


2.45 
2.51 
2.57 


7.75 
8.35 
8.80 


9.85 
10.65 
11.30 


5-10 
6- 2 
6- 6 


13 
14 

143^ 


38 

40 

20x26 


2.63 
2.81 
2.49 


9.10 
9.80 
7.50 


11.55 

12.50 

9.50 


6-10 

7- 2 

3- 9x4-10 


141^ 

15 

13 


41 
42 
34 
37 
39 
41 
40 


45 
46 
38 
41 
43 
45 
45 




28 

30 

32 

22x30 


2.54 
2.61 
2.66 
2.70 


7.85 
8.25 
8.95 
9.00 


9.95 
10.55 
11.45 
11.50 


5- 2 

5- 6 

5-10 

4- 1x5- 6 


133^ 

14 

14J^ 

uy2 


Lists 8 

, ExtlBJ 

223 
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=( STANDARD LISTS 1936 )= 



Six Light Check Rail Windows 

13/g" Thick, Open and Glazed 
STANDARD LAYOUT 

Opening sizes shown are based on 4" of wood in width, 6" of wood in 

height, over glass size. 
Stiles not over l^^e'^ wide overall, not over 1?^" face. 
Top Rail not over 2%" wide overall, not over 2" face. 
Check Rail not over l^ie" high overall, not over ^^fg" between glass. 
Bottom Rail not over S^g" wide overall, not over SJ/g" face. 
Bars not over ^jg" wide overall, not over ^{%" face. 





^ 


List 
Glared SS 


Standard 
Opening 


Approxim 


ate Weights 


Glass Size 


Open 


Glazed SS 


8x10 

12 

9x12 


$1.54 

1.59 

1.66 


$3.25 
3.45 
3.65 


2- 4x2- 2 

2- 6 

2- 7x2- 6 


6 

6>^ 

7 


10 
11 
13 


13 

14 

10x12 


1.66 

1.69 

1.72 


3.75 
3.85 
3.85 


2- 8 

2-10 

2-10x2- 6 


7 


13 
14 

14 


14 

15 .... 


1.75 

1.78 


4.05 
4.20 
4.45 


2-10 
3- 
3- 2 


73^ 
8 

8H 


15 


16 


1.82 


18 

20 


1.88 

1.94 


4.70 
4.95 


3- 6 
3-10 


9 

93^ 


18 
19 



DD 



PD 



Eight Light Plain Rail Windows 

iVs" Thick, Open and Glazed, Not Ploughed or Bored 



STANDARD LAYOUT 

Opening sizes shown are based on 43^" ot wood in width, 6" of wood in 

height over glass size. 
Stiles and Top Rail not over 2" wide overall, not over 1^^^" face. 
Meeting Rail not over 154" high overall, not over ^^^^ between glass. 
Bottom Rail not over ^M% wide overall, not over 3" face. 
Vertical Bars not over l^g" wide overall, not over ^^fg'' face. 
Horizontal Bars not over ^g" wide overall, not over ^g" face. 





Open 

List 


List 
Glazed SS 


Standard 
Opening 


Approxintate Weights 


Glass Size 


Open 


Glaxed SS 


7x 9 


$1.50 
1.61 
1.70 


$3.40 
3,70 
4.00 


1- 63^x3- 6 

1- 83^x3-10 

4- 6 


5 
5 

53^ 


10 


8x10 

12 


10 

12 


9x12 . 

14 

10x12 


1.73 
1.84 
1.78 


4.20 
4.55 
4.40 


1-103^x4- 6 
5- 2 

2- 03^x4- 6 


6 

7 
73^ 


14 
17 
15 


14 

16 

18 


1.88 
2.06 
2.15 


4.75 
5.60 
5.95 


5- 2 
5-10 

6- 6 


8 
9 
9 


18 
20 

20 


12x14 

16. . . 

18 


1.96 
2.14 

2.23 


5.55 
6.05 
6.50 


2- 4j^x5- 2 
5-10 
6- 6 


9 
11 
12 


19 
22 

25 


14x16 

18 

20 


2.24 
2.32 
2.46 


6.60 
7.00 
7.50 


2- 83^x5-10 

6- 6 

■ 7- 2 


10 

103^ 
11 


25 
28 
31 


For Texas Layout, 


use this list. 
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=( STANDARD LISTS 1936}= 



Eight Light Check Rail Windows 

IS/g" Thick, Open and Glazed 

STANDARD LAYOUT 

Opening sizes shown are based on 5* of wood in width, 6" of wooi in height, 

over glass size. 

Stiles not over 2^0," wide overall, not over 2" face. 

Top Rail not over l^^e" wide overall, not over 1^" face. 

Check Rail not over l^^g" high overall, not over i^fo" between glass. 

Bottom Rail not over S^g'' wide overall, not over 3" face. 

Vertical Bars not over IJ^" wide overall, not over J^" face. 

Horizontal Bars not over ^g" wide overall, not over ^{e'' face. 



Glass Size 



Open 
List 



List Standard 

Glaz<K] SS Opening 



Approximate Weights 
Open Glazed SS 



7x 9 


$1.70 


$3.70 
4.10 
4.40 


1- 
1- 


7x3- 6 

9x3-10 

4- 6 


7 
8 


13 


8x10 

12 


1.83 

1.93 


13 
14 


13 

9x12 

13 


1.99 

1.97 

2.03 


4.55 
4.60 
4.75 


1- 


4-10 

11x4- 6 

4-10 


9 
9 


15 
17 
18 


^4 

10x10 

12 


2.09 

1.92 

2.02 


4.95 
4.45 
4.80 


2- 


5- 2 

1x3-10 

4- 6 


9 

8H 
9 


18 
17 
18 


13 

14. . ....... 

15 


2.08 

2.14 

2.18 


5.00 
5.20 
5.35 




4-10 

5- 2 
5- 6 


10 

lOj^ 


20 
19 

21 


16 

18 

12x12 


2.34 

2.44 

2.11 


6.05 
6.40 
5.20 


2- 


5-10 

6- 6 

5x4- 6 


11 

10 


22 
21 
21 


14 

16 

18 


2.23 

2.43 

2.53 


6.00 
6.50 
7.00 




5- 2 
5-10 

6- 6 


11 J^ 

12 

13 


23 
24 
27 


14x16 

18 

20 


2.54 

2.64 

2.80 


7.10 
7.50 
8.05 


2- 


9x5-10 

6- 6 

7- 2 


la 

14 
15 


28 
31 
35 



Nine Light Plain Rail Windows 

1%" Thick, Open and Glazed, 
Not Ploughed or Bored 

STANDARD LAYOUT 

Opening sizes shown are based on 43^" of wood in width, 6J^" of wood in height 

over glass size. 
Stiles and Top Rail not over 2" wide overall, not over 1^%" face. 
Meeting Rail not over l^fe'' high overall, not over ^{^'^ between glass. 
Bottom Rail not over ^^{^^ wide overall, not over 3" face. 
Bars not over ^" wide overall, not over ^^ face. 



Glass Size 


Open 
List 


I.Ut St«wia«^a Approximate Weights 
Glazed SS Opening Open Glazed SS 


8x10 


$1.60 


$3.75 2- 4^x3- OH 7 15 


Unless otherwise ordered, 
sash. 


9 light 


windows will be made with 6 lights in the bottom 



ILtSash 

and 
Transonis 

35 



Cellar, Bam 
and Hot M; 

Sash 

39 

Cupboard 

'^Sash 
. Casement 

Sash 
. 53,,. 

Extras, 

Windows 

and Sash 

79 



Door Lists, 

Panel and 

Cupboard, 

Pine 

87 



■; 
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Sash Door 
Lists 
Pine 
93 



Extra 
Pine 
Doors 



Win 
Sen 

18) 



ibta; 

197 i 
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=( STANDARD LISTS 1936 )= 



B8 



Twelve Light Plain Rail Windows 

j=jpH lYs'' Thick, Open and Glazed, Not Ploughed or Bored 

^ STANDARD LAYOUT 

Opening sizes shown are based on 4*' of wood in width, 6" of wood in height 
over glass size. 

Stiles and Top Rail not over 2" wide overall, not over lis^g* face. 

Meeting Rail not over l^e" high overall, not over i^ie" between glass. 

Bottom Rail not over S^fe" wide overall, not over 3" face. 

Bars not over ^fg" wide overall, not over ^fg" face. 



Opan 

Class Size List 

6x 8 $1.60 

7x 9 1.77 

8x10 1.91 

12 2.00 

14 2.09 

9x12 2.04 

13 2.09 

14 2.13 

15 2.20 

10x12 2.11 

14 2.20 

15 2.27 

16 2.39 

18 2.48 

12x12 2.28 

14 2.37 

16 2.56 

18 . ... 2.65 

For Texas Layout, use this list. 



List Standard 

Claased SS Opening 



Approximate Weighto 
Open Glazed SS 



$3.80 1-10x3- 2 5 

4.30 2- 1x3- 6 6 

4.75 2- 4x3-10 7 



12 
15 
17 



5.15 4-6 8 

5.55 5- 2 9 

5.40 2- 7x4- 6 9 



18 
19 
20 



5.60 
5.85 
6.10 



4-10 
5- 2 
5- 6 



10 

11 



21 
22 
23 



5.70 
6.20 
6.45 



2-10x4- 6 
5- 2 

5- 6 



9 
10 



21 
23 
25 



7.25 
7.75 
6.35 



5-10 

6- 6 

4x4- 6 



11 
12 
10 



26 
29 
24 



7.35 
8.00 
8.65 



5- 2 
5-10 

6- 6 



11 
12 
13 



25 

28 
31 



NOTE 

To avoid errors and misunderstandings, always specify both glass and 
opening sizes on your orders; also width of bars wanted. 

State whether open or glazed, SS or DS. It will be understood 
same are to be glazed unless specifically ordered otherwise. 
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Tv 


^elve Light Check Rail Windows 

Thick, Open and Glazed, With X^" Bars 

Between Glass 

STANDARD LAYOUT 

shown are based on 43^" of wood in width, 6" of wood in 
lass size, 

r 2^6* wide overall, not over 2* face- 
over 11%* wide overall, not over 1%'' face. 
n over 1%" high overall, not over H{q" between glass, 
not over 3%" wide overall, not over 3*' face. 
%'' wide overall, not over %* face. 

Open List Standard Approximate W 
last Glazed SS Opening Open Glaa 


=3.0. 


1 


l%" 


^ 


ULSssti 




IH 


and 

TransstBs 

35 


Opening sizes 
height over g 
Stiles not ove 
Top Rail not 
Check Rail n< 
Bottom Rail i 
Bars not over 

Glass Size 


eights 
edSS 


Cellar, Bam 
and Hot BM 

39 

■ .-."•^'^^^ 

1 . Casemont 
, Sash ' 


6x 8 




$1.82 
2.01 
2.01 


$4.20 
4.70 
4.70 


1-I0j^x3- 2 
2- 13^x3- 6 
2- 4j^x3- 2 


7 
8 
8 
8 
8 
9 


lA 


f EJrtras, 


7x 9 




A* / Wfuaows 

14 and Sash 

15 79 


8x 8 




9 

10 

11 




2.11 
2.17 
2.23 


5.30 
5.35 
5.75 


3- 6 
3-10 

4- 2 


16 
19 
20 


[■ Door Lists. 
. : Panel and 

V 

87 

1 <;9«h Rnnr 


12 

13 

14 




2.27 

2.33 
2.37 


5.75 
5.80 
6.00 


4- 6 
4-10 

5- 2 


9 
10 
10 


20 
22 
22 


9x 8 




2.06 
2.16 
2.22 


5.25 
5.25 
5.80 


2- 7j^x3- 2 
3- 6 
3-10 


9 


16 
18 
19 


9 

10 




1 

i 

1 


t lists 
P- Side Lights, 


11 

12 

13 




2.28 
2.32 

2.38 


5.85 
5.85 
6.10 


4- 2 
4- 6 
4-10 


10 
10 


21 
22 

23 


14 

15 

16 




2.42 

2.50 
2.64 


6.30 
6.60 
6.90 


5- 2 
5- 6 
5-10 


11 

113^ 

12J^ 


24 

26 
28 


i Toilet and 
Blind Doors 

Pine 
139 ^ 


lOx 8 




2.14 
2.24 
2.30 


5.15 
5,60 
5.70 


2-103^x3- 2 
3- 6 
3-10 


8Ji 
9H 
10 

103^ 

11 

11 


9n 




9 

10 




21 
21 


1 } Extras, 
Pine 
Doors 


11 

12., 

13 




2.36 
2.40 
2.46 


6.40 
6.40 
6.45 


4- 2 
4- 6 
4-10 


22 
23 
25 


! 


147 


14 

15 

16 




2.50 
2.58 
2.72 


6.70 
6.95 
7.85 


5- 2 
5- 6 
5-10 


12 

13 


26 
27 
29 


Combination 
1 > Doors and 
Fxfras 

Window 

1 Screens 


17 

18 

11x15 




2.78 
2.82 
2.72 


8.65 
8.70 
7,90 


6- 2 

6- 6 

3-13^x5- 6 


14 

12}^ 


31 
32 
31 
33 
34 
37 


16 

17 

18 




2.86 
2.92 
2.% 


8.30 
9.25 
9.30 


5-10 
6- 2 
6- 6 


13 

isy2 


12x12 

14 

15 




2.59 
2.69 

2.77 


6.85 3- 43^x4- 6 
7.95 5- 2 
8.25 P^ 5-6 


12 
13 


26 
32 
33 
36 
38 
40 


1 

i 


1/ VeReersd 


16 

18 

20 




2.91 
3.01 
3.12 


8.60 
9.25 
9.80 


5-10 

6- 6 

7- 2 


14 
15 
16 


i~''^ 
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Twelve Light Check Rail Windows 

IS/g" Thick. Open and Glazed, With %" Bars 
Between Glass 
STANDARD LAYOUT 

Opening sizes shown are based on 4J^" of wood in width, 6'^ of wood in height over 

glass size. 

Stiles not over 2" wide overall, not over 1]/^" face. 

Top Rail not over 1^" wide overall, not over l^g" face. 

Check Rail not over l^X^" high overall, not over i^g" between glass. 

Bottom Rail not over 3" wide overall, not over 2^" face. 

Bars not over ^" wide overall, not over ^" face. 



Glass Size 


Open 
List 


List Standard 
Glazed SS Opening 


Approximate Weighto 
Open Glazed SS 


6x 8 


$1.94 


$4.35 

4.90 

4.90 


1-101^x3- 2 
2- 13^x3- 6 
2- 4Mx3- 2 


7 
8 
8 


14 


7x 9 


2.15 


14 


8x 8 


2.15 


15 


9... 

10 

11 


2.25 
2.31 
2,39 


5.50 
5.55 
5.95 


3- 6 
3-10 

4- 2 


8 
8 
9 


16 
19 
20 


12 

13 

14 


2.43 
2.49 
2.55 


5.95 
6.00 
6.25 


4- 6 
4-10 

5- 2 


9 
10 
10 


20 
22 
22 


^x 8 


2.20 


5.45 
5.45 
5.95 


2- 7Hx3- 2 
3- 6 
3-10 


8H 
9 

9}^ 


16 


9 

10 


2.30 
2.36 


18 
19 


11 

12 

13 


2.44 

2.48 
2.54 


6.05 
6.05 
6.30 


4- 2 
4- 6 
4-10 


10 
10 

lOH 


21 
22 

23 


14 

15 

16 


2.59 
2.64 

2.77 


6.55 
6.85 
7.15 


5- 2 
5- 6 
5-10 


11 

12H 


24 
26 
28 


lOx 8 


2.28 


5.35 
5.80 
5.90 


2-10^x3- 2 
3- 6 
3-10 


10 


20 


9 

10 


2.38 
2.44 


21 
21 


11 

12 

13 


2.52 

2.56 
2.62 


6.60 
6.60 
6.65 


4- 2 
4- 6 
4-10 


lOM 

11 
11 


22 
23 

25 


14 

15 

16 


2.68 
2.76 
2.86 


6.95 
7.20 
8.10 


5- 2 
5- 6 
5-10 


12 

123^ 
13 


26 
27 
29 


17 

18 

11x15 


2.98 
3.02 
2.86 


8.90 
8.95 
8.15 


6- 2 
6- 6 

3- lj^x5- 6 


\W2 

14 

123^ 


31 
32 
31 


16 

17 

18 


2.90 
3.14 
3.18 


8.55 
9.55 
9.60 


5-10 
6- 2 
6- 6 


13 

143^ 


33 
34 
37 


12x12 

14 

15 


2.77 

2.89 

2.97 


7.10 
8.20 
8.50 


3- 43^x4- 6 
5- 2 
5- 6 


12 
13 

133^ 


26 

32 
33 


16. 

18 

20 


3.11 
3.23 
3.36 


8.85 

9.55 

10.10 


5-10 

6- 6 

7- 2 


14 
15 
16 


36 
38 
40 
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EBB 



Twelve Light Check Rail Windows 

13/8" Thick, Open and Glazed 
With ^e" Bars Between Glass To FHl 2 Light Openings 

STANDARD LAYOUT 

Opening sizes shown are based on V of wood in width, 6" of wood in height over 
glass size. ^ 

Stiles not over ll^fg" wide overall, not over 1 J^'' face. 

Top Rail not over V^X^" wide overall, not over 1^" face. 

Check Rail not over T-^fg" high overall, not over i^g" between glass. 

Bottom Rail not over S^g" wide overall, not over 3J^" face. 

Bars not over ^^e" wide overall, not over ^Xq" face. 



Class Size 



Open 
List 



10 
11. 
12 



13. 
14. 

15. 
8 X 9. 

10. 

11. 

12 

13. 

14 

15. 
8^x 9. 

10 



11 
12. 
13. 
14. 
15. 
9^6x10 



10 



12. 
13. 
14 
15. 
xlO. 
12 
13 
14. 
15 
lOj^xlO. 
12. 
13 



14. 

15. 

11^x10 



12. 
13. 
14 
15. 



2.02 
2.08 
2.12 



2.18 
2.22 

2.30 



2.08 
2.14 
2.20 



2.42 
2.11 
2.17 



2.23 
2.27 
2.33 



2.37 
2.45 
2.22 



2.32 
2.38 
2.42 



2.50 
2.26 
2.36 



2.42 
2.46 
2.54 



2.37 
2.47 
2.53 



2.57 
2.65 
2.43 



2.53 
2.59 
2.63 
2.71 



List Standard 

Glazed SS Opening 



6^x 71^ $1.86 $4.80 

8 1.86 4.80 

9 1.96 4.85 



2- 0x3- 
3- 
3- 



5.20 
5.35 
5.65 



3-10 
4- 2 
4- 6 



5.85 
6.05 
6.50 



4-10 
5- 2 
5- 6 



5.25 
5.25 
5.70 



4x3- 6 
3-10 
4- 2 



6.20 
5.30 
5.95 



5- 6 

6x3- 6 

3-10 



6.00 
6.05 
6.25 



4- 2 
4- 6 
4-10 



6.50 
6.80 
5.80 



5- 2 

5- 6 

8x3-10 



6.35 
6.65 
6.85 



6 

10 

2 



7.15 
5.65 
6.15 



5- 

2-10x3- 

4- 



6 

10 
6 



6.40 
6.65 
6.90 



6.40 
6.75 
7.00 



3- 0x3- 
4- 
4- 



10 

6 

10 



7.30 

7.75 
6.45 



5- 2 

5- 6 

2x3-10 



7.05 
7.40 
8.20 
8.55 
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5- 6 



Approximate Weights 
Open Glazed SS 



8 
8 

83^ 



9 
9 



11 

9 

9M 



10 
10 

ioy2 



11 

iiy2 
10 



11 

11 
12 



123^ 

10 

11 



11 



12 

12}^ 
11 



13J^ 



14 
14 
14 



15 
16 
17 



19 
21 

22 



16 
19 
20 



2.24 


5.75 


4- 


6 


9 


20 


2.30 


5.80 


4- 


10 


10 


22 


2.34 


6.00 


5- 


2 


10 


22 



26 
18 
19 



21 

22 
23 



24 
26 
21 



23 
25 
26 



26 
21 
23 



4-10 


11 


25 


5- 2 


12 


26 


5- 6 


12H 


27 



22 
24 
26 
27 
31 
24 



4- 6 


12 


26 


4-10 


12H 


27 


5- 2 


13 


32 



33 



ILtS 



Door Lists 

and Extras 

197 



m 



iJR 
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Twelve Light Check Rail Windows 

1%" Thick, Open and Glazed 

With %" Bars Between Glass To FiU 2 Light Openings 

STANDARD LAYOUT 

Opening sizes shown are based on 4" of wood in width, 6' of wood in 
height over glass size. 

Stiles not over l^^g" wide overall, not over J^" face. 
Top Rail not over l^^e" wide overall, not over l^e" face. 
Check Rail not over I^q" high overall, not over ^^g" face. 
Bottom Rail not over 33/^" wide overall, not over 2^" face. 
Bars not over J^" wide overall, not over ^^ face. 

Approximate Weight* 
Open Glazed SS 



Glass Size 



Open 

List 



List Standard 

Glazed SS Opening 



evsx iy% 


.... $1.96 


$4.60 


2- 0x3- 





7 


14 


8 


1.98 


4.65 


3- 


2 


7 


14 


9 


2.08 


4.85 


3- 


6 


8 


14 


10 


2.14 


5.20 


3-10 


8 


15 


11 


2.22 


5.40 


4- 


2 


8 


16 


12 


2.26 


5.60 


4- 


6 


8K 


17 


13 


2.32 


5.75 


4-10 


9 


19 


14 


2.38 


5.95 


5- 


2 


9 


21 


15 


2.46 


6.15 


5- 


6 


^2 


22 


8 X 9 


2.22 


5.35 


2- 4x3- 


6 


8 


16 


10 


2.28 


5.45 


3-10 


8 


19 


11 


2.36 


5.75 


4- 


2 


9 


20 


12 


2.40 


5.95 


4- 


6 


9 


20 


13 


2.46 


6.00 


4-10 


10 


22 


14 


2.52 


6.25 


5- 


2 


10 


22 


15 


2.60 


6.45 


5- 


6 


11 


26 


85^x 9 


2.25 


5.50 


2- 6x3- 


6 


9 


18 


10 


2.31 


6.15 


3-10 


93^ 


19 


11 


2.39 


6.20 


4- 


2 


10 


21 


12 


2.43 


6.25 


4- 


6 


10 


22 


13 


2.49 


6.45 


4-10 


lOj^ 


23 


14 


2.55 


6.75 


5- 


2 


11 


24 


15 


2.63 


7.05 


5- 


6 


IIH 


26 


95^6X10 


2.36 


5.95 


2- 8x3-10 


10 


21 


12 


2.48 


6.50 


4- 


6 


11 


23 


13 


2.54 


6.85 


4-10 


11 


25 


14 


2.60 


7.10 


5- 


2 


12 


26 


15 


2.68 


7.30 


5- 


6 


\W2 


26 


10 xlO 


2.40 


5.85 


2-10x3-10 


10 


21 


12 


2.52 


6.35 


4- 


6 


11 


23 


13 


2.58 


6.60 


4-10 


11 


25 


14 


2.64 


6.90 


5- 


2 


12 


26 


IS 


2.72 


7.15 


5- 


6 


12K 


27 


105^x10 


2.51 


6.60 


3- 0x3-10 


lOj^ 


22 


12 


2.63 


6.95 


4- 


6 


11 


24 


13 


2.69 


7.20 


4-10 


113^ 


26 


14 


2.75 


7.55 


5- 


2 


12 


27 


15 


2.83 


8.00 


5- 


6 


123^ 


31 


IWexlO 


2.59 


6.65 


3- 2x3-10 


11 


24 


12 


2.71 


7.30 


4- 


6 


12 


26 


13 


2.77 


7,65 


4-10 


12^ 


27 


14 


2.83 


8.30 


5- 


2 


13 


32 


15 


2.91 


8.80 


5- 


6 


\W2 


33 
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Fifteen Light Plain RaO Windows 

iVg" Thick, Open and Glazed, Not Ploughed or Bored 

STANDARD LAYOUT 

Opening sizes shown are based on 4^^/(q'' of wood in width, 7^6*' of wood in 

height, over glass size. 

Stiles and Top Rail not over 2^^" wide overall, not over 2" face. 

Meeting Rail not over l^g' high overall, not over i^ie*^ between glass. 

Bottom Rail not over 35^6* wide overall, not over 3}4" face. 

Bars not over 34" wide overall, not over ^" face. 



Class Size 



Open 
List 



List 
Glazed SS 



Standard 
Opening 



6x 8. 
7x 9. 
8x10. 

12. 

14. 
9x12 

13. 

14. 

16. 
10x12. 

14. 

15. 

16. 

18. 
12x12 



$2.16 
2.25 
2.36 



$4.80 
5.25 
5.75 



2.53 
2.62 
2.59 



6.30 
6.80 
6.65 



2.63 
2.76 
2.86 



6.90 
7.25 
7.80 



2.64 
2.82 
2.87 



7.00 
7.65 
7.90 



2.93 
3.42 
2.75 



l-10i5/f6x3-llMi 

2- Ii5/{6x4- 4% 
2- 41546x4- 9^^6 

5- 7^6 

6- 5^6 
2- 715^^6x5- 71^6 

6- O^/fe 
6- 5^/{6 

7- 3^6 

2-10i5/{6x5- 7^6 
6- 57/{6 

6-10If6 



8.80 
9.90 
7.65 



14. 
16. 
18. 



7- 3]^6 
4i§<6x5- I'Ag 



2.95 
3.04 
3.55 



9.00 

9.65 

10.95 



6- 5^6 
8- F/<6 



Unless otherwise ordered, 15 Light Windows will be made with 6 lights in the Bot- 
tom Sash. 

If above windows are made with ^^e" bars between glass, %" wide overall, making 

the opening %" narrower and ^^^ shorter, deduct from the open list $0.14 

from the glazed Hst .... ,18 

Fifteen Light Check Rail Windows 

13/8 ' Thick, Open and Glazed 
STANDARD LAYOUT 

Opening sizes shown are based on 4i^6" of wood in width, 7^6" of wood 

in height, over glass size. 

Stiles and Top Rail not over 2^X%'' wide overall, not over 2" face. 

Check Rail not over l^g" high overall, not over i^e" between glass. 

Bottom Rail not over S^^q" wide overall, not over 33^" face. 

Bars not over J^* wide overall, not over %" face. 

^, c- Open List 

GlaMSi«> List Glared SS 

6x 8 $2.45 $5.30 

7x 9 2.56 5.80 

8x 10 2.68 6.30 

12 2^87 6^90 

14 2.98 7.40 

9 x12 2.94 7.20 

13 2^99 t:^ 

14 3.14 7.90 

16 3.25 8.40 



Standard 
Opening 



1-101^6x3-117/^6 
2- 115^6x4- 4% 
2- 415^6x4- 9K6 

5- 77^6 

6- 5^, 
2- 715^6x5- 774 

6- 0^6 
6- SH, 

7. 37/f6 



UiSasii 



Transoms 
35, 



Sash 
39 



Sash 
53 



Pine 
8? 

Sash Door 
Lists 
Pme 

93 



Extras, 
Pine 
Doors 
147 



.197 



123 
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Fifteen Light Clieck Rail Windows 

1%" Thick, Open and Glazed — Continued 

Open List Standard 

Glasa Size List Glazed SS Opening 

10x12 $3.00 $ 7.55 2-101^6x5- V4^ 

14 3.21 8.30 6-5^6 

15 3.26 8^55 6-W/(& 

16 3.33 9.55 7-3^6 

18 3.89 10,70 8- llfg 

12x 12 3.13 8.25 3- 41^6x5- V4% 

14 . . . 3.35 9.75 6- 5^6 

16 3.46 10,35 7- 3^6 

18 ... 4.03 11.75 8- m^ 

Unless otherwise ordered, 15 Light Windows will be made with 6 lights in the 

Bottom Sash. 
If above windows are made with %* bars between glass, ^j" wide overall making 

the opening %" narrower and %" shorter, deduct from the open list $0,16 

from the glazed list .20 



m 

m 



Sixteen Light Check Rail Windows 

1%" Thick, Open and Glazed 



STANDARD LAYOUT 

Opening sizes shown are based on S%" of wood in width, 7" of wood in 

height, over glass size. 
Stiles and Top Rail not over 2^q" wide overall, not over 2" face. 
Check Rail not over l^fe" high overall, not over 1^4" between glass. 
Bottom Rail not over 3516" wide overall, not over 33^" face. 
Bars not over ^" wide overall, not over ^g" face. 



Glass Size 












^£:r 




List 

Glazed SS 


Standard 
Opening 


6x 8 . . 












$2.58 
2.71 
2.92 




$5.60 

6,15 
6.80 


2-53^x3- 3 


7x 9 












2-93/^x3- 7 


8x10. . . . 












3-13^x3-11 


12 

14 . . . 
9x12. . . . 












3.01 
3.09 
3.09 




7.25 
7.75 
7.65 


4- 7 

5- 3 

3-53.^x4- 7 


13 

14. .. 
16. ... 












3.14 
3.18 
3.27 




7.90 
8.20 
8.70 


4-11 
5- 3 
5-11 


10x12. . . . 
13... 
14 . . . 












3.28 
3.32 
3.38 




8.15 
8.45 
8.80 


3-93^x4- 7 
4-11 
5- 3 


15... 
16... 
18 . .. 












3.42 
3.46 
4.03 




9.05 

9,95 

11.20 


5- 7 
5-11 

6- 7 


12x12. . . . 
14... 
16.... 
18 












3.46 
3.55 
3.65 
4.22 




8.95 
10.25 
10.95 
12.35 


4-5^^x4- 7 

5- 3 
5-11 

6- 7 


If above w 
opening 


windows are made 
^fg'' narrower and 


with ^g" bars between glass, 

^" shorter, deduct from the 

from the 


ope 
gla; 


wide overall, making 

nlist $0.17 

sed list .21 
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Eighteen Light Plain Rail Windows 

iVs" Thick, Open and Glazed, Not Ploughed or Bored 

STANDARD LAYOUT 

Opening sizes shown are based on 4-^'}{q" of wood in width, 73^" of wood 

in height, over glass size. 

Stiles and Top Rail not over 2^5" wide overall, not over 2" face. 

Meeting Rail not over l^le" high overall, not over ^{q" between glass. 

Bottom Rail not over S^fg" wide overall, not over 33^" face. 

Bars not over %" wide overall, not over %'' face. 



= 


= 


s 


L 


= 


c 



OlasB Size 



Open 
List 



List 
Glazed SS 



Standard 
Openitig 



6x 8. 
7x 9. 
8x10. 

12. 

14. 
9x12 

13. 

14. 

16 
10x12. 

14 

15. 

16 

18. 
12x12 



$2.43 
2.54 
2.65 



$5.55 
6.10 
6.65 



2.84 
3.04 
2.90 



Ii5i6x5-1>§ 

41546x5-7 K 



7.30 
8.00 
7.70 



2- 



2.96 
3.12 
3.23 



8.00 
8.45 
9.05 



2.96 
3.17 
3.23 



6-7j^ 

7-73^ 
71^6x6-73^ 

7-13^ 
7-7j^ 
8-7>g 



8.10 
8.90 
9.20 



3.29 
4.10 
3.08 



10.25 

11.80 

8.85 



14. 
16 
18. 



3.29 
3.41 
4.22 



10.45 
11.20 
13.00 



-10i')4x6-73^ 
7-7>^ 
8-1^ 

8-7K 

9-1% 
- 41^6x6-7 J^ 
7-73^ 
8-73^ 
9-7% 



If above windows are made with M^" bars between glass %," wide overall, making 

opening %" narrower and %" shorter, deduct from the open list $0.19 

from the glazed list . .23 



Eighteen Light Check Rail Windows 

13/8'' Thick, Open and Glazed 

STANDARD LAYOUT 

Opening sizes shown are based on ^im^" of wood in width, 1%" of 
in height, over glass size. 

Stiles and Top Rail not over 2^4^" Mide overall, not over 2" face. 

Check Rail not over l^/fg" high overall, not over ^'^%'' between glass. 

Bottom Rail not over S^^fg" wide overall, not over 33^" lace. 

Bars not over J^" wide overall, not over %" face. 



^ood 



DDL 
DDD 
DDr 



□DD 
DDD 

Dm 



Olass Size 



Open 
List 



List 

Glazed SS 



Standard 
Opening 



6x 8 $2.76 

7x 9 2.89 

8x10 3.01 

12 3:23" 

14 3.46 

9x12 3.30 



$6.10 
6.70 
7.25 



l-10i5'fpx4-7Ji 
2- m{^x%-\% 
2- 4i'>fpx5-7j-^ 



7.95 
8.70 
8.35 



6-7j^ 
1-1 Vs 

2- m4.iL6-VA 



UtSash 

and 
Transoms 

35 



f ', ji^uphoard 

■ Casement 
Sash 
53, 



Extras, 

Windows 

' and Sash 

79 



Door Lists, 
Panel and 
Cupboard, 

Pine 

87 



\ i 



Sash Door 
Lists 
Pine 
93 



Pins 



ir 



Eitns, 

PiM 
Doors 
147 



Combination ' 

Doors and 

Extras 

L 161 



K 



Uon: 
andf 



Extras 
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Eighteen Light Check Rail Windows 

1%" Thick, Open and Glazed — Continued 

Open List Standard 

Glass Size List Glazed SS Opening 

9x13 $3.36 $ 8.65 2- 7i^6x7-lJ^ 

14 3.54 9.15 7-73^ 

16 3.67 9^75 S~lJ4 

10x12 3.36 8.75 2-10^^q3c6-7]4 

14 3.60 9.60 7-7>i 

15 3.67 9^90 H-VA 

16. 3.74 11.05 H-7Ji 

18 4.66 12.75 9-7 J4 

12x 12 ■ ■ 3.50 9.55 3- 415^-^x6-73^ 

14.. 3.75 11.25 7-7>g 

16 3.88 12.00 8-73^ 

18 i.80 13.95 9-7j^ 

If above windows are made with 5^6*' bars between glass, ^q" wide overall, making 

opening %" narrower and %" shorter, deduct from the open list $0.17 

from the glazed list .21 



DDDD 

□do: 
mn 



Twenty Light Check Rail Windows 

1%" Thick, Open and Glazed 
STANDARD|LAYOUT 



Opening sizes shown are based on 5^* of wood in width, 7^6*^ of wood 

in height, over glass size. 
Stiles and Top Rail not over 2^6* wide overall, not over 2' face. 
Check Rail not over l^i^" high overall, not over ^^fe* between glass. 
Bottom Rail not over Sffg" wide overall, not over 3)^'' face. 
Bars not over ^'' wide overall, not over ^" face. 



Glass Size 


Open 
List 


List 
Glazed SS 


Standard 
Opening 


6x 8 


$2.95 


$6.65 
7.25 
8.05 


2-5^x3-ll'/ii 
2-9^^x4- 4'^« 
3-1^x4- 9316 


7x 9 


3.08 


8x10 


3.31 


12 

14 

9x12 


3.42 

3.53 

3.50 


8.65 
9.25 
9.10 


5- 7Iii 

6- 5Jl« 
3-5J^x5- m, 


13 

14 

16 


3.56 

3.72 

3.83 


9.40 

9.90 
10.55 


6-0% 
6-5% 

7- 3% 


10x12 

14 

15 


3.70 

3.81 

3.86 


9.70 
10.45 
10.75 


3-9J^x5- 7% 
6- 5% 
6-10% 


16 

18. 

12x12 


3.93 

4.88 

3.88 


12.00 
13.80 
10.60 


7- 3K6 

8- 1% 

4-53^x5- 7% 


14. 

16 

18 


4.00 

4.55 

5.56 


12.30 
13.70 
15.80 


6- 5% 

7- 3% 

8- 1% 


Unless otherwise ordered. 
Bottom Sash. 


20 Light Windows will be made with 8 Lights in the 
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Twenty-Four Light Check Rail Windows 

iS/g" Thick, Open and Glazed 
STANDARD LAYOUT 

Opening sizes shown are based on 5%" of wood in width, IJ^" of wood 

in height, over glass size. 

Stiles and Top Rail not over 2^6" wide overall, not over 2" face. 

Cheek Rail not over 1^^" high overall, not over ^^g" between glass. 

Bottom Rail not over 3^6*' wide overall, not over 33^" face. 

Bars not over %" wide overall, not over %" face. 




14 4.46 14,40 

16 5.04 15.75 

18 6.22 18.30 



ClasH Size 


to 


List 

Glazed SS 


Standard 
Opeaing 


6x 8 


$3.33 


$7.65 

8.35 
9.25 


2-5^x4-7j^ 
2-9y8xS-VA 
3-13^x5-73^ 


7x 9 


3.48 


8x10 


3.72 


12 

14 

9x12 


3.85 

4.09 

3.94 


9.95 
10.85 
10.45 


6.7J^ 

7-7V8 

3-5^x6-7>i 


13 

14 

16 


4.00 

4.19 

4.32 


10.85 
11.45 

12.20 


7-VA 
8-7K 


10x12 

14 

15 


4.13 

4.28 

4.34 


11.15 
12.05 
12.45 


3-9%x6-7j^ 
7-7j^ 
8-lJ^ 


16. . 

18. . 

12x12 


4.41 

5.53 

4.32 


13.90 
16.00 
12.20 


8-7j^ 

9-7j^ 

4-53^x6-73^ 



7-7ys 
8-7j^ 
9-7Ji 



UtSash 
ind 

Transoms 
35, 



Extras, 

Windows 

and Sash 

79 



Pine 
87 



Extras, 
Pjn« 
Doors 
147 



Thirty Light Check Rail Windows 

IW Thick, Open and Glazed 
STANDARD LAYOUT 

Opening sizes shown are based on S^^Xg" of wood in width, 7J^" of 

wood in height, over glass size. 

Stiles and Top Rail not over 2%" wide overall, not over 2" face. 

Check Rail not over l^ie"^ high overall, not over l^ie" between glass. 

Bottom Rail not over 3^6* wide overall, not over 33^*' face. 

Bars not over ^^ wide overall, not over %" face. 



DCDDD 

BEEffl 






Class Size 



Open 
List 



List 

Glazed SS 



Standard 
Opening 



6x 8 $3.97 $ 9.30 

7x 9 4,14 10.20 

8x10 4.42 11.30 



2-lli3^6x4-7j^ 
3- 4i3/f6x5-lJ^ 
3- 9^^A^S-7ys 



m 
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Glass Size 



Thirty Light Check Rail Windows 

1%" Thick, Open and Glazed — Continued 



Open 

Umt 



List 
Glaxed SS 



Standard 
Opening 



8x12 

14 

9x12 


$4.55 

4.70 

4.67 


$12.15 
13.05 
12.80 


3-9134-6x6-73^ 

7-VA 

4-2i3/f6x6-73^ 


13. 

14 

16 


4.74 

. . . . 4.81 

5.39 


13.25 
13.80 
15.30 


7-1^ 
7-73^ 
8-73^ 


10x12 

14 

15 


5.03 

5.18 

5.74 


13.80 
14.90 
16.00 


4-713/16x6-73^ 
7-73^ 
8-1^ 


16 

18 

12x12 


5.81 

7.03 

5.28 


17.75 

20.20 
15.15 


8-7K 

9-7K 

5-5i%x6-7j^ 


14 

16 

18 


5.44 

6.04 

7.29 


17.65 
19.40 
22.25 


7-VA 
9-lVs 



^D 

DDOD 



DLHJ 
DDlO 

DDPD 



Thirty-Two Light Check Rail Windows 

1%" Thick, Open and Glazed 
STANDARD LAYOUT 

Opening sizes shown are based on 5%" of wood in width, SJ^'' of wood 



in height, over glass size. 

Stiles and Top Rail not over 2^6^ wide overall, not over 2" face. 

Check Rail not over I^q" high overall, not over I'^g" between glass. 
Bottom Rail not over S^e" wide overall, not over 3J^" face. 
Bars not over ^" wide overall, not over J^" face. 



Glass Size 



Open 
Umt 



List 
Glazed SS 



Standard 
Opening 



6x 8 


$4.15 


$ 9.85 
10.80 
11.90 


2-53/8X 6-0^ 
2-9x3/8x6-8?^ 

3-1 ^x 7-4M 


7x 9 


4.32 


8x10 


4.61 


12. . 

14 

9x12 


4.79 

5.22 

4.88 


12.90 
14.20 
13.55 


8-8^ 

9-4^ 
3-5 3^x 8-8 Ji 


13 

14 

16 


5.22 

5.32 

5.52 


14.35 
14.95 
16.05 


9-4M 
10-OM 

11-4 Ji 


10x12 

14 

15 


4.97 

5.42 

5.52 


14.25 
15.75 
16.30 


3-938X 8-8?^ 
10-OM 
10-8M 


16 

18 

12x12 


5.62 

6.93 

5.60 


18.25 
20 .«5 
16.15 


11-4M 
12-8^ 

4-53^x 8-8^1 


14 

16 

18 


6.10 

6.30 
7.64 


19.20 
20.55 
23.60 


10-OM 

11-43^ 

12-8M 
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DDQD 
3DDD 



DCD 



Thirty.Six Light Check RaO Wmdows 

13/8^' Thick, Open and Glazed 

STANDARD LAYOUT 

Opening sizes shown are based on S%" of wood in width, 9^^" of 

wood in height, over glass size. 

Stiles and Top Rail not over 2%" wide overall, not over 2" face. 

Check Rail not over l^*' high overall, not over i^e" between glass. 

Bottom Rail not over 3^6*' wide overall, not over 3}4" face. 

Bars not over M" wide overall, not over 5^*^ face. 



Open List Standard 

Glass Size last Glazed SS Opening 

6x 8 ila $11.05 2-5 3^x 6-9% 

7x 9 4.81 12.05 2-9^x 7-6% 

8x 10 5.00 13.20 3-1 ^x 8-33^6 

12 5.20 14,30 9-9% 

14 5.68 15.75 11-3% 

9x 12!!! 5,29 15.00 3-5?^x 9-9% 

13 5:66 15:90 10-6% 

14 5.77 16.55 11-3% 

16.!! 6.00 17.80 12-9% 

10x12 5!^9 15?75 3-93^x 9-9% 

14 5.88 17.50 11-3% 

15.... 5.99 18^10 12-0% 

16 6lO 20:30 12-9% 

18 7.56 23.20 14-3S{6 

12x 12!!! 6.01 17.80 4-5^x 9-9% 

14 6.55 21.25 11-3% 

16. . 6.78 22.75 12-9% 

18 8.28 26.20 14-3% 

Unless otherwise ordered, 36 Light Windows wiE be made with 16 Lights in the 
Bottom Sash. 



UtSsA 

and 
TransMK 

35 , 



Cupboard 

• ^Sash 

Casement 



Extras, 

Windows 

and Sastt 

79 



Sash Door 
Lists 
Pine 
93 



Forty Light Check RaU Windows 

1%" Thick, Open and Glazed 
STANDARD LAYOUT 

Opening sizes shown are based on 5^%*' of wood in width, 8^*' of wood 

in height, over glass size. 

Stiles and Top Rail not over 2%' wide overall, not over 2" face. 

Check Rail not over 1%" high overall, not over 1%" between glass. 

Bottom Rail not over 3%" wide overall, not over 3}^*^ face. 

Bars not pver %" wide overall, not over %" face. 



Glass Size 



Open 
List 



List 
Glazed SS 



DDDDL 

DDDDD 
DDDDD 
nDDDD 

pandc 

DDDIX 

DdnoD 



Standard 
Opening 



6x 8 $4.84 

7x 9 5.04 

8x10 5.24 



$11.85 2-lli%x 6-OM 
13.00 3- 4i%x 6-8M 
14.20 3- 9i%x 7-4M 



12 

14 


5.53 

5.98 


15.50 
17.00 
16.85 


8-8 Ji 

10-0?^ 


9x12 


6.09 


4- 2i%x 8-8M 
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Forty Light Check Rail Windows 

1%" Thick, Open and Glazed— Continued 

^, ^. Open Lint Standard 
Glaaa Size List Glazed SS Opening 

9x13 $6.18 $17.50 4- 2^^/^ 9-4M 

14 6.58 18.55 10-0% 

16 - 6.78 19.85 11-4 ?i 

10x12 6.51 18.10 4- im^x 8-8% 

14 6.88 19.80 10-0% 

15 6.98 20.45 10-8% 

16 7.06 22.80 11-4% 

18 8.67 26.05 12-8% 

12 x12. 6.76 19.80 5- S^j^x 8-8% 

14 7.14 23.35 10-0% 

16 7.34 24.95 11-4% 

18 8,94 28.70 12-8% 



No. 14 



Front Windows 

13/8" Thick, Open and Glazed 

STANDARD LAYOUT 

Opening sizes shown are based on 4* of wood in width, 
6' of wood in height, over glass size. 
Stiles and Top Rail not over 2^{q'' wide overall, not 
over 2" face. 

Check Rail not over l^^ii" high overall, not over l^fe' 
between glass. 

Bottom Rail not over 3^" wide overall, not over 
BVs' face. 



Glass Size 
Bottom Top 
Light Light 


Open 
List 


List 

Glazed 

DS 


List 
Glazed DS Bot, 
Glazed SS Top 


Standard 
Opening 


36x34 36x14 

36x36 36x16 

36x40 36x16 


$2.10 
2.13 
2.29 


$ 8.85 
9.00 
9.95 


$ 8.35 
8.50 
9.45 


3-4x4- 6 
4-10 
5- 2 


36x36 36x20 

40x34 40x14 

40x36 40x16 


2.17 
2.29 

2.32 


9.55 

9.95 

10.30 


8.85 
9.45 
9.70 


5- 2 

3-8x4- 6 

4-10 


40x40 40x16 

40x44 40x16 

40x48 40x16 


2.37 
2.42 
2.46 


10.35 
11.75 
12.30 


9.75 
11.15 
11.65 


5- 2 
5- 6 
5-10 


40x40 40x20 

40x44 40x20 

44x34 44x14 


2.42 
2.46 
2.38 


10.85 
12.20 
10.25 


10.10 

11.45 

9.70 


5- 6 

5-10 

4-0x4- 6 


44x36 44x16 

44x40 44x16 

44x44 44x16 


2.43 
2.46 
2.51 


10.65 
12.00 
13.20 


10.00 
11.30 
12.50 


4-10 

5- 2 
5- 6 


44x40 44x20 

44x44 44x20... 

48x34 48x14 


2.51 

2.55 
2.48 


12.70 
13.95 
12.00 


11.85 
13.05 
11.35 


5- 6 

5-10 

4-4x4- 6 


48x36 48x16 

48x40 48x16 

48x42 48x18 


2.52 
2.55 
2.60 


12.45 
13.00 
14.10 


11.70 
12.20 

13.20 


4-10 
5- 2 
5- 6 


48x46 48x18 

48x50 48x18 


2.64 
2.70 


16.45 
18.35 


15.60 
17.45 


5-10 
6- 2 
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Front Sash 

1%" Thick, Open and Glazed 

STANDARD LAYOUT 

Opening sizes shown are based on 4" of wood in width, 

6 of wood in height, over glass size. 

Stiles and Top Rail not over 2^6*^ wide overall, not 

over 2" face. 

Horizontal Bar not over l^fe" high overall, not over 

ifie" between glass. 

Bottom Rail not over S^e" wide overall, not over 

Ws" face. 



Class Size 
Bottom Top 

Light Light 



Open 
List 



List 

Glaxed 
DS 



No, 15 
List 
Glazed DS Bot. Standard 
Glazed SS Top Opening 



36x34 
36x36 
36x40 


36x14 

36x16. ...... 

36x16 


$1.94 

1.98 
2.02 


$ 8.65 
8.85 
9.65 


$ 8.15 
8.30 
9.10 


3-4x4- 6 
4-10 
5- 2 


36x36 
40x34 
40x36 


36x20 

40x14 

40x16 


2.02 
2.00 
2.05 


9.35 
9.60 
9.95 


8.65 
9.10 
9.35 


5- 2 

3-8x4- 6 

4-10 


40x40 


40x16 


2.09 


10.00 
11.40 
11.95 


9.40 
10.80 
11.35 


5- 2 


40x44 
40x48 


40x16 

40x16 


2.15 
2.19 


5- 6 
5-10 


40x40 
40x44 
44x34 


40x20 

40x20 

44x14 


2.15 
2.19 
2.07 


10.55 

11.90 

9.90 


9.80 

11.15 

9.35 


5- 6 

5-10 

4-0x4- 6 


44x36 
44x40 
44x44 


44x16 

44x16 

44x16 . 


2.11 
2.17 
2.21 


10.25 
11.60 
12.80 


9.60 
10.95 
12.15 


4-10 
5- 2 
5- 6 


44x40 
44x44 
48x34 


44x20 

44x20 

48x14 


2.21 
2.26 
2.15 


12.35 
13.60 
11.60 


11.45 
12.70 
10.95 


5- 6 

5-10 

4-4x4- 6 


48x36 
48x40 


48x16 

48x16 


2.19 

2.23 


12.05 
12.60 
13.70 


11.30 
11.80 
12.80 


4-10 
5- 2 


48x42 


48x18 


2.28 


5- 6 


48x46 
48x50 


48x18 

48x18 


2.32 
2.37 


16.25 
18.15 


15.40 
17.25 


5-10 
6- 2 



ULSa^ 



TfansDias 
35 



Casement 
Sash 



Ektras, 

Windows 

and Sash 

79 



Sash Door 
Lists 
Pine 
93 



Extras, 
Pine 
Doors 
147 



ition' 
Doors and 
I Extras 

it ^^' ■ 

I Window 

I i- Screens 

i 183 



Page 33 



Uont Lists 
and Extras 

197 I 



\ Flush Door [ 
I Lists BRd 
I Extras 

m 



=( STANDARD LISTS 1936 )= 



=i<i.. 




One Light Sash 

1%'' Thick, Open and Glazed 
STANDARD LAYOUT 



Opening sizes shown are based on 4" of wood in width, 5" of wood in height 

over glass size. 

Stiles and Top Rail not over 2^y{^ wide overall, not over 2" face. 

Bottom Rail not over 3^$" wide overall, not over 33^" face. 





^£:r 


List 


List 


Standard 


Glass Size 


Glazed SS 


Glazed DS 


Opening 


10x12 


$0.67 


$1.20 




1- 2x1- 


5 


14 


69 


1.25 




1- 


7 


16 


71 


1.40 




1- 


9 


12x14. 


71 


1.40 


$1.50 


1- 4x1- 


7 


16 


73 


1.45 


1.60 


1- 


9 


18 


75 


1.55 


1.70 


1-11 


20 


77 


1.60 


1.75 


2- 


1 


24 


79 


1.75 


1.95 


2- 


5 


16x16 


75 


1.60 


1.75 


1- 8x1- 


9 


18 


77 


1.65 


1.85 


1-11 


20 


79 


1.80 


2.05 


2- 


1 


24 


81 


1.90 


2.20 


2- 


5 


18x18 


79 


1.80 


2.05 


1-10x1-11 


20 


81 


1.90 


2.15 


2- 


1 


24 


83 


2.10 


2.50 


2- 


5 


26 


85 


2.25 


2.70 


2- 


7 


28 


87 


2.30 


2.80 


2- 


9 


30 


89 


2.40 


2.95 


2-11 


32 


92 


2.45 


3.00 


3- 


1 


36 


97 


2.75 


3.35 


3- 


5 


20x16 


79 


1.80 


2.05 


2- 0x1- 


9 


18 


.81 


1.90 


2.15 


1- 


11 


20 


83 


2.10 


2.45 


2- 


1 


24 


85 


2.25 


2.70 


2- 


5 


26 


87 


2.30 


2.80 


2- 


7 


28 


.89 


2.40 


2.95 


2- 


9 


30 


91 


2.50 


3.10 


2-11 


32 


95 


2.70 


3.35 


3- 


1 


36 


99 


2.95 


3.65 


3- 


5 


24x16 


81 


1.95 


2.30 


2- 4x1- 


9 


18... 


83 


2.10 


2.50 


1-11 


20 


85 


2.25 


2.70 


2- 


1 


24 


87 


2.45 


3.05 


2- 


5 


26 


89 


2,50 


3.05 


2- 


7 


28 


91 


2.65 


3.30 


2- 


9 


30 


93 


2.80 


3.50 


2-11 


32 


1.00 


3.10 


3.85 


3- 


1 


36 


1.04 


3.35 


4.20 


3- 


5 


26x16 


81 


2.10 


2.50 


2- 6x1- 


9 


18 


83 


2.20 


2.65 


1- 


11 


20 


87 


2.30 


2.80 


2- 


1 


24 


90 


2.50 


3.05 


2- 


5 


26 


92 


2.65 


3.30 


2- 


7 


28 


94 


2.90 


3.55 


2- 


9 


30 


.96 


3.05 


3.80 


2-11 


32 


1.05 


3.15 


3.90 


3- 


1 


36 


1.07 


3.65 


4.55 


3- 


5 


28x16 


84 


2.15 


2.60 


2- 8x1- 


9 


18 


86 


2.30 


2.80 


1-11 


20 


88 


2.40 


2.95 


2- 


1 
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One Light Sash— is/g" 

Open 
Gla ag Sige Liat 

28x24 $ .92 

28 96 

30 98 

32 1.05 

36 1.10 

30x 16 .86 

18 .88 

20 .90 

24 95 

26. .97 

28 99 

30 1.00 

32. 1.08 

36 1.12 

32x 16 91 

18: .....:.. .93 

20 96 

24. ■ ■ ■ 1.00 

26 1.02 

28 1.04 

30 1.06 

32... 1.09 

36 1.13 

34x 16 93 

18. ...... .96 

20 99 

24 1.03 

26 1.05 

28 1.07 

30 1.09 

32 1.11 

36 1.16 

40 1.25 

36x16 .99 

18 1.01 

20 1.03 

24 1.07 

26 1.09 

28 1.11 

30 1.14 

32 1.16 

36 1.21 

40 1.29 

48 1.38 

40 x16 ■ 1.09 

18 1.11 

20 1.13 

24 1.18 



Thick — Continued 



List 
Glazed SS 



List 
Glazed DS 



Standard 
Opening 



$2.65 
3.05 
3.10 



3.60 
3.95 
2.25 



2.40 
2.50 
2.80 



3.05 
3.10 
3.55 



3.65 
3.95 
2.35 



2.45 
2.70 
3.10 



3.15 
3.60 
3.65 



3.90 
4.30 
2.45 



2.65 
2.75 
3.15 



3.50 
3.65 
3.90 



3.95 
4.70 
5.35 



2.60 
2.80 
3.00 



3.40 
3.65 
3.95 



4.00 
4.35 
4.80 



5.40 
2.95 



3.10 
3.25 
3.80 
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$3.30 
3.80 
3.85 



4.50 
4.95 
2.70 



2.95 
3.05 
3.50 



3.80 
3.85 
4.45 



4.55 
4.95 
2.85 



3.00 
3.35 
3.85 



3.90 
4.50 
4.50 



4.90 
5.45 
3.00 



3.20 
3.40 
3.90 



4.35 
4.55 
4.90 



4.95 
5.90 
6.75 



3.10 
3.40 
3.70 



4.20 
4.55 
4.95 



5.00 

5.50 
5.95 



6.80 
8.25 
3.60 



3.80 
4.00 
4.65 



2- 8x2- 5 
2- 9 
2-11 



3- 1 

3- 5 

2-10x1- 9 



1-11 
2- 1 
2- 5 



2- 7 
2- 9 
2-11 



3- 1 

3- 5 

3- 0x1. 9 



1-11 
2- 1 
2- 5 



2- 7 
2- 9 
2-11 



3- 1 

3- 5 

3- 2x1- 9 



1-11 
2- 1 
2- 5 



2- 7 
2- 9 
2-11 



3- 1 
3- 5 
3- 9 



3- 4x1- 9 
1-11 
2- 1 



2- 5 
2- 7 
2- 9 



2-11 
3- 1 
3- 5 



3- 9 

4- 5 
3- 8x1- 9 



1-11 
2- 1 
2- 5 



28. 


1.23 


5.60 
5.60 
6.00 


2- 9 


30 

32 


1.25 

1.27 


2-11 
3- 1 


36 

40 

44 


1,32 

1.36 

1.39 


6.85 
6.90 
8.25 


3- 5 

3- 9 

4- 1 


48 

52 

56 


1.43 

1.61 

1.67 


8.85 

9.25 

13.20 


4- 5 

4- 9 

5- 1 



«5ri- 



UtSash 



TraitSDifls 
35. 



Oellar, Bam 
and Hot Bn 

Sasli 
39 

Cupboard 
- '^Sash 
. Casement 
Sash 

' 1 53 . a 

H Eirtras, 
L Windows 
and Sash 
79 

Door Lists, 

Panel and 

. Cupboard, 

Pine 

87 

Sash Door 
Lists 
Pine 
93 



t 



Extras, 



Extias 



Door Lists 

and Extras ^ 

I 197 i 
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One Light Sash — l3/g" Thick— Continued 



Glass Size 


Open List List 
List Glazed SS Glazed DS 


Standard 
Opening 


40x60 

64 

68 


$1.72 

1,76 

1.89 


$13.20 
14.05 
18.80 


3- 


8x5- 5 

5- 9 

6- 1 


44x16 

18 

20 


1.14 

1.17 

1.19 


3.80 
4.35 
4.70 


4- 


0x1- 9 
1-11 
2- 1 


24 

28 

30 


1.24 

1.29 

: 1.31 


5.10 
6.05 
6.85 




2- 5 
2- 9 
2-11 


32 

36 

40 


1.33 

1.38 

1.40 


6.85 
6.90 
8.25 




3- 1 
3- 5 
3- 9 


44 

48 

52 


1.44 

1.55 

1.74 


8.85 
11.30 
13.25 




4- 1 
4- 5 
4- 9 


56 

60 

64 


1.80 

1.85 

1.90 


13.35 
16.40 
18.80 




5- 1 
5- 5 
5- 9 


68 

48x16 

18 


2.03 

1.18 

1.20 


20.80 
4.35 
4.70 


4- 


6- 1 

4x1- 9 

1-11 


20 

24 

28 


1.22 

1.27 

1.34 


4.70 

6.00 
6.85 




2- 1 
2- 5 
2- 9 


30 

32 

36. 


1.36 

1.38 

1.43 


6.90 
6.90 
8.30 




2-11 
3- 1 
3- 5 


40 

44 

48 


1.45 

1.56 

1.04 


8.85 
11.35 
13.40 




3- 9 

4- 1 
4- 5 


52 

54 

56 


2.05 

2.07 

2.11 


13.65 
14.45 
16.70 




4- 9 
4-11 

5- 1 


60 

64 

68 


2.16 

2.21 

2.31 


19.20 
21.00 
29.25 




5- 5 

5- 9 

6- 1 


50x40 

44 

48 


1.47 

1.60 

1.87 


8.90 
U.40 
13.45 


4- 


6x3- 9 
4- 1 
4- 5 


52 

56 

60 


2.00 

2.05 

2.10 


14.35 
19.00 
19.05 




4- 9 

5- 1 
5- 5 


64 

68. 

54x54 


2.15 

2.35 * ... 

2.26 


20.95 
29.30 
24.10 


5- 9 

6- 1 
4-10x4-11 


56x40 

44 

48 


1.78 

1.83 

2.13 


13.30 
13.40 
16.75 


5- 


0x3- 9 
4- 1 
4- 5 


52 

56 

60 


2.26 

2.33 

2.38 


19.25 
24.25 
29.35 




4- 9 

5- 1 
5- 5 


64 

68 

60x54 


2.43 

2.58 

2.35 


29.40 
32.40 
29.20 


5- 


5- 9 

6- 1 
4x4-11 


66x54 

72x54 


2.46 

2.62 


29.45 
35.30 


5- 
6- 


10x4-11 
4x4-11 


For divided lights. 


add extra per Rule 10, page 80. 
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=( STANDARD LISTS 1936 



One Light Transoms 

^ iS/s" Thick, Open and Glazed 

STANDARD LAYOUT 

Opening sizes shown are based on 4" of wood in width, 4* of wood in height, over 

glass size. 
Stiles and Top Rail not over 2^5" wide overall, not over 2" face. 
Bottom Rail not over 2^6* wide overall, not over 2" face. 



Glass Size 



12. 
14. 
16. 
18. 
20. 
28x 6. 
8. 
10. 
12 
14. 
16. 
18. 

20. 

30x 8. 

10. 



12. 
14. 
16. 
18. 
20. 
32x 8. 

10. 
12. 
14. 
16. 
18. 
20 
36x 8. 
10. 
12 



14. 
16. 
18. 
20. 
40x 8. 
10. 
12. 
14. 
16. 
18 
20 
22 
24. 
26. 



Open 
List 



List 
Glazed SS 



26x 6 $0.64 $1.35 

8 64 1,40 

10 66 1.55 



list Standard 

Glazed DS Opening 



.68 
.70 
.72 



1.65 
1.75 
2.00 



.74 
.76 
.66 



2.10 
2.20 
1.40 



.66 
.68 
.70 



1.50 
1.60 
1.70 



.72 
.74 

.76 



1.95 
2.05 
2.20 



.78 
.68 
.70 



2.25 
1.60 
1.65 



.72 
.74 

.76 



1.85 
2.00 
2.10 



.78 
.80 
.74 



2.25 

2.40 
1.70 



.76 
.78 
.80 



1.85 
2.00 
2.10 



.82 
.84 
.87 



2.25 

2.35 
2,60 



.78 
.80 
.82 



1.85 
1.95 
2.10 



.84 
.87 
.89 



2.30 
2.45 
2.65 



.91 

.86 

.88 

.91 

.94 

.96 

.98 

1.00 

1.02 

1.05 

1.07 
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2.85 
2.10 
2.20 
2.35 
2.50 
2.80 
2.95 
3.10 
3.60 
3.65 
3.90 



$3, 
4 

4, 
4, 



2- 6x0-10 
1- 
1- 2 
1- 4 
1- 6 
1- 8 



1-10 
2- 
2- 8x0-10 
1- 
1- 2 
1- 4 



1- 6 
1- 8 
1-10 



2- 

2-10x1- 

1- 2 



1- 4 
1- 6 
1- 8 



1-10 
2- 
3- 0x1- 
1- 2 
1- 4 
1- 6 



1- 8 
1-10 

2- 



3- 4x1- 
1- 2 
1- 4 



1- 6 
1- 8 
1-10 



85 
45 
50 
90 



2- 
3- 8x1- 
1- 2 
1- 4 
1- 6 

1- 8 
1-10 

2- 
2- 2 
2- 4 
2- 6 



CBllar, Bar 

and Hot B 

Sash 

39 

Cupboain 
- ^Sash 
Z Caserne r; 
Sash 



k- Extras, 
Window: 
and Sash 
79 



(\ 



Door Lists, 
Panel and 
Cupboard, 

Pine 

87 



Sash Door 
Lisis 



: Side Lights, 
Toilet and 



Extras, 



Doors 
147 



HUttbjnatffli ' 
Doors and 

Extras 

161 



Veneered 
Door Lists 

sndFvi 



=( STANDARD LISTS 1936 )= 



One Light Transoms 

13/g" Thick— Continued 





€h>«n list 


List 


Standard 


Glass Size 


List Glased SS Glazed DS Openmg 


44x 8 


$0.91 


$2.55 


4- 0x1- 

1- 





10 


94 


2.80 


2 


12 


96 


3.05 


1- 


4 


14 


98 


3.30 


1- 


6 


16 


1.00 


3.65 


1- 


8 


18 


1.02 


4.15 


1-10 


20 


1.05 


4.50 


2- 





22 


1.07 


4.90 


2- 


2 


24. 


1.09 


4.90 


2- 


4 


26 


1.11 


5.45 


2- 


6 


56x12 


1.24 


4.25 


5- 0x1- 


4 


14 


1.26 


4.75 


1- 


6 


16 


1.29 


5.15 


1- 


8 


18. 


1.31 


5.6C 


1-10 


20 


1.34 


6.2C 


► 2- 





22 


1.38 


6.25 


2- 


2 


24 


1.40 


7.05 


2- 


4 


26 


1.43 


7.15 


2- 


6 


68x12 


1.51 




6- 0x1- 


4 


14 


1.54 






1- 


6 


16 


1.57 






1- 


8 


18 


1.59 






1- 


10 


20 


1.62 






2- 





22 


1.65 






2- 


2 


24 


1.67 






2- 


4 


26 


i.7tr . . 






2- 


6 


80x12 


1.67 






7- 0x1- 


4 


14 


1.70 






1- 


6 


16 


1.73 






1- 


8 


18 


1.76 






1-10 


20 


1.78 






2- 





22 


1.82 






2- 


2 


24 


1.85 






2- 


4 


26 


. . . 1.87 






2- 


6 


92x12 


1.99 






8- 0x1- 


4 


14 


2.02 






1- 


6 


16 


2.04 






1- 


8 


18 


2.07 






1-10 


20 


2.10 






2- 





22 


2.13 






2- 


2 


24 


2.16 






2- 


4 


26. 


2.19 






2- 


6 



For divided lights, add extra per Rule 10, page 80. 

Transoms 68x12 and larger are not listed glazed, as they are usually divided into 
smaller lights. Figure these open, and add for divided lights, glass and glazing. 
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a«<>»' 



Two Light Cellar Sash 

lYs'' and 1%'' Thick, Open and Glazed 

STANDARD LAYOUT 

Opening sizes shown are based on 5" of wood in width, 5" of wood 

in height, over glass size. 
Stiles and Top Rail not over 2^^" wide overall, not over 2" face. 
Bottom Rail not over S^g" wide overall, not over 3" face. 
Bar not over IJ^" wide overall, not over J^" face. 



GlaM Size 



13^^ Thick 



iVs' Thick 



List List 

Single Double 

Open Glazed Glazed 

List SS SS 



Open 
List 



List List 

Single Double 

Glazed Glazed 

SS SS 



Standard 
Opening 



7x 9 ... 


. $0.59 


$1.20 


$1.95 


$0.66 


$1.30 


$ 2.05 


1- 7x1- 


2 


8x10... 


.62 


1.30 


2.10 


.70 


1.40 


2.20 


1- 9x1- 


3 


12... 


.64 


1.35 


2.20 


.72 


1.45 


2.35 


1- 


5 


9x12. ... 


.66 


1.40 


2.30 


.75 


1.55 


2.45 


1-11x1- 


5 


13. ... 


.67 


1.45 


2.35 


.76 


1.55 


2.50 


1- 


6 


14 


.69 


1.50 


2.45 


.78 


1.65 


2.60 


1- 


7 


10x12. ... 


.68 


1.45 


2.40 


.77 


1.60 


2.55 


2- 1x1- 


5 


14. .. 


.71 


1.55 


2.55 


.80 


1.70 


2.70 


1- 


7 


15... 


.72 


1.60 


2.60 


.81 


1.75 


2.75 


1- 


8 


16... 


.73 


1.80 


2.90 


.83 


1.90 


3.05 


1- 


9 


18 ... 


.75 


1.85 


3.00 


.86 


2.00 


3.20 


1- 


11 


20. .. 


.77 


1.95 


3.15 


.88 


2.10 


3.35 


2- 


1 


22. . .. 


,80 


2.05 


3.30 


.91 


2.20 


3.50 


2- 


3 


24.. ., 


.82 


2.15 


3.50 


.94 


2.30 


3.65 


2- 


5 


12x 8. ... 


,68 


1.40 


2.25 


.77 


1.55 


2.40 


2- 5x1- 


1 


12.. .. 


.73 


1.60 


2.60 


.82 


1.75 


2.75 


1- 


5 


14. ... 


.75 


1.85 


2.95 


.85 


1.95 


3.10 


1- 


7 


15 . .. 


.76 


1.90 


3.05 


.86 


2.00 


3.20 


1- 


8 


16. ... 


.77 


1.95 


3.10 


.88 


2.10 


3.25 


1- 


9 


18. . 


.79 


2.05 


3.30 


.91 


2.20 


3.50 


1- 


11 


20. . . 


.82 


2.15 


3.50 


.93 


2.30 


3.65 


2- 


1 


22... 


.84 


2.25 


3.65 


.96 


2.40 


3.85 


2- 


3 


24.. . 


.86 


2.45 


4.00 


.99 


2.65 


4.20 


2- 


5 


14x14.. . 


.79 


1.95 


3.15 


.90 


2.10 


3.35 


2- 9x1- 


7 


16... 


.81 


2.10 


3.35 


.93 


2.25 


3.55 


1- 


9 


18 ... 


.84 


2.20 


3.55 


.96 


2.35 


3.75 


1-11 


20.. . 


.86 


2.30 


3.75 


.98 


2.45 


3.95 


2- 


1 


22... 


.88 


2.60 


4.20 


1.01 


2.75 


4.40 


2- 


3 


24 . . 


.90 


2.70 


4.40 


1.04 


2.90 


4.60 


2- 


5 


28. .. 


.95 


3.05 


5.00 


1.09 


3.25 


5.25 


2- 


9 


15x12... 


.79 


1.90 


3.05 


.90 


2.05 


3.25 


2-11x1- 


5 


14.. . 


.81 


2.15 


3.55 


.93 


2.35 


3.70 


1- 


7 


16... 


.83 


2.15 


3.50 


.95 


2.30 


3.65 


1- 


9 


18. . . 


.86 


2.25 


3.70 


.98 


2.45 


3.85 


1- 


11 


20. .. 


.88 


2.55 


4.10 


1.00 


2.70 


4.30 


2- 


1 


22.. 


.90 


2.65 


4.30 


1.03 


2.85 


4.50 


2- 


3 


24... 


.92 


2.80 


4.55 


1.06 


2.95 


4.75 


2- 


5 


26... 


.95 


3.05 


5.00 


1.09 


3.25 


5.25 


2- 


7 


28.. . 


.97 


3.15 


5.20 


1.12 


3.35 


5.40 


2- 


9 


16x12... 


.81 


2.00 


3.15 


.92 


2.15 


3.30 


3- 1x1- 


5 


14... 


.83 


2.10 


3.40 


.95 


2.25 


3.60 


1- 


7 


16... 


•85 


2.25 


3.60 


.98 


2.40 


3.80 


1- 


9 



Cellar, 6am 
and Hot Bel 
Sash ' 
39 

- '^Sash 

. Caserne 
Sasti 

53 



; Extras, 
\ Windows 
and Sash 
79 

j I Ooor Lists, 

I |: Panel and 

! : Cupboard. 

I : Pine 

: : 87 



Eitns, 



Doors 



Doofsand 

Extras 
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Two Light Cellar Sash 

IJ/g" ^^^ 1?^" Thick, Open and Glazed — Continued 



IW Thick 



Thick 



List 
Single 



List 
Double 



List List 

Single Double 



Glass Size 


Open 
List 


Glazed 

SS 


Glazed 

SS 


Open 
List 


Glazed 

SS 


Glazed 

SS 


Standard 
Opening 


16x18 

20 

22 


$0.88 
.90 

.92 


$2.35 
2.60 
2.80 


$3.85 
4.20 
4.55 


$1.00 

1.03 
1.06 


$2.55 
2.80 
2.95 


$4.05 
4.40 
4.75 


3- 1x1-11 

2- 1 

2- 3 


24 

26 

28 


.95 
.97 
.99 


2.90 
3.15 
3.30 


4.70 
5.20 
5.40 


1.09 
1.11 
1.14 


3.05 
3.35 
3.45 


4.90 
5.40 
5.60 


2- 5 
2- 7 
2- 9 



! i 



Three Light Cellar Sash 

13/^" and 13^" Thick, Open and Glazed 

STANDARD LAYOUT 

Opening sizes shown are based on 4" of wood in width, 5" of wood in height, over 

glass size. 
Stiles not over l^^ie" wide overall^ not over IJ^" face. 
Top Rail not over 2^5" wide overall, not over 2" face. 
Bottom Rail not over S^g" wide overall, not over 3" face. 
Bars not over ^fg' wide overall, not over Ife" face. 







l^'' Thick 






l^'' Thick 












List 


List 




List 


List 








Single 


Double 




Single 


Double 








Open 


Glazed 


Glazed 


Open 


Glazed 


Glazed 


Standard 


Glass Size 


List 


SS 


SS 


List 


SS 


SS 


Opening 


6x 8 


$0.65 


$1.35 


$2.45 


$0.72 


$1.45 


$2.55 


1-10x1- 


1 


7x 9 


.69 


1.45 


2.60 


.77 


1.60 


2.75 


2- 1x1- 


2 


8x10 


.73 


1.60 


2.80 


.82 


1.70 


2.95 


2- 4x1- 


3 


12 


.75 


1.70 


3.00 


.85 


1.80 


3.15 


1- 


5 


14 


.78 


1.80 


3.15 


.87 


1.90 


3.30 


1- 


7' 


16 


.80 


1.90 


3.30 


.90 


2.00 


3.50 


1- 


9 


9x 7 


.73 


1.50 


2.65 


,82 


1.65 


2.80 


2- 7x1- 





9 


.76 


1.65 


2.85 


,85 


1.75 


3.00 


1_ 


2 


10 


.77 


1.75 


3.15 


.86 


1.90 


3.25 


1- 


3 


11 


.78 


1.80 


3.20 


.88 


1.85 


3.30 


1- 


4 


12 


.78 


1.80 


3.20 


.89 


1.90 


3.30 


1- 


5 


13 


.80 


1.85 


3.25 


.90 


1.95 


3.35 


1- 


6 


14 


.81 


1.90 


3.30 


.91 


2.05 


3.45 


1« 


7 


15 


.82 


1.95 


3.40 


.93 


2.10 


3.60 


1- 


8 


16 


.83 


2.00 


3.50 


.94 


2.15 


3.65 


1- 


9 


18 


.85 


2.25 


3.95 


.97 


2.45 


4.15 


1- 


11 


20 


.87 


2.35 


4.10 


.99 


2.55 


4.30 


2- 


1 


lOx 8 


.78 


1.65 


2.85 


.87 


1.75 


3.00 


2-10x1- 


1 / 


10 


.80 


1.75 


3.05 


.90 


1.90 


3.25 


1_ 


3 


12 


.82 


1.85 


3.25 


.92 


2.00 


3.45 


1- 


5 


14. ... 


.84 


2.00 


3.50 


.95 


2.15 


3.65 


1- 


7 


16 


.86 


2.25 


3.90 


.98 


2.45 


4.10 


1- 


9 


18 


.88 


2.40 


4.10 


1.00 


2.55 


4.30 


1-11 


20 ... . 


.91 


2.50 


4.35 


1.03 


2.70 


4.55 


2- 


1 


24 


.95 


2,75 


4.75 


1.09 


2.95 


5.00 


2- 


5 


11x15. . .. 


.93 


2.35 


4.05 


1.06 


2.55 


4.25 


3- 1x1- 


8 


16. . .. 


.95 


2.45 


4.15 


1.07 


2.60 


4.35 


1- 


9 
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Three Light Cellar Sash 

1}/$^ ^^^ 1/^" Thick, Open and Glazed — Continued 



iVs" Thick 



iVs" Thick 



Glafis Size 



Open 

List 



List List 

Single Double 

Glazed Glazed 

ss ss 



List 
Single 
Open Glazed 

List SS 



List 
Double 

Glazed Standard 

SS Opening 



11x17. .. 
18... 
12x12 


. 10.96 
.97 
.92 


$2.65 
2.65 
2.10 


$4.60 
4.65 
3.60 


$1.09 
1.10 
1.05 


$2.85 
2.85 
2.30 


$4.80 
4.85 
3.80 


3- 1x1-10 

1-11 

3- 4x1- 5 


14. , . 

15. . . 

16. . . 


.95 
.97 
.97 


2.40 
2.50 
2.55 


4.10 
4.25 
4.30 


1.08 
1.10 
1.10 


2.60 
2.70 
2.70 


4.30 
4.45 
4.55 


1- 7 
1- 8 
1- 9 


18... 
20. . . 
24. . . 


1,00 
1.02 
1.06 


2,70 
2.85 
3.20 


4.60 
4.85 
5.55 


1.13 
1.17 
1.22 


2.90 
3.05 
3.45 


4.85 
5.10 
5.80 


1-11 
2- 1 

2- 5 



Dasement 
Sash 

■ Extras, 
Windows 
and Siish 
79 



DDE 



Four Light Sash, Four Lights Wide 

13^" and 13^" Thick, Open and Glazed 

STANDARD LAYOUT 

Opening sizes shown are bafied on 5^* of wood in width, 5" of wood in height, 

over glass size. 
Stiles and Top Rail not over 2^5" wide overall, not over 2" face. 
Bottom Rail not over 3^6" wide overall, not over 3" face. 
Bars not over ^" wide overall, not over ^i" face. 



13^" Thick 



IW Thick 



Glass Size 


Open 

List 


List 
Glazed SS 


Open 
List 


List 
Glazed SS 


Standard 
Opening 


6x 8 


.... $0.80 


$1.65 
1.80 

2.05 


$0.89 

.95 
1.08 


$1.80 

1.95 
2.20 


2-5^x1- 1 
2-9^x1- 2 
3-lJ^xl- 3 


7x 9 

8x10 . . 


85 

.96 






12 

9x12 

13 


99 

1.03 
1.04 


2.15 
2.30 
2.35 


1.11 

1.17 
1.19 


2.35 
2.45 
2.55 


1- 5 

3-53/8x1- 5 
1- 6 


14 

16 

10x12 


1.06 
1.08 
1.12 


2.45 
2.55 
2.45 


1.20 
1.24 
1.28 


2.60 
2.75 
2.70 


1- 7 

1- 9 

3-93.^x1- 5 


14 

16 

18 


1.16 
1.19 
1.21 


2.65 
3.C0 
3.15 


1.31 
1.35 
1.39 


2.85 
3.20 
3.40 


1- 7 
1- 9 
1-11 


20 

12x12 

14 


1.24 
1.21 
1.24 


3.30 
2.70 
3.10 


1.42 
1.39 
1.42 


3.55 
2.95 
3.35 


2- 1 

4-55^x1- 5 
1- 7 


16 

18 

20 

24 


1.28 
1.31 
1.33 
1.40 


3.30 
3.50 
3.65 
3.95 


1.46 
1.50 
1.53 
1.61 


3.55 
3.75 
3.95 
4.25 


1- 9 
1-11 

2- 1 
2- 5 





Pine 
87 

Sash Door 
Lists 
PNtt 
93 



lii 



Extras, 
Pina 
Doors 
147 
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Four Light Sash, Two Lights Wide 

IJ^" and 13^'' Thick, Heavy Vertical Bar 
Open and Glazed 

STANDARD LAYOUT 

Opening sizes shown are based on 43^" of wood in width, 5" of wood in height, 

OA'er glass size. 
Stiles and Top Rail not over 2" wide overall, not over l^^e" face. 
Bottom Rail not over S^/fg" wide overall, not over SJ/s' face. 
Vertical Bar not over IJ^" wide overall, not over J/g" face. 
Horizontal Bars not over ^^e" wide overall, not over I^V face. 



13^" Thick 



Thick 



I! 



Glass Size 



Open 
List 



List 

Glazed SS 



Open 
List 



list 
Glazed SS 



Standard 
Opening 



6x 8 


..... $0.75 


$1.60 
1.70 
1.90 


$0.83 
.89 
.94 


$1.70 
1.85 
2.05 


1- 
1- 
1- 


43^x1- 9 
6^x1-11 

83^x2- 1 


7x 9 


.79 


8x10 


84 


12 

14 

16 


88 

93 

1.02 


2.05 
2.20 
2.40 


1.00 
1.05 
1.16 


2.20 
2.35 
2.60 




2- 5 

2- 9 

3- 1 


9x12 

13 

14 


91 

93 

.95 


2.15 
2.20 
2.30 


1.02 
1.05 
1.08 


2.30 
2.35 
2.45 


1-I0j^x2- 5 
2- 7 
2- 9 


15 

16 

10x10 


.98 

1.05 

89 


2.40 
2.50 
2.05 


1.11 
1.19 
1.00 


2.55 

2.70 
2.20 


2- 


2-11 
3- 1 

03^x2- 1 


12 

14 

15 


93 

98 

1.00 


2.25 
2.40 
2.50 


1.05 
1.11 
1.13 


2.40 
2.60 
2.65 




2- 5 
2- 9 
2-11 


16 

18 

20 


..... 1.07 

1.12 

1.22 


2.85 
3.05 
3.30 


1.22 
1.28 
1.40 


3.05 
3.25 
3.55 




3- 1 
3- 5 
3- 9 


12x12 

14 

16 


98 

1.02 

1.12 


2.45 
2.85 
3.10 


1.11 

1.16 
1.28 


2.60 
3.05 
3.30 


2- 


43^x2- 5 

2- 9 

3- 1 


18 

20 

24 


1.17 

1.28 

1.38 


3.30 
3.60 
3.95 


1.33 
1.46 
1.57 


3.55 
3.85 
4.20 




3- 5 

3- 9 

4- 5 



If 13^" sash are made with vertical bar not over %" or J^" face, thereby making 
the opening 3^" narrower, deduct 10.05 list per sash from the open list. Deduct 
$0.06 list per sash from the glazed list. 

If 1%'^ sash are made with vertical bar not over ^g" or J^" face, thereby making 
the opening J^" narrower, deduct $0.06 list per sash from the open list. Deduct 
$0.08 list per sash from the glazed list. 

Note: The above deduction on l^" vertical bar applies only when the stiles are 
made narrower, to provide even width opening mentioned. 
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3l<>.. 



Five Light Sash 

IVs'' Thick, Open and Glazed 
STANDARD LAYOUT 

Opening sizes shown are based on 4 34" of wood in width, SJ^*' of 

in height, over glass size. 
Stiles and Top Rail not over 25^6" wide overall, not over 2" face. 
Bottom Rail not over S^^g" wide overall, not over 3 J^" face. 
Cross Bar not over l}/i" wide overall, not over J^" face. 
Vertical Bars not over J^" wide overall, not over ^" face. 
Glass Size Open List 

Bottom Light List Glazed SS 

193^ $1.15 $4.25 

32 1.47 4.15 

36 ■ 1.69 4.70 

32 Tsl Os 

36 1.72 5.20 

26 1.47 4.30 

32. : 1.54 4.75 

36 1.76 5.45 

32 1.57 5.00 

36. . .... 1.79 5.65 

26 1.54 4.60 

32 1.61 5.10 

36 1.82 5.80 

32 1.64 5.40 

36 1.86 6.30 

32 1:67 5^60 

36 1.90 6.35 

32 1.71 5.95 

36 . ; 1.94 6.80 

32 1.74 6.20 

36 1.97 6.90 



wood 



DDD 



Standard 
Opening 



1- 8^x2-11^ 

4- 5H 

5- IH 
1-10^x4- BH 

5- IM 
_2-_0Mx4- 



4- SH 

5- IH 
2- 2Mx4- 5M 



5- IM 
2- 43^x4- 

4- 5M 



5- m 

2- 6^x4- 5M 
5- IJi 



2- 83^x4- 5H 

5- IM 

2-10Mx4 BM 



5- IH 

3- 0^x4- 5U 
5- IH 



Cupboard 

\Sasli_ 

Casement 

Sash 

53 



Extras, 

Windows 

andSasfi 

79 

f Door Lists, 
^ Panel and 
*^ Cupboard, 
Pine 
87 



^SashDoor 
Lists 
Pine 
93 



\ Side Li£tits. 
-Tailet and 



Six Light Sash, Two Lights Wide 

13^" and 13^" Thick, Open and Glazed 

STANDARD LAYOUT 

Opening sizes shown are based on 4J^" of wood in width, 53^" of wood 

in height, over glass size. 
Stiles and Top Rail not over 23^6" wide overall, not over 2" face. 
Bottom Rail not over S^fe" wide overall, not over 33^" face. 
Bars not over ^g" wide overall, not over ^g" face. 

iVs" Thick lU" Thick 



Glass Size 



Open 
List 



List 
Glazed SS 



Open 
List 



List 
Glazed SS 



Standard 
Opening 



6x 8 


$0.88 


$2.00 
2.25 
2.20 


$0.99 
1.05 
1.04 


$2.15 
2.40 
2.35 


1- 4Mx2- 5^ 

2-113^ 

1- 6Mx2- 83^ 


10 

7x 9 


94 

93 


12 

8x10 

12 


1.07 

99 

1.10 


2.70 
2.40 
2.70 


1.22 
1.11 
1.25 


2.90 
2.60 
2.90 


3- 5^ 

1- 8Mx2-llJ^ 

3- 5H 


14 

16 

9x12 

14 


1.22 
1.28 
1.12 
1.25 


3.00 
3.20 
2.80 
3.15 


1.39 
1.46 
1.28 
1.42 


3.25 
3.45 
3.05 
3.40 


3-11 J^ 

4- By2 

l-10Mx3- 53^ 
3-113^ 



I 



Eilns, 

Pine 
Doors 
147 



Combinar- 

Doors a 

Extra 

161 

Winr. 
Sere 



Venef! 

DoorL:; 

and Extras 

197 
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Six Light Sash, Two Lights Wide 

1}4'' and 1^" Thick, Open and Glazed— Continued 
\y^" Thick \%'' Thick 



Glass SiiM 


^Lirr 


List 
Glazed SS 


Open 
List 


List 
Glazed SS 


Standard 
Opening 


9x16. 

10x12 

14 


. . . $1.32 
1.15 
1.28 


$3.40 
2.95 
3.30 


$1.49 
1.30 
1.44 


$3.65 
3.20 
3.55 


1-10^x4- 5H 

2- 0}ix3- 5J^ 

3-llH 


16 

18 

12x14 


1.35 
1.51 
1.35 


3.95 
4.35 
4.05 


1.55 
1.71 
1.53 


4.25 
4.65 
4.30 


4- hVi 
2- 4}ix3-ll^ 


16 

18 


1.41 
1.55 


4.30 
4.75 


1.61 
1.77 


4.60 
5.10 


4- 5H 



Six Light Sash, Two Lights Wide 

13^" and 13^" Thick. Open and Glazed 

Heavy Vertical Bars 
STANDARD LAYOUT 



Opening sizes shown are based on 43^" of wood in width, 53^" of wood 
in height, over glass size. 
Stiles and Top Rail not over 2^{q' wide overall, not over 2" face. 
Bottom Rail not over 3^6" wide overall, not over 33^" face. 
Vertical Bar not over 1}^" wide overall, not over J^" face. 
Munts not over ^fg" wide overall, not over ^g" face. 

13^" Thick 13^' Thick 



Glass Size 


%^T 


List 
Glazed SS 


Open 
List 


List 
Glazed SS 


Standard 
Opening 


6x 8 


$0.91 


$2.05 

2.30 
2.25 


$1.02 
1.10 
1.09 


$2.20 
2.45 
2.45 


1- 43^x2- 53^ 

2-11^ 

1- 6^x2- 83^ 


10 

7x 9 


.97 
.97 






12 . . . . . 

8x10 

12 


. . 1.12 
1.03 
1.16 


2.75 
2.45 
2.75 


1.27 
1.16 
1.30 


2.95 
2.65 
2.95 


3- 53^ 

1- 83^x2-113^ 

3- 53^ 


14 

16 

9x12 


1.28 
1.35 
1.18 


3.05 
3.30 
2.90 


1.45 
1.55 
1.33 


3.30 
3.55 
3.10 


3-llH 

4- 53^ 
1-103^x3- 53^ 


14 

16 

10x12 


1.31 
1.39 
1.21 


3.20 
3.50 
3.05 


1.50 
1.58 
1.38 


3.50 
3.75 
3.30 


3-llH 

4- 53^ 
2- 03^x3- 53^ 


14 

15 

16 


1.34 
1.38 
1.41 


3.40 
3.50 
4.05 


1.53 
1.57 
1.62 


3.65 
3.80 
4.35 


3-113^ 
4- 2}4 
4- SH 


18 

12x14 

16 

18 


1.55 
1.40 
1.47 
1.61 


4.40 
4.10 
4.40 
4.80 


1.78 
1.60 
1.68 
1.85 


4.75 
4.40 
4.70 
5.20 


4-113^ 

2- 4^x3-113^ 

4- 5M 

4-11^ 



Note: If 13/3" sash are made with vertical bar not over %'' or J^" face, thereby 
making the opening }^" narrower, deduct $0.05 list per sash from the open list. 
Deduct $0.06 list per sash from the glazed list. 

If l^i" sash are made with vertical bar not over ^fe'' or J^" face, thereby making 
the opening 3^" narrower, deduct $0.06 list per sash from the open list, 
deduct $0.08 list per sash from the glazed list. 

The above deduction on 3^" vertical bar applies only when the stiles are made 
narrower, to provide even width opening mentioned. 
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Six Light Sash, Two Lights Wide 

1%'' Thick, Open and Glazed 
STANDARD LAYOUT 

Opening sizes shown are based on V of wood in width, 6" of wood in 

height, over glass size. 
Stiles not over 2^16'' wide overall, not over I'J/g" face. 
Top Rail not over 2^©" wide overall, not over 2" face. 
Bottom Rail not over 3J^" wide overall, not over 31^6 '^ face. 
Bars not over ^g*' wide overall, not over 5^6 " face. 



UL 

EG 



Glass Size 


Open 
List 


Umt 
Glazed SS 


Standard 
Oi>enins 


7x 8 


$1.01 


$2.40 
2.55 
2.90 


1-6x2-6 


10 


1.08 


3-0 


12 


1.22 


3-6 


14 


1.36 


3.20 
3.45 
2.45 


4-0 


16. 


1 43 


4-6 


8x 8 


1.09 


1-8x2-6 


10 


1.12 


2.60 
2.90 
3.25 


3-0 


12 


1.25 


3-6 


14 


. . . . - 1.39 


4-0 


16 


1,47 


3.45 
2.40 
2.60 


4-6 


lOx 6 


1.04 


2-0x2-0 


8 


1.11 


2-6 


10 


1.18 


2.85 
3.20 
3.55 
4.25 


3-0 


12 


1,32 


3-6 


14 


1.46 


4-0 


16 


. 1.55 


4-6 









ODD 



Six Light Sash, Three Lights Wide 

1^" Thick, Open and Glazed 
STANDARD LAYOUT 

Opening sizes shown are based on 4J^'' of wood in width, 5 34^ of wood in height 

over glass size. 
Stiles and Top Rail not over 25^6* wide overall, not over 2" face. 
Bottom Rail not over 35^6*^ wide overall, not over 33^* face. 
Bars not over ^g'' wide overall, not over ^f(j" face. 



Glass Size 


^i5:r 


List 
Glazed SS 


Standard 
Opening 


6j^x 6% 

Ws 

12^ 


$0.94 

1.02 

1.10 


$2.25 
2.55 
3.00 


2-0x1-6 
2-0 
2-6 


l^Vs 

SHx 9% 


1.25 

1.11 


3,35 
3.00 
3.40 


3-0 
2-6x2-0 


12% 


1.19 


2-6 


15% 

lOi^x 6% 


1.33 

1.17 


3.80 
3.00 
3.35 


3-0 
3-0x1-6 


9% 


1.23 


2-0 


12% 

15% 


1.33 

1.43 


3.85 
4.55 


2-6 
3-0 





Qupboard 

Casement 
Sash 
53 



Extras, 

Winilows 

and Sash 

79 



Door Lists. 

Panel and 

Cupboard, 

Pina 

87 



MDoor 
Lists 



Side Lights. 
Toilet and 
Blind Doors 



Extras, 



I 



U7 



Doors and 
Extras 
161 



I. 



Window 
Screens 

183 



ir 



Venefii 
Door! 

and Ext 
19/ 



Flush Door 

Urtsaid 

Exins 
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Bffl 



Six Light Sash, Three Lights Wide 
IH" and lys" Thick, Open and Glazed 

Heavy Vertical Bars 
STANDARD LAYOUT 

Opening sizes shown are based on 53^^' of wood in width, 5*' of wood in height, 

over glass size. 
Stiles and Top Rail not over 2" wide overall, not over l^^^e'' face. 
Bottom Rail not over S^e" wide overall, not over 3}/$" face. 
Vertical Bars not over 1}^" wide overall, not over J/^'^ face, 
Munts not over ^g" wide overall, not over ^g" face. 



VA' Thick 



i'' Thick 



li 



Glass Size 


S5:r 


List 
Glazed SS 


^"i:? 


List 
Glazed SS 


Standard 
Opening 


6x 8 


$0.92 


$2.05 
2.30 
2.25 


$1.03 
1,09 
1.10 


$2.20 
2.45 
2.45 


1-113^x1- 9 

2- 1 

2- 2j^xl-ll 


10 

7x 9 


97 

.98 






10 

8x10 

12 


1.01 
1.04 
1.10 


2,45 

2.50 
2.70 


1.14 
1.18 
1.25 


2.65 
2.70 
2.90 


2- 1 

2- 53^x2- 1 

2- 5 


14 

16 

9x12 


1.15 
1.27 
1.13 


2.90 
3.20 
2,85 


1.31 
1.45 

1.29 


3.15 
3.45 
3 05 


2- 9 

3- 1 

2- 83^x2- 5 


13 

14 

15 


1.16 
1.19 
1.22 


2.95 
3.05 
3.20 


1.32 
1.35 
1.39 


3.20 
3.30 
3.45 


2- 7 
2. 9 
2-11 


16 

10x10 

12 


1.30 
1.11 
1.17 


3.35 

2.75 
3,00 


1.49 
1.26 
1.33 


3.65 
2.95 
3.20 


3- 1 

2-113^x2- 1 
2- 5 


14 

15 

16 


1.22 
1.25 
1.34 


3.25 
3.35 
3.95 


1.40 
1.43 
1.53 


3.50 
3.60 
4.25 


2- 9 
2-11 

3- 1 


18 

20 

12x12 


1.41 

1.46 
1.30 


4.20 
4.45 
3.35 


1.61 
1.68 
1.49 


4.55 
4.80 
3.65 


3- 5 

3- 9 

a- 53^x2- 5 


14 

16 

18 


1.37 
1.42 
1.48 


4.05 
4.30 
4.65 


1.55 
1.63 
1.70 


4.35 
4.65 
5.00 


2- 9 

3- 1 
3- 5 


20 

24 


1.61 
1.73 


5.00 
5.75 


1.85 
2.00 


5.40 
6.30 


3- 9 

4- 5 



If 13^" sash are made with vertical bar not over %" or 3^" face, thereby making 
the opening 13^" narrower, deduct $0.10 list per sash from the open list, 
deduct SO. 12 list per sash from the glazed list. 

If 1^" sash are made with vertical bar not over ^/fg" <^r 3^" face, thereby making 
the opening IJ^" narrower, deduct $0.12 list per sash from the open list, 
deduct $0.15 list per sash from the glazed list. 

Note: The above deduction on l^" vertical bar applies only when the stiles are 
made narrower to provide even width opening mentioned. 
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Eight Light Sash, Two Lights Wide 

1^'' Thick, Open and Glazed 
STANDARD LAYOUT 

Opening sizes shown are based on 4" of wood in width, 6* of wood in 

height, over glass size. 
Stiles not over 2^6" wide overall, not over 1 J^" face. 
Top Rail not over 25^6* wide overall, not over 2" face. 
Hottom Rail not over S^e" wide overall, not over SJ^* face. 
Bars not over ^g" wide overall, not over ^g" face. 



I 



Glass Size 


'fef 


L«t 
Glazed SS 


Standard 
Opening 


7x 9 


$1.31 


$3.20 

4.05 
4.10 


1-6x3-6 


lOK 

12 


1.45 

1.54 


4-0 

4-6 








8x103^ 

12 


1.51 

1.57 


3.95 
4.00 
3.90 


1-8x4-0 
4-6 


lOx 9 


1.43 


2-0x3-6 








lOJ^ 

12 


1.57 

1,65 


4.35 
4.40 


4-0 
4-6 









Cupboard 

Casement 
Sash 
53 



Extras, 

Windows 

andSasti 

79 



Door Lists, 

Panel and 

Cupboard, 

Pine 

87 ', 



Eight Light Sash, Two Lights Wide 

1^" Thick, Open and Glazed 
STANDARD LAYOUT 

Opening sizes shown are based on 434" *>f wood in width, S^" of wood 

in height, over glass size. 
Stiles and Top Rail not over 2^" wide overall, not over 2*^ face. 
Bottom Rail not over 35^" wide overall, not over 3J^" face. 
Bars not over ^g" wide overall, not over ^g'' face. 



Glass Size 


Open 
List 


List 

Glazed SS 


Standard 
Opening 


7x10 

12 

13 


$1.44 

1.55 

1.61 


$3.55 
3.90 

4.20 


1- 6Kx3-9M 
4-5M 
4-9M 


8x10 

12 

13 


1.49 

1.58 

1.64 


3.65 
3.95 
4.10 


1- 8Mx3-9M 

4-5M 
4-9?^ 


14 

15 

9x12 


1.69 

1.75 

1.63 


4.25 
4.40 
4.10 


5-1^ 

5-5M 

l-10Mx4-5M 


14 

10x12 

13 


1.73 

1.66 
1.72 


4.45 
4.30 
4.50 


5-lM 
2- 0Jix4-5M 

4-9M 


14 

15 

16 

12x14 


1.77 

1.83 

1.88 

1.85 


4.70 
4.85 
5.50 
5.55 


5.5M 

5-9H 

2- 4Mx5-lJ^ 





Sash Door 
Lists 
Pine 
93 



Side Lights, 
Toilet and 
Blind Doois^ 

Pine 

1391 

Extras, 
Pine 
Doors 
147 



Window 
Screens 

183 



Door li.s' 
and Extras 



197 



I 



Lists Bid 
Extns 

t2' 
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Eight Light Sash, Two Lights Wide 

13/^" and 1^" Thick, Open and Glazed 
STANDARD LAYOUT 

Opening sizes shown are based on 43^*' of wood in width, 6%" of wood 
in height, over glass size. 
Stiles and Top Rail not over 2^6" wide overall, not over 2" face. 
Bottom Rail not over 3^6*' wide overall, not over 33^" face. 
Bars not over ^" wide overall, not over ^'^ face. 

IH" Thick la^*^ Thick 




Glass Size 


Open 
List 


List 
Glazed SS 


Open 
List 


List 
Glazed SS 


Standard 
Opening 


6x 8 


. . . $1.14 


$2.75 
3.15 
3.05 


$1.26 
1.47 
1.37 


$2.95 
3.45 
3.30 


1- 4Jix3- 2^ 

3-10^ 

1- 61^x3- 6H 


10 

7x 9 


1.29 

1.22 


8x10 

12 

14 


1.36 
1.45 
1.54 


3.40 
3.70 
4.00 


1.53 
1.66 
1.75 


3.70 
4.05 
4.35 


1- 8}^3-l0ys 

4-6^ 
5-2M 


16 

9x12 

13 


1.64 
1.49 
1.53 


4.30 
3.90 
4.05 


1.87 
1.69 
1.73 


4.65 
4.20 
4.35 


5-10^ 

l-10Jix4- 6^ 

4-lOM 


14 

16 

10x12 


1.57 
1.67 
1.52 


4.20 
4.55 
4.05 


1.80 
1.90 
1.72 


4.55 
4.90 
4.40 


5-2H 

5-10^ 

2- 0J^4- 6^ 


14 

16 

18 


1.62 
1.72 
1.79 


4.45 
5.25 
5.55 


1.84 
1.93 
2.06 


4.80 
5.55 
5.95 


6- 6^ 


20 

12x12 

14 


1.89 
1.60 
1.68 


5.95 
4.45 
5.25 


2.17 
1.85 
1.94 


6.35 
4.80 
5.65 


7-23^ 

2- 4j^x4- eVs 

5-2^ 


16 

18 

20. 


1.77 

1.87 
1.96 


5.65 
6.15 
6.50 


2.03 
2.17 
2.26 


6.05 
6.60 
6.95 


6-6^ 
7-23^ 


22 

24 

14x16 


2.05 
2.15 
1.84 


6.95 
7.70 
6.15 


2.38 
2.47 
2.13 


7.45 
8.20 
6.60 


7-10^ 

8- 6J^ 

2- 8^x5-10^ 


18 

20 

22 

24 


1.94 
2.02 
2.11 
2.21 


6.60 
7.05 
8.00 
8.50 


2.22 
2.31 
2.44 
2.54 


7.00 
7.45 
8.50 
9.00 


6- 6J^ 

7-2% 

7-ioys 

8- 6J^ 



] 




„ 





Eight Light Sash, Four Lights Wide 

1>^" and 15^'' Thick, Open and Glazed 



STANDARD LAYOUT 

Opening sizes shown are hased on SJ^" of wood in width, 53^" of wood in height, 

over glass size. 
Stiles and Top Rail not over 2^6^ wide overall, not over 2' face. 

Bottom Rail not over 35^6" wide overall, not over 33^" face. /^ 

Bars not over ^" wide overall, not over ^^ face. 

IW Thick 13^'' Thick 



Glass Size 


Open 
List 


Ust 
Glazed SS 


Open 
List 


List Standard 
Glazed SS Opening 


6x 8 


$1.09 


$2.70 
3.00 
2.95 


$1.22 
1.28 
1.31 


$2.90 2-5^x1- 93^ 
3.20 2- m 
3.20 2-93^x1-1134 


10 

7x 9 ... 


1.14 
1.16 
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Eight Light Sash, Four Lights Wide 

IM" and 1^" Thick, Open and Glazed—Continued 

iVs' Thick lys" Thick 



Glass SiM> 


Open 

Umt 


List 
Glazed SS 


Open 
List 


List 
Gla^d SS 


Standard 
Openingr 


8x10 

12 

14 


$1.30 

1.35 
1.42 


$3.35 
3.60 
3.85 


$1.47 

1.54 
1.61 


$3.60 
3.90 
4.15 


3-1^x2- IK 
2- SVi 
2-9H 


16 

9x12 


1.48 
1.41 


4.10 
3.80 
3.95 


1.68 
1.60 

1.64 


4.45 
4.10 
4.25 


3- iy2 

3-5%x2- SVi 
2- iVz 


13 


1.44 


14 

16 

10x12 


1.47 
1.52 
1.53 


4.10 
4.35 
4.10 


1.67 
1.74 
1.74 


4.40 
4.70 
4.40 


2- 9H 

3- iVi 
3-9ysx2. 53^ 


14 

16 

18 


1.60 
1.65 
1.72 


4.40 
5.15 
5.45 


1.82 
1.89 
1.96 


4.75 
5.50 
5.85 


2- 9}^ 

3- ly^ 

3- 5K 


20 

12x12 

14 


1.77 
1.64 
1.69 


5.80 
4.50 
5.30 


2.04 
1.87 
1.95 


6.20 
4.85 
5.70 


3-9Ji 

4-53^x2- 5K 

2- 9H 


16 

18 

20 


1.76 
1.83 
1.88 


5.65 
6.10 
6.40 


2.01 
2.09 
2.17 


6.05 
6.50 
6.85 


3- IK 
3- 5K 
3- 9K 


22 

24-. 

14x16 


1.95 
2.00 
1.87 


6.80 
7.55 
6.20 


2.23 
2.31 
2.15 


7.25 
8.00 
6.65 


4- IK 

4- 5K 

5-1^x3- IK 


18 

20. 

22 

24 


1.93 

1.99 

2.05 

2.11 


6.55 
7.00 
7.90 
8.35 


2.22 
2.26 
2.37 
2.44 


7.00 
7.40 
8.40 
8.85 


3- 514 

3- 9K 

4- IK 

4- 5K 



yCupboard 

Sash 

Casement 

Sash 

53 

Extras, 

Windows 

and Sash 

79 

^■•fr- -^-.^ 

Door Lists, i 

Panel and . 

Cupboard, 

Pine 

87 / 



Sash Door 
Lists 
Pine 
93 



Side Lights, 
Toilet and 
Blind Doors ; 



Nine Light Sash, Three Lights Wide 

lys'' and 1%'' Thick, Open and Glazed 



STANDARD LAYOUT 



Opening sizes shown are based on 4" of wood in width, 5" of wood in height, over 

glass size. 
Stiles and Top Rail not over 1^%" wide overall, not over 1%*^ face. 
Bottom Rail not over 22^2*^ wide overall, not over 223^2*' face. 
Bars not over ^g" wide overall, not over ^q" face. 



lys" Thick 



1^" Thick 



Class Size 


Open 

List 


List 
Glazed SS 


"JSsT 


List 
Glazed SS 


Standard 
Opening 


6x 8 


$1.09 


$2.80 
3.05 
3.35 


$1.22 
1.29 
1.38 


$3.00 
3.30 
3.60 


1-10x2- 5 


7x 9 


1.15 


2- 1x2- 8 


8x10 


1.23 


2- 4x2- a 


12 

14 

16 


1.35 

1,50 

1.57 


3.75 
4.15 
4.45 


1.53 
1.69 
1.78 


4.00 
4.45 
4.75 


3- 5 
3-11 

4- 5 


9x12 

13 

14 


1.40 

1.51 

1.54 


3.95 
4.20 
4.35 


1.58 
1.69 
1.75 


4.25 
4.50 
4.70 


2- 7x3- 5 
3- 8 
3-11 



Extras, 
Pina 
Doon 
147 



Doors and 
Extras 

Windcvy 
Screens 



Venet 
Doorii 
ind Extras . 
197 A 
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Nine Light Sash, Three Lights Wide 

13^" and lys" Thick, Open and Glazed— Continued 



Clase Size 



iVs' Thick 



iVs' Thick 



Open 
List 



List 
Glazed SS 



Open 
List 



List 
Glazed SS 



Standard 
Opening 



9x15 $1.57 

16 1.62 

18 ■ 1.69 

10x10 1.30 

12 1.44 

14 1.58 

15 1.62 

16 1.66 

18 1.74 

12x12. .. 1.52 

14 1.67 

16 1.75 

18 1,82 



$4.50 
4.70 
5.45 



$1.79 
1.84 
1.93 



$4.85 
5.05 
5.85 



2- 7x4- 2 
4- 5 
4-11 



3.70 
4.15 
4.60 



1.47 
1.63 
1.79 



4.00 
4.45 
4.95 



2-10x2-11 
3- 5 
3-11 



4.75 
5.40 
5.75 



1.84 
1.88 
1.97 



5.10 
5.75 
6.15 



4- 2 
4- 5 
4-11 



4.55 


1.62 


4.75 


3- 4x3- 5 


5.50 


1.72 


5.65 


3-11 


5.90 


1.90 


6.15 


4- 5 


6.40 


1.99 


6.70 


4-11 



Twelve Light Sash, Three Lights Wide 

1)^" and 13^" Thick, Open and Glazed 
STANDARD LAYOUT 

Opening sizes shown are based on 4" of wood in width, 5" of wood in 
height, over glass size. 
Stiles and Top Rail not over 1^%" wide overall, not over 1^^" face. 
Bottom Rail not over 22^2'' wide overall, not over 2^%* face. 
Bars not over %" wide overall, not over ^g" face. 



i 



Class Size 


1}^'' 


Thick 


ly/ 


Thick 




*J5:r 


List 
Glazed SS 


S5:r 


List 
Glazed SS 


Standard 
Opening 


6x 8 

7x 9 

8x10 


$1.44 

1.52 

1,69 


$3.65 
4.00 

4.50 


$1.60 
1.69 
1.88 


$3.90 
4.30 
4.80 


1-10x3-1 
2- 1x3-5 
2- 4x3-9 


12 

14 

16 


1.78 

1.89 

1.99 


4.90 
5.30 
5.75 


2.00 
2.12 
2.24 


5.25 
5.70 
6.10 


4-5 
5-1 
5-9 


9x12 

13 

14 


1.84 

1.88 

1.94 


5.15 
5.35 
5.65 


2.06 
2.12 
2.18 


5.55 
5.75 
6.00 


2- 7x4-5 
4-9 
5-1 


15 

16 

18 


1.98 

2.04 

2.13 


5.85 
6.05 
7.10 


2.24 

2.30 
2.42 


6.25 
6.45 
7.55 


5-5 
5-9 
6-5 


10x10 

12 

14. 


1.78 

1.88 

1.98 


4.95 
5.45 
5.95 


2.00 
2.12 
2.24 


5.30 
5.80 
6.35 


2-10x3-9 
4-5 
5-1 


15 

16 

18 


2.04 

2.08 

2.18 


6.15 
6.95 
7.45 


2.30 
2.35 
2.48 


6.55 
7.40 
7.90 


5-5 
5-9 

6-5 


12x12 

14 

16 

18 


1.98 

2.08 

2.18 

2.28 


6.00 
7.10 
7.60 
8.25 


2.23 
2.35 
2.46 
2.59 


6.35 
7.50 
8.05 
8.75 


3- 4x4-5 
5-1 
5-9 
6-5 
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Twelve Light Sash, Four Lights Wide 

13^" and 1^" Thick, Open and Glazed 

STANDARD LAYOUT 

Opening sizes shown are based on 5" of wood in width, S}^" of wood 

in height, over glass size. 
Stiles and Top Rail not over 2" wide overall, not over li%" face. 
Bottom Rail not over 2^51^6" wide overall, not over 2%" face. 
Vertical Bars not over %'' wide overall, not over ^" face. 
Muntins not over %" wide overall, not over ^'^ face. 



I D II 

I J II II 



l)^'' Thick 



Thick 



Glass Si»e 


Open 
List 


List 
Glazed SS 


"^ 


List 
Glazed SS 


Standard 


6x 8 


$1.46 


$3.65 

4.05 
4.55 


$1.62 
1.74 
1.95 


$3.95 
4.35 
4.90 


2-5x2- 53^ 


7x 9 


1.56 


2-9x2- 8H 


8x10 


1.73 


3-1x2-113^ 


12 

14 

16 


1.83 

2.00 

2,09 


4.95 
5.45 
5.85 


2.06 
2.27 
2.38 


5.35 
5.90 
6.30 


3- sy2 

3-113^ 
4- 5^ 


9x12 

13 

14 


1.88 

1.92 
2.07 


5.20 
5.40 
5.80 


2.12 

2.17 
2.33 


5.60 
5.80 
6.20 


3-5x3- 5H 
3-8j^ 
3-113^ 


15 

16 . 

18 


2.11 

2.16 

2.24 


6.00 
6.20 
7.20 


2.39 
2.44 
2.55 


6.45 
6.65 
7.70 


4-23^ 
4- 5M 
4-111^ 


10x10 

12 

14 


1.95 

2.04 

2.12 


5.20 
5.65 
6.10 


2.19 
2.30 
2.41 


5.55 
6.05 
6.55 


3-9x2-113^ 
3- 53^ 
3-113^ 


15 

16 

18 


2.17 

2.22 

2.31 


6.35 
7.10 
7.60 


2.46 
2.52 
2.63 


6.75 
7.60 
8.10 


4- 23^ 
4- 5-H 
4-11^ 


12x12 

14 

16 

18 


2.16 

2.24 

2.34 

2.43 


6.20 
7.30 
7.80 
8.45 


2.44 
2.55 
2.66 
2.77 


6.65 
7.75 
8.30 
9.00 


4-5x3- SH 
3-113^ 

4- 5J^ 

4-11 J^ 



Casement 
Sash 

53 

Extras, 

Windows 

and Sash 

79 



Door tists, 
Panel and 
Cupboard, 



87 



Sash Door 



Pine 
93 



Side Lighb, 
Toilet and ^ 
Blind Dot 

Pine 

139^ 

Extras, 

Piiia 
Doors 

147 



13^" sash, if made with bars not over ^g" wide overall, making the opening 
narrower and J^* shorter, deduct $0.08 list per sash from the open list, 

deduct $0.10 list per sash from the glazed list. 

15^' sash, if made with bars not over ^q" wide overall, making the opening 
narrower and 3^" shorter, deduct $0.09 list per sash from the open list, 
deduct $0.11 list per sash from the glazed list. 



Onnbinatiott;] 

Doors and : 

Extras 

161 



Window 

, Serins 

183 
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Hot Bed Sash 

1^" and 1^" Thick, Open and Glazed 
STANDARD LAYOUT 

Stiles and Top Rail not over 2%," wide overall, not over 2" face. 

Bottom Rail on l%" Hot Bed Sash, not over W^Ws wide overall. 

Bottom Rail on \%" Hot Bed Sash, not over IJ^^xS^^" wide overall. 
Bars in the following widths: 

3-0, with 3 rows of glass 10" wide not over l^g" wide overall, not over i^g" face. 
3-0, 3-4 and 4-0, with 4 rows of glass 7, 8, and 10 inches wide, not over ly^ wide 

overall, not over 134" face. 
3-2, with 4 rows of glass 8" wide, not over 25^2" wide overall, not over 19^2" face. 
3-0, with 5 rows of glass 6" wide, not over i^g" wide overall, not over ^e" face. 
3-6, with 5 rows of glass 7" wide, not over li/fg" wide overall, not over i^e" face. 
4-0, with 5 rows of glass 8" wide, not over l^^" wide overall, not over ^fe" face. 
3-6, with 6 rows of glass 6" wide, not over i^e" wide overall, not over ^^" face. 



1%' Thick 



IW Thick 



Standard 
Opening 



Open 
List 



List 
Glazed SS 



Open 
List 



List 
Glazed SS 



Rows Width 

of of 

Glass Glass 



3-0x4-0. 
3-0x6-0. 
3-0x6-0. 



$2.68 
3.15 
3.61 



7.00 
8.85 
9.30 



$3.34 
4.04 
4.66 



I 7.95 
10.15 
10.85 



10 
10 

7 



3-2x6-0. 
3-4x6-0. 
4-0x7-0. 



3.28 
3.67 
4.32 



9.30 

9.85 

13.30 



4.18 
4.73 
5.68 



10.70 
11.40 
15.35 



3-0x6-0. 
3-0x7-0. 
3-6x6-0. 



3.55 
3.82 
3.78 



9.75 
11.75 
10.65 



4.51 
4.92 
4.87 



11,25 
13.45 
12.30 



3-6x7-0. 
4-0x6-0. 
3-6x7-0. 



4!04 
4.25 



11.95 
12.55 
13.60 



5.64 
5,25 
5.49 



13.95 
14,40 
15.55 



8 

8 

JO 

6 

6 

_J 
7 
8 
6 



All Hot Bed Sash are furnished with one hardwood Cross-bar, not over ?^"xl3^*'. 

If additional Hardwood Cross-bars are wanted, add for each extra 

bar, per bar, list $0.40 $0.50 

If Hardwood Cross-bar is omitted, deduct from above list. .40 ,50 

If Stiles are extended not over 2" beyond rails, at each end, forming 

lugs, not shaped or sticking removed, add for 1%" sash .07 .09 

Add for 1 J^" sash 10 .13 




Skylight Sash 

1^" Thick, Open and Glazed 
STANDARD LAYOUT 

Stiles and Top Rail not over 2^/(q" wide overall, not over 2" face. 
Bottom Rail not over 3^6^ wide overall, not over 33^" face. 
Bars not over ^" wide overall, not over %" face. 

List List 

Open Glazed Glazed Strip 

List Lapped Glass SS Glass SS 



2-0x2-6 


$1 02 


$3.05 
3.80 
3.80 


$ 3.20 
3.85 


3-0 


1,17 


2-2x3-2 


1.22 


4.05 


2-4x3-4 


1 28 


4,55 
4.50 
5.25 


4 70 


2-6x3-0 


1 24 


4.55 


3-6 


1.44 


5.40 


4-0 


1.85 


6.00 
6.40 
8.05 


6.75 


3-0x4-0 


1.93 


7.55 


5-0. 


2 34 


10 05 
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Cupboard Sash 

13^'' Thick, Open and Glazed 

No Beads for Glass 

STANDARD LAYOUT 

Opening sizes shown are based on 4" of wood in width, 5^ 
of wood in height, over glass size. 
Stiles and Top Rail not over 2^6* wide overall, not over 2" face. 
Bottom Rail not over 3^6*' wide overall, not over 3" face. 
Bars not over J^" wide overall, not over %" face. 



Standajrd 
Opening 



1 Light High 



2 Lights High 



Open 
List 



List 
Glazed SS 



List 
Glazed DS 



Open 
List 



See page 55 for Rabheting, etc.. Cupboard Sash. 
See page 64 for Rabbeting, etc.. Casement Sash. 



List 
Glazed 

SS 



List 

Glazed 

DS 



1- 4x3-0 

3-6 

4-0 


. . $0.74 
.79 
.88 


$1.85 
2.05 
2.40 


$2.25 
2.50 
2.85 


$0.82 
.87 
.96 


$2.00 
2.20 
2.40 


$2.25 
2.55 
2.75 


4-6 

5-0 

5-6 


.94 
1.10 
1.17 


2,80 
3.40 


3.40 
4.00 
4.50 


1.02 
1.21 

1.28 


2.75 
3.05 
3,60 


3.20 
3.60 
4.30 


6-0 

1- 6x3-0 

3-6 


1.28 
.76 
.81 


2^00 
2.25 


5.35 
2.45 
2.75 


1.39 
.84 
.89 


3.80 
2.15 
2.35 


4.55 
2.45 
2.75 


4-0 

4-6 

5-0 


.90 

,97 

1.12 


2.55 
3.10 
3.80 


3.15 
3.80 
4.50 


,98 
1.05 
1.23 


2.70 
2.95 
3.60 


3.15 
3.50 
4.35 


5-6 

6-0 

1- 8x3-0 


1.19 

1.30 

.78 


iis 


5.20 
6.00 
2.65 


1.30 

1.41 

.86 


3.85 
4.10 
2.25 


4.70 

5.00 
2.60 


3-6 

4-0 

4-6 


.83 
.92 
.99 


2.40 
2.80 
3.25 


3.00 
3.50 
4.05 


.91 
1.00 
1.07 


2.60 
2.85 
3.45 


3.10 
3.40 
4.30 


5-0 

5-6 

6-0 


1.16 
1,21 
1.33 




4.85 
5.35 
5.55 


1.27 
1.32 
1.45 


3.80 
4.10 
4.40 


4.65 
5.05 
5.45 


1-10x3-0 

3-6 

4-0 


.80 
.85 
,96 


2.25 
2.60 
3.20 


2.75 
3.20 

4.00 


,88 

.93 

1.04 


2.35 

2.80 
3.05 


2.75 
3.35 
3.65 


4-6 

5-0 

5-6 


1.01 
1.18 
1.23 


3.50 


4.35 
5.30 
5.95 


1.09 
1.29 
1.34 


3.70 
4.05 
4.25 


4,60 
5.05 
5.30 


6-0 

2- 0x3-0 

3-6. .... 


1.36 
.82 
.87 


2I56 
2.90 


6.50 
3.10 
3.65 


1.47 
.90 

.95 


4.70 
2.60 
2.95 


5.80 
3.05 
3.55 


4-0 

4-6 

5-0 


.98 
1.03 
1,20 


3,45 
3.75 


4.30 
4.75 
5.90 


1.06 
1.11 
1.31 


3.55 
3.80 
4.20 


4.40 
4.80 
5.25 


5-6 

6-0 


1.25 
1.38 


.... 


6.00 
7.35 


1.36 
1.50 


4.70 
4.90 


5.95 
6.15 



%Stipboard 
- Sa8h 
Casement 
Sasii 
53 

Extras, 

Windows 

and Sash 

79 

rr Door Lists, 

1'^ Parral and 
Cupboard, 
Pine 
87 ■ 



Sash Door 
Lists 
Pine 
93 



Extras, 
Pitw 
Doors 
147 



Combination 

Doors and 

Extras 

161 



Wind( 

Screen 

183 



Veneere 
Door Lists 
and Extras 

197 



nusii urn 

Lists and 

Extras 

223 



Page 53 



r 



••c>c: 



Standard 
Opening 



=( STANDARD LISTS 1936)= 



Cupboard Sash 
13^" Thick (No Beads for Glass) 

Same Layout as shown on page 53 
3 Lights High 



4 Lights High 



Open 
List 



List 

Glazed SS 



Open 

List 



List 

Glazed SS 



1- 4x3-0 


$0.86 


$1.95 
2.10 
2.60 


$0.90 

.95 

1.04 


$2.15 
2.30 
2.55 


3-6 

4-0 


91 

1.00 


4-6 


1.06 


2.80 
3.20 
3.35 


1.10 
1.32 
1.39 


2.70 


5-0 


1.27 


3.45 


5-6 


1.33 


3.70 








6-0 


1.45 


3.65 
2.05 
2.55 


1.51 
.92 
.97 


4.05 


1- 6x3-0 

3-6 


88 

.93 


2.25 

2.40 








4-0 


1.02 


2.75 
3.00 
3.35 


1.06 
1.13 
1.34 


2.70 


4-6 


1.09 


3.20 


5-0 


1.29 


3.65 








5-6 


1.35 


3.55 
4.00 
2.45 


1.41 

1.53 

.94 


3.95 


6-0 


1.47 


4.25 


1- 8x3-0 


.90 


2.40 








3-6 

4-0 

4-6 


95 

1.04 

1.11 


2.65 
2.95 
3.15 


.99 
1.08 
1.15 


2.55 
3.20 
3.40 








5-0 


1.32 


3.55 
3.90 
4.30 


1.38 
1.43 
1.56 


3.95 


5-6 


1.38 


4.20 


6-0 


1.51 


4.60 


1-10x3-0 


.92 


2.55 
2.80 
3.10 


.96 
1.01 
1.12 


2.85 


3-6 


.97 


3.05 


4-0 


1.08 


3.45 








4-6 


1.13 


3.35 
3.90 
4.15 


1.17 
1.40 
1.45 


3.65 


5-0 


1.34 


4.10 


5-6 


1.40 


4.45 








6-0 


1.53 


4.65 
2.70 
2.95 


1.59 

.98 

1.03 


5.00 


2- 0x3-0 


.94 


3.00 


3-6 


. .99 


3.20 








4-0 


1.10 


3.25 
3.60 
4.10 


1.14 
1.19 
1.42 


3.60 


4-6 


1.15 


3.80 


5-0 


1.36 


4.35 


5-6 


1.42 


4.55 
4.95 


1.47 
1.61 


4.80 


6-0 


1.55 


5.30 









4 



Page 54 



Sash Door 
Lists 



" '> ( STANDARD LISTS 1936 1 ,[ 

Cupboard Sash 
IH'' Thick (No Beads for Glass) 

Same Layout as shown on page 53 

4 Lights 6 Lights 8 Lights 

2 Lights Wide 2 Lights Wide 2 Lights Wide 

Standard Open ^,Li8t Open List Open Li^t 

Opening Liat Glaxed SS List Glazed SS Lis t Glazed SS 

1- 4x3-0 $0.94 $2.35 $1.04 $2.45 $1,14 $2.95 

3-6 99 2.60 1.09 2.60 1.19 3.10 

4-0 1.12 3.05 1.24 3.00 1.36 3.60 

4-6 nS 3735 E30 1:20 Li^ 3770 

5-0 1.41 3.75 1.56 3.65 1.66 4.20 

5-6 1.47 4.20 1.63 4.20 1.73 4.50 

6-0 1:60 4.45 l7J6' 4:50 1:92 4^95 

1-6x3-0 96 2.50 1.06 2.55 1.16 3.20 ^\''- 

3-6 1.01 2.95 1.11 2.80 1.21 3.30 .^J^S 

4-0 1.14 3.30 1.26 3.15 1.38 3.85 79 

4-6 1.21 3.60 1.33 3.40 1,45 3.95 . - 

5-0 1.43 4.10 1.58 3.85 1,68 4.45 

5-6 ESO 4^55 r65 Oo EtS 4780 

, „ 6-0 1.62 4.85 1.78 4.85 1.94 5.25 

1- 8^ 3-0 98 2.65 1.08 2.70 1.18 3.25 

3-6 03 3l5 El3 2:95 1:23 3:60 

4-0 1.16 3.55 1.28 3.30 1.40 4.05 

4-6 1.23 3.75 1.35 3.55 1.47 4.15 

5-0 L46 4^45 L62 4^45 1/72 4/70 '*'"^ 

5-6 1.52 4.85 1.67 4.70 1.77 4.90 ^ ^^ 

6-0 1.66 5.30 1.82 5.20 1.98 5.60 

1-1^^-2 FS! !^!2 H! ^^ ^^20~ 3:55 Side Lighte, 

3-6 1.05 3.35 1.15 3.10 1,25 3.60 Toilet and^ 

4-0 1,20 3.70 1.32 3.50 1.44 4.15 ^''"p^°«" 

4-6 1:25 4:20 Est 3:75 1:49 4:35 139 J 

5-0 1.49 4.85 1.64 4.70 1.74 4.95 

5-6 1.54 5.05 1.69 4.95 1.79 5,15 ^^' 

„ ^ 6-0 1:68 5:60 iM Os 2:00 6:30 nl 

2- 0x3-0 1.02 3.00 1.12 2.95 1.22 3.55 

3-6 1.07 3.50 1,17 3.25 1.27 3.90 

4-0 1.22 3.85 1.34 3.70 1,46 4.15 

4-6 1.27 4.30 1.39 4.35 1.51 4.35 

5-0 1.51 4.95 1.66 4.90 1.76 4.95 

5-6 L56 5140 i?72 5^20 LSI 5I20 ^^^^ 

6-0 1.70 5.95 1,86 5.60 2.02 6.35 ^^^ 

c'^sr ' 

(A) For Cupboard Sash H" Thick, deduct 5%. Window 

(B) For Cupboard Sash rabbeted plain or rabbeted and beaded, add per ^^83"^ 

pair, open, list (This includes extra for wide meeting stiles) $0.35 ) 

Add per pair, glazed, list (This includes extra for wide meeting stiles) .44 -— ^ 

(C) For Cupboard Sash made with wide meeting stiles to permit of rabbeting, -^^'^^^.^^ 
but not rabbeted, add to the proper list for a pair, one cent per lineal foot 
list, open, for each }4" wider of meeting stiles, that is, figure twice the length 
of a single stile. 

If sash is glazed add $0.01 Ji per lineal foot list for each J^' wider of meeting 
stiles, that is, figure twice the length of a single stile. 

(D) If beads are wanted, add as per Rule 11, page 81. ^^TL^: 

m 

Page 5S 
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Combination 
Doors and 



Door Lists 
and Extras 

197 



j^fcusnu 



=( STANDARD LISTS 1936 )= 



Casement Sash 



1^" Thick, Open and Glazed 

STANDARD LAYOUT 

Opening sizes shown are based on 4" of wood in width, 5" of 
wood in height, over glass size. 
Stiles and Top Rail not over l^i^" wide overall, not over 2" face. 
Bottom Rail not over 3^6" wide overall, not over 3" face. 
Bars not over %," wide overall, not over ^" face. 



dd 



« 



1 Light 



6 Lights, 2 Lights Wide 



Standard 
Opening 


Open 
List 


List 
Glazed SS 


List 
Glazed DS 


S5:r 


List 
Glazed SS 


1-0x2- 6 

3-0 

3-6 


. . . . $0.71 

77 

88 


$1.45 
1.75 
2.00 


$1.60 
2.00 
2.30 


$1.01 
1.07 
1.24 


$2.10 

2.30 
2.60 


4-0 

4-2 

4-6 


95 

97 

1.01 


2.20 
2.35 
2.55 


2.55 
2.70 
2.95 


1.37 
1.39 
1.43 


2.85 
2.95 
3.05 



4-10 


1.17 


3.25 


3.60 
3.70 
4.00 


1.59 
1.64 
1.70 


3.40 


5-2 

5-6 


1.22 
1.28 


3.55 
3.55 


5-10 


1.35 




4.15 
4,75 
4.85 


1.77 
1.94 
2.00 


4.25 


6-2 

6-6 


1.46 
1.52 


4.45 
4.45 



4-10 

5-2 

5-6. 


1.20 
1.24 
1.30 


3.45 


3.90 
4.25 
4.40 


1.62 
1.66 
1.72 


3.65 
3.80 
3.80 


5-10 


1.37 




5.10 
5.25 
5.40 


1.79 
1.98 
2,03 


4.45 


6-2 

6-6 


1.50 
1.55 


4.80 
4.75 



1-2x2- 6 74 1.65 1.85 1.04 2.25 

3-0 80 1.90 2.20 1.10 2.45 

3-6 90 205 2^50 L26 2/75 

4- 98 2.40 2.85 1.40 3.05 

4-2 1.00 2.50 2.95 1.42 3.10 

4- 6 1.05 2.70 3.20 1.47 3.25 

1-4x2- 6 .76 1.75 2.00 1.06 2.35 

3-0 83 2.05 2.40 1.13 2.55 

3-6 .94 2^30 2/75 L30 2^ 

4-0 1.00 2.65 3.10 1.42 3.25 

4-2 1,02 2.75 3.25 1.44 3.40 

4- 6 1.07 3JL5 3^75 L49 3^ 

4-10 1.22 3.75 4.30 1.68 3.95 

5- 2 1.29 .... 4.60 1.75 4.20 

5-6 1.33 .^^ 5^05 L79 4^ 

5-10 1.40 

6- 2. . 1,53 

6-6 1.57 

1-6x2-6 ,78 1.90 2.15 1.08 2.45 

3-0 .85 2.20 2.65 1.15 2.70 

3-6 96 2.50 3.00 1.32 3.10 



5.10 
6.10 
6.80 



1.88 
2.09 
2.14 



4.85 
5.30 
5.20 



4-0 

4-2 

4-6 


1,03 
1.06 
1.10 


2.85 
3.00 
3.45 


3.40 
3.60 
4.15 


1.45 
1.48 
1,52 


3,40 
3.75 
3,70 


4-10 

5-2 


1.25 
1.31 




4.55 
4.95 


1.72 
1.77 


4,20 
4,80 
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><>l= 



=( STANDARD LISTS 1936)= 



Casement Sash 

1%'^ Thick, Open and Glazed — Continued 



1 Light 



Standard Open 

Opening List 

1- 6x5- 6 $1,35 

5-10 1.44 

6- 2 1.56 

6- 6. 1.62 

1- 8x2- 6 80 

3-0 88 

3- 6. .99 

4-0 1.06 

4- 2 1.08 

4-6 1.12 

4-10 1.29 

5-2 1.34 

5- 6. . 1.40 

5-10 1.47 

6-2 1.59 

6- 6 1.65 

1-10x2- 6 82 

3-0 .90 

3- 6.. ...... 1.01 

4-0 1.09 

4-2 1.11 

4-6 ... 1.16 

4-10 1.32 

5-2 1.36 

5-6 1.42 

5-10 1.46 

6-2 1.63 

6-6 1.68 

2- 0x2- 6 84 

3-0 93 

3- 6 1.05 

4-0 1.11 

4-2 1.13 

4-6 1.18 

4-10 1.34 

5-2 1.41 

5- 6 1.45 

5-10 1.49 

6-2 1.66 

6- 6 1.70 

2- 2x2- 6 86 

3-0 96 

3-6. 1.07 

4-0 1.14 

4-2 1.17 

4-6 1.21 

4-10 1.38 

5-2 1.43 

5- 6 1.47 

5-10 1.53 

6-2 1.66 

See page 64 for rabbeting, etc. 



6 Lights, 2 Lights Wide 



List 
Glazed SS 



List 
Glazed DS 



Open 

List 



$2.10 

2.35 



2.70 
3.10 
3.40 



3.65 



2.20 
2.45 



2.90 
3.60 
3.60 



2.30 
2.75 



$5.75 
5.95 
6.75 



7.60 
2.50 
2.85 



3.30 
3.80 
4.10 



4.40 
5.25 
5.35 



5.85 
6.00 
7.10 



7.15 
2.70 
3.00 



3.55 
4.35 
4.40 



4.75 
5.75 
5.80 



6.45 
6.55 
7.15 



8.25 
2.80 
3.35 



5.55 
6.40 
6.50 



7.40 
7.90 
8.20 



$1.82 
1.91 
2.13 



2.19 
1.10 
1.18 



1.35 
1.48 
1.50 



1.54 
1.75 
1.80 



1.86 
1.95 
2.15 



2.21 
1.12 
1.20 



1.37 
1.51 
1.53 



1.58 
1.78 
1.83 



1.88 
1.93 
2.20 



2.24 
1.14 
1.23 



1.63 
1.84 
1.89 



1.94 
1.99 
2.25 



List 
Glazed SS 



$4.70 

5.25 
5.55 



5.60 
2.50 
2.75 



3.15 
3.45 
3.70 



3.70 
4.65 
4.90 



4.95 
5.45 
5.70 



5.75 
2.70 
3.00 



3.40 
3.80 
4.05 



4.45 
5.10 
5.40 



5.45 
5.75 
6.30 



6.35 
2.70 
3.05 



3.70 
3.95 
4.70 



4.70 
5.40 
5.70 



5.75 
6.05 
6.80 



Extras, 

Windows 

and Sash 

79 



Door Lists, 
Panel and 
Cupboard, 

Pine 

87 



Sash Door 



Pine 
93 




Extras, 
Pine 
Doors 
147 



Window 



and Extras i 



197 
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••|>IC 



=( STANDARD LISTS 1936 )= 



Casement Sash 

1%'^ Thick, Open and Glazed — Continued 



1 Light 



6 Lights, 2 Lights Wide 




Standard 
Opening 


^t 


Umt 
Glazed SS 


List 
Glazed OS 


Open 
List 


List 
Glazed SS 


2-2x6- 6.. 

2-4x2- 6 

3-0 


$1.71 

89 

99 


$2.55 

3.20 


$10.90 

3.10 
3.95 


$2.31 
1.19 

1.29 


$6.80 
2.95 
3.30 


3-6 

4-0 

4-2 


1.10 
1.17 
1.19 


3.80 
4.15 
4.25 


4.70 
5.15 
5.25 


1.56 
1.59 
1.61 


3.75 
4.55 
4.90 


4-6 

4-10 


1.23 
1.41 




6.15 
6.45 
7.35 


1.65 
1.87 
1.93 


4.95 
5.65 


5-2 


1.46 


6.00 


5-6 

5-10 


1.52 
1.56 




7.90 
7.95 
9.60 


1.98 
2.02 
2.27 


6.05 
6.40 


6-2 


1.68 


7.25 


6-6 

2-6x2- 6 

3-0 


1.74 

91 

1.01 


2I76 
3.20 


10.90 
3.35 
3.95 


2.31 
1.21 
1.31 


7.30 
3.05 
3.45 


3-6 

4-0 

4-2 


1.12 
1.20 
1.22 


4.10 
4.55 
4.95 


5.10 
5.75 
6.15 


1.48 
1.62 
1.64 


3.90 
4.85 
5.45 


4-6 

4-10 


1.27 
1.44 




6.20 
7.30 
7.40 


1.69 
1.90 
1.95 


5.50 
6.05 


5-2 


1.49 


6.40 


5-6 

5-10 


1.54 

1.58 




9.25 

9.45 

10.90 

10.95 


2.00 
2.05 
2.28 
2.32 


6.45 
6.95 


6-2 

6-6 


1.73 

1.77 


7.75 

7.80 



For pairs of Casement Sash, rabbeting, etc., see page 64. 



Casement Sash 

1%'' Thick, Open and Glazed 

Eight Lights, Two Lights Wide 

Same Layout as shown on page 56 



Standard 
Opening 



Open 

List 



List 
Glazed SS 



1-0x2- 6 $1.19 $2.70 

3-0 1.25 2.90 

3- 6 1.36 3.15 

4- 1.43 3.40 

4-2 1.53 3.50 

4-6 1.57 3^ 

4-10 1.73 3.80 

5- 2 1.78 3.95 

5- 6 1.84 4J0 

5-10 1.91 4.25 

6- 2 2.06 4.60 

6- 6 2.12 4.65 

1-2x2- 6 1.22 2,85 



Standard 
Opening 



Open 

List 



List 
Glazed SS 



1-2x3- 

3-6 

4- 


. . $1.28 
1.38 
1.46 


$3.05 
3.35 
3.60 


4- 2 

4-6 

4-10 .... 


1.55 
1.60 
1.76 


3.70 / 

3.80 

4.05 


5- 2 . . . . 
5- 6 .... 
5-10 .... 


1.80 
1.86 
1.93 


4.20 
4.35 
4.55 



6- 2 2.10 4.95 

6- 6 2.15 5.00 

1-4x2- 6 1.24 3.15 

3-0 1.31 3.25 



L 
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..c>iE 



=( STANDARD LISTS 1936)= 



3l<>** 



Casement Sash 

1^" Thick, Open and Glazed — Continued 

Eight Lights, Two Lights Wide 



Open 
List 



List 
Glazed SS 



4.65 
4.85 
5.40 



1- 4x3- 6 $1.42 $3.45 

4-0 1,48 3.80 

4-2 1.57 3^ 

4- 6. . ... 1.62 4.00 
4-10 1.78 4.30 

5- 2 1.85 4^ 

5- 6. ... 1.89 
5-10 1.96 

6- 2 2.23 

6- 6 2.28 5.45 

1- 6x2- 6 1.26 3.15 

3-0 1.33 3^ 

3-6 1.44 3.65 

4-0 1.51 4.10 

4- 2 1.61 4^ 

4- 6 1.65 4.25 

4-10 1.81 4.70 

5-2 1.87 4^ 

5- 6 1.91 5.05 

5-10 2.00 5.20 

6- 2 2.27 5^ 

6-6 2.33 5.80 

1- 8x2- 6 1.28 3.15 

3- 1.36 3^ 

3- 6 1.47 3.85 

4- 1.54 4.15 

4-2 1.63 4^ 

4- 6 1.67 4.30 

4-10 1.85 4.75 

5- 2 1.90 4^ 

5- 6 . .. . 1.96 5.10 
5-10 2.03 5.25 

6- 2 2.29 5^ 

6- 6. 2.35 6.30 

1-10x2- 6 1.30 3.35 

3- 1.38 3.75 

3-6 1.49 3.85 

4-0 1.57 4.20 

4-2 1.66 4^ 

4- 6. .. . . . 1.71 4.50 

4-10 1.88 4.85 

5-2 1.92 5^ 

5-6 1.98 5.25 

5-10 2.02 5.45 

6-2 2.19 6^ 

6- 6 2.28 6.50 

2- 0x2- 6 1.32 3.45 



Standard 
Opening 



Open 
List 



List 
Glazed SS 



2- 0x3- $1.41 $3.75 

3-6 1.53 4.15 

4-0....... 1.59 4.55 

4- 2 E68 4:65 

4- 6 1.73 4.75 

4-10 1.90 5.10 

5-2 1:97 Os 

5- 6. 2.01 5.50 

5-10 2.05 605 

6-2 2.26 6.70 

6- 6 2.30 6.75 

2- 2x 2- 6 1.34 3.70 

3- r44 4M 

3- 6 1.55 4.30 

4-0 1.62 4.95 

4-2 n72 5J05 

4-6 1.76 5.10 

4-10 1.94 5.30 

5-2 1:99 Os 

5-6 2.03 6.20 

5-10 2.09 6^ 

6- 2. 2.29 7.05 

6- 6 2.34 7.10 

2- 4x2- 6 1.37 3.70 

3-0 1:47 4:05 

3- 6 1.58 4.35 

4-0. 1.65 4.95 

4- 2 1.74 5.10 

4- 6 1.78 5.15 

4-10 1.97 5.55 

5-2 2^02 6^25 

5- 6 2.08 6.50 

5-10 2.12 6.70 

6- 2 2.31 7.35 

6- 6 2.36 7.40 

2- 6x 2- 6 1.39 3J80 

3-0 1.49 4.20 

3- 6 1.60 4.50 

4-0 1.68 4^ 

4- 2 1.77 5.10 

4- 6 1.82 5.35 

4-10 2.00 6^ 

5- 2. .. . . 2.05 6.70 

5- 6 2.10 6.75 

5-10 2.14 6^ 

6-2 2.33 7.60 

6- 6 2.37 7.65 



Brtras, 

Windavrs 

andS»h 

79 



Door Lists, 
Panel and 
Cupboard, 

Pine 

87 



Sash Door 
Lets 
Pine 
93 



139 
Extras, 



I 



(bmbinatjon 

Doors and 

Extias 

161 



Window 

Screens 

183 



nr Lists 
d Extras 
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=( STANDARD LISTS 193d )= 



Casement Sash 

lys'' Thick, Open and Glazed 

Same Layout as shown on page 56 



m 



9 Marginal Lights 



4-6 

4-10 

5-2 


1.88 
2.03 
2.10 


4.65 


5.15 
5.50 
5.85 


1.88 
2.03 
2.10 


4.65 


$5io 

5.85 


5-6 

5-10 

6-2 


2.14 
2.21 
2.43 




6.30 
6.65 
7.35 


2.14 
2.21 
2.43 




6.30 
6.65 
7.35 


6-6 


2.47 




7.40 


2.47 




7.40 



4-6 

4-10 

5-2 


1.91 
2.06 
2.12 


4.65 


5.15 

5.50 
5.90 


1.91 
2.06 
2.12 


4.70 


5.25 
5.60 
5.90 


5-6 

5-10 

6-2... 


2.16 
2.25 
2.46 




6.35 
7.20 
7.45 


2.16 
2.25 
2.46 




6.35 
7.25 
7.55 


6-6 


2.52 




8.30 


2.52 




8.40 



Standard Open 

Opening List 

1- 4x3- 6 $1.66 

4-0 1.72 

4-2 1.83 

4- 6. ...... 1.88 

4-10 2.03 

5- 2 2.10 

5- 6. 2.14 

5-10 2.21 

6-2 2.43 

6- 6 2.47 

1- 6x2- 6 1.50 

3-0 1.57 

3-6 1.68 

4-0 1.75 

4-2 1.82 

1- 8 

4-6. 1.93 

4-10 2.10 

5-2 2.15 

5- 6. . ..... 2.21 

5-10 2.28 

6-2 2.49 

6- 6. . .... 2.55 

1-10x2 

a 

3 
4 

4 

4-6 1.97 

4-10 ... 2.13 

5-2 2.17 

5-6 2.23 

5-10 2.27 

6-2 2.53 

6-6. . 2.58 

2- 0x2- 6 1.56 

3-0 1.65 



List 

Glazed SS 



List 
Glazed DS 



9 Lights, 6 Square at Top 
3 long at Bo t torn 



Open 
List 



List List 

Glazed SS Glazed DS 



$4.00 
4.25 
4.45 



$4.85 



$1.66 
1.72 
1.83 



3.45 
3.70 



1.50 
1.57 



4.00 
4.25 
4.45 



4.90 



1.68 
1.75 
1.87 



5.00 



5.70 
6.15 
6.60 



1.93 
2.10 

2.15 



6.90 
7.65 
7.90 



2.21 
2.28 
2.49 



8.50 



2.55 



5.35 



6.00 
6.60 
7.00 



1.97 
2.13 
2,17 



7.30 
8.15 
8.50 



2.23 
2.27 
2.53 



3.85 
4.30 



9.20 



2.58 
1.56 
1.65 



$4.00 
4.25 
4.45 



3.50 
3.80 



4.05 
4.30 
4.50 



4.85 
5.20 



5.35 



4.05 
4.40 



5.00 



t2- 6 

3- 0. . ... 


1.52 
1.60 


3.55 
3.90 




1.52 

1.60 


3.55 
3.85 


3- 6. . ... 

4-0 

4-2 


1.71 

1.78 
1.89 


4.20 
4.55 
4.70 


5*30 


1.71 
1.78 
1.89 


4.15 
4.45 
4.70 



5.30 
5.70 
5.95 



6.50 
7.30 
7.85 



8.45 



k2- 6 

3-0 


1.54 
1.62 


3.55 
3.95 




1.54 
1.62 


3.85 
4.20 


3-6 

4-0 

4- 2 


1.73 
1.81 
1.92 


4.50 
4.80 
5.05 


5^76 


1.73 
1.81 
1.92 


4.55 
4.95 
5.15 



6.00 
6.55 
6.80 



7.50 
8.20 
8.90 



9.25 
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QIZZID 



Casement Sash 

1%'' Thick, Open and Glazed 
Continued 



9 Marginal Lights 



Open 

List 



List 
Glazed SS 



List 
Glazed DS 



2-0x3- 6 $1,77 



4- 6. 
4-10. 

5- 2. 



5- 6. 
5-10. 

6- 2 



6- 
2-2x2- 

3- 



3- 6. 

4- 0. 
4- 2. 



4- 6. 
4-10. 

5- 2. 



5- 6. 
5-10. 

6- 2. 



6- 
2-4x2- 

3- 



3- 6. 

4- 0. 
4- 2. 



4- 6. 
4-10. 

5- 2. 



5- 6. 
5-10. 

6- 2. 



6- 6. 

2-6x2- 6. 

3- 0. 



3- 6. 

4- 0. 
4- 2. 



4- 6. 
4-10. 

5- 2. 



5- 6. 
5-10. 

6- 2. 

6- 6. 



1.83 
1.94 



1.99 
2.15 
2.22 



2.26 
2.30 
2.56 



2.60 
1.58 
1.68 



1.79 
1.86 
1.98 



2.02 
2.19 
2.24 



2.28 
2.34 
2.59 



2.65 
1.61 
1.71 



1.82 
1.89 

2.00 



2.04 
2.22 
2.27 



2.33 
2.37 
2.61 



2.67 
1.63 
1.73 



1.84 
1.92 
2.03 



2.08 
2.25 
2.30 



2.35 
2.39 
2.65 
2.71 



$4.65 
5.00 
5.30 



5.55 



3.85 
4.35 



4.70 
5.20 
5.55 



3.85 
4.40 



4.75 
5.45 
5.85 



4.05 
4.55 



5.00 
5.80 
6.10 



$6.00 



6.30 
7.00 
7.10 



.10 
.85 
.20 
.25 



6.30 



8 

8 

10 



10 



85 
50 
80 
75 
85 
.15 
60 



6.65 



8 

9 

10 



10 



,90 
,55 
75 
,85 
.90 
20 
65 



6.95 



70 
50 
85 
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9 Lights, 6 Square at Top 
3 long at Bottom 



°S 



ten 

St 



List list 

Glazed SS Glazed DS 



$1.77 
1.83 
1.94 



1.99 
2.15 
2.22 



2.26 
2.30 
2.56 



2.60 
1.58 
1.68 



1.79 
1.86 
1.98 



2.02 
2.19 
2.24 



2.28 
2.34 
2.59 



2.65 
1.61 
1.71 



1.82 
1.89 
2.00 



2.04 
2.22 
2.27 



2.33 
2.37 
2.61 



2.67 
1.63 
1.73 



1.84 
1.92 
2.03 
2.08 
2.25 
2.30 



$4.90 
5.30 
5.50 



5.80 
6.15 



4.10 
4.40 



4.95 
5.35 
5.55 



5.95 
6.20 



4.25 
4.65 



5.15 
5.50 
6.05 



6.35 



4.30 
4.70 



5.20 
5.65 
6.15 



6.40 



$6.50 
6.95 
7.30 



8.00 
8.60 
9.75 



9.80 



7.10 
7.35 



8.05 
8.65 
9.80 



9.85 



7.80 
8.60 



8.65 

9.65 

10.05 



11.05 



7.95 
8.65 



9.80 

9.95 

10.70 

12.20 


2.35 
2.39 
2.65 
2.71 


9.15 

9.70 

10.75 

10.95 



Extras, 

Windows 

and Sash 

79 



Door Lists, j 
Panel a 
Cupboard. 1 

Pine 

87 



Sash Door . 
Lists 
Pine 
93 



Side Lights 
Toilet m 
Blind D 

Pins 

139 

Extras, 

Pine 
Doors 

147 



t 



Combination 

Doors and 

Extras 

ISl 



Window 

Screens 

183 



Door Lists j 
and Extras I 
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L 






Casement Sash 

1^" Thick, Open and Glazed 
Same Layout as shown on page 56 



10 Lights 
2 Lights Wide 



12 Lights 
3 Lights Wide 



Standard 
Opening 


Open 
List 


List 
Glazed SS 


^ 


Ust 
Glazed SS 


1- 0x3- 6 

4- 

4-2 


$1.48 

1.55 

1.67 


$3.40 
3.65 
3.80 


$i;67 

1.81 


$k.90 
4.05 


4-6 

4-10 


1.71 

1.87 


3.85 
4.20 
4.25 


1.85 
2.01 
2.06 


4.10 
4.35 


5-2 


1.92 


4.50 


5- 6 

5-10 


1.98 

2.05 


4.35 
4.50 
4.85 


2.12 
2.19 
2.42 


4.60 
4.80 


6-2 


2.26 


5.20 


6-6 

1- 2x3- 6 

4- . . 


2.32 

1.50 

1.58 


5.00 
3.55 
3.85 


2.48 

i;76 


5.30 

4a5 


4-2 

4-6 

4-10 


1.70 

1.75 

1.90 


4.00 
4.10 
4.45 


1.84 
1.89 
2.04 


4,35 
4.40 
4.65 


5-2 

5-6 

5-10 


1.94 

2.00 

2.07 


4.50 
4.60 
4.80 


2.08 
2.14 
2.21 


4.80 
4.95 
5.15 


6-2 

6-6 

1- 4x3- 6 


2.30 

2.35 

1.54 


5.15 
5.30 
3.80 


2.46 
2.51 


5.65 
5.70 


4-0 

4-2 

4-6 


1.60 

1.72 

1.77 


3.95 
4.10 

4.30 


1.72 
1.86 
1.91 


4.35 
4.55 
4.60 


4-10 


1.92 


4.60 
4.80 
4.85 


2.06 
2.13 
2.17 


4.90 


5-2 

5-6 


1.99 

. . . 2.03 


5.05 
5.20 


5-10 


2.10 


5.10 
5.55 
5.70 


2.24 
2.49 
2.53 


5.40 


6-2 

6-6 


2.33 

2.37 


5.95 
6.00 


1- 6x3- 6 

4-0 

4-2 


1.56 

1.63 

1.76 


4.10 
4.20 
4.35 


1.68 
1.75 
1.90 


4.15 
4.55 
4.75 


4- 6 

4-10 


1.80 

1.95 


4.55 
4.85 
5.15 


1.94 
2.09 
2.15 


4.80 
5.05 


5-2 


2.01 


5.25 



5-6 2.05 5.20 2.19 5.40 

5-10 2.14 5.60 2.28 5.65 

6-2 2.36 5.85 2.52 6.25 

6^ TTT 2A2 6^25 2^58 6^ 

1-8x3-6 1.59 4.15 1.71 4.30 

4-0 - 1.66 4.40 1.78 4.60 
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4-2 

4-6 

4-10 


1.78 

1.82 

1.99 


4.55 
4.60 
5.10 


1.92 
1.96 
2.13 


4.75 
4.80 
5.15 


5-2 

5-6 


........ 2.04 

2.10 


5.20 
5.25 


2.18 
2.24 


5.35 
5.50 
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Casement Sash 

l%" Thick, Open and Glazed 
Continued 



10 Lights 
2 Lights Wide 





■- 


- 


= 




















1 


12|Lights 
3 Lights Wide 



Standard 

Opening 


Open 
List 


List 
Glazed SS 


Open 
List 


List 

Glazed SS 


1- 8x5-10 


$2.17 


$5.65 

5.90 
6.30 


$2.31 
2.55 
2.61 


$5.75 
6.30 
6.35 


6-2 

6-6 


2.39 

2.45 


1-10x3- 6.. ... 

4-0 

4-2 


1.61 

1.69 

1.81 


4.35 
4.45 

4.60 


1.73 
1.81 
1.95 


4.50 
5.05 
5.20 


4-6 

4-10 


• . 1.86 

2.02 


5.00 
5.20 
5.25 


2.00 
2.16 
2.20 


5.30 
5.65 


5-2 


2.06 


5.90 


5-6 

5-10 


2.12 

2.16 


5.50 

5.70 
6.20 


2.26 
2.30 
2.59 


6.10 
6.30 


6-2 


2.43 


7.00 


6-6 

2- 0x3- 6 

4-0 


2.48 

1.65 

1.71 


6.45 
4.40 
4.80 


2.64 
1.77 
1.83 


7.05 
4.80 
5.20 


4-2 

4-6 

4-10 


1.83 

1.88 

2.04 


4.95 
5.05 
5.60 


1.97 
2.02 

2.18 


5.35 
5.45 
6.20 








5-2 

5-6 

5-10 


2.11 

2.15 
2.19 


5.70 
5.75 
6.00 


2.25 
2.29 
2.33 


6.30 
6.70 
6.75 


6-2 

6-6 

2- 2x3- 6 


2.46 

2.50 

1.67 


6.50 
6.75 
4.70 


2.62 
2.66 
1.79 


7.40 
7.45 

4.85 


4-0 

4-2 

4-6 


1.74 

1.87 
1.91 


4.85 
5.20 
5.45 


1.86 
2.01 

2.05 


5.45 
5.65 
5.70 


4-10 


2.08 


5.85 
5.90 
5.95 


2.22 
2.27 
2.31 


6.25 


5-2 

5-6 


2.13 

2.17 


6.35 
6.75 


5-10 

6-2 

6-6 


2.23 

2.50 

2.56 


6.25 
6.80 
7.20 


2.37 
2.66 
2.70 


6.80 
7.65 
7.70 


2- 4x3- 6 

4-0 

4-2 


1.70 

1.77 

1.89 


4.75 
5.05 
5.20 


1.82 
1.89 
2.03 


5.10 
5.50 
5.70 


4-6 

4-10 


1.93 

. . . 2.11 


5.50 
5.90 
6.50 


2.07 
2.25 
2.30 


5.75 
6.25 


5-2 


2.16 


6.40 


5-6 

5-10 


2.22 
2.26 


6.50 
6.55 
7.45 


2.36 
2.40 
2.68 


6.75 
6.85 


6-2 


2.52 


7.65 


6-6 

2- 6x3- 6 

4-0 


2.58 

1.72 

1.80 


7.75 
4.95 

5.25 


2.72 
1.84 
1.92 


8.15 
5.10 
5.80 


4-2 

4-6 


1.92 

1.97 


5.40 
5.70 


2.06 
2.11 


6.00 
6.05 



Btras, 

Windows 

and Sash 

79 



Door Lists, 
Pane! and , 
Cupboard, 

Pine 

87 



Sash Door 
Lists 
Pine 
93 



Side LiehtSfl 
Toilet and/ 
Blind Dooii 

Pine 

139 

ExtnB, 

Pina 
Doors 

147 



Combination 

Doors and 

Extras 

161 

Window 

Screens 

183 



Door Lists 

tnd Extras 

197 



Extras 



223 
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Casement Sash 

1^'' Thick, Open and Glazed — Continued 

10 Lights 12 Lights 

2 Lights Wide 3 Lights Wide 

Standard Open List Open List 

Opening List Glared SS Liat Glaaed SS 

2-6x4-10.. $2.14 16.10 $2.28 $6.45 

5-2 2.19 6.45 2.33 6.70 

5- 6. ■ 2.24 6^50 2^38 7^ 

5-10 2.28 7.65 2.42 7.20 

6-2 2.57 8.00 2.73 8.60 

6-6 2.61 8^65 2^77 8^ 

(A) For pairs, double the list of a single Casement Sash of the size necessary to 
make a pair, and if rabbeted, add extra shown below. 

(B) For meeting stiles rabbeted plain or rabbeted and beaded, add per 

pair, if open, list $0.35 

If glazed, list .44 

This includes extra for wide meeting stiles to permit rabbeting. 

(C) For Casement Sash made with wide meeting stiles to permit of rabbeting, 
but not rabbeted, add for the meeting stiles, for the sasn open, one cent per 
lineal foot for each 3^" wider of meeting stiles, that is, figure twice the length 
of a single stile. 

If sash is glazed, add $0.01 3<C per lineal foot list for each J^' wider of meeting 
stiles, that is, figure twice the length of a single stile. 
If beads are wanted, add as per Rule 11, page 81. 



K. D. Sash Parts 

2 Light Check Rail Windows, 1^" Thick 

(Machined and Moulded — Standard Sticking) 

Stiles not over 2^^" wide overall, not over 2" face. 

Top Rail not over 2^q" wide overall, not over 2" face. 

Check Rail not over l^g" high overall, not over i^g" between glass. 

Bottom Rail not over 3^6* wide overall, not over 3}^'' face. 

List Per Piece 



Glass 


Stile 


Top Rail 


Check Rail 


Bars not over H' 
overall, H' between 
Bottom Rail Glass 


12 

14... 

16 


$0.14 

15 

.16 


$0.14 
.15 
.16 


$0.12 
.12 
.13 


$0.17 

.19 

.21 


$0,065 
.07 

.075 


18 

20 

22 


.17 
.18 
.19 


.17 
.18 
.19 


.14 
.15 
.16 


.22 

.23 
.25 


.075 

.09 

.095 


24 

26 

28 


.20 
.21 
.22 


.20 
.21 
.22 


.17 
.17 
.18 


.26 
.28 
.29 


.105 
.105 
.11 


30 

32 

34 


.23 

.26 

.27 


.23 
.26 
.27 


.19 
.21 
.22 


,31 
.34 

.35 


.115 
.125 
.13 


36 

38 

40 


.28 
.29 
.31 


.28 
.29 
.31 


.23 
.23 
.25 


.37 
.38 
.42 


.135 
.135 
.15 


42 

44 

46 


.34 
.36 

.37 


.34 

.36 
.37 


.26 
.29 
.30 


.43 

.47 
.48 


.15 
.16 
.17 
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GUm 



K. D. Sash Parts 

2 light Check Rail Windows 1%'' Thich— Continued 

List Per Piece 

Bars not over %' 
overall, %' between 



StUe 



Top Rail Check Rail Bottom RaU 



$0.41 
.45 
.49 



$0.33 
.36 
.38 



.52 
.56 
.60 



.42 
.45 
.48 



48 $0.41 

50 .45 

52 49 

54 52 

56 56 

58 .60 

60 .62 

62 .64 

64 .66 

66. .. 

68 

70 

72 



For IJ^" Thick, Plain Rail Windows, deduct 12%. 
For iVs' Check Rail Windows, deduct 10%. 
Lists on bars cover material and machining only. 



.62 
.64 
.66 



.50 
.51 
.53 



(.55 
.61 
.66 



.70 

.75 
.77 



.80 
.81 
.84 



Glass 



$0,185 

.205 
.215 



.23 

.245 

.25 



.255 

,26 

.27 



.68 


.68 


.54 


.86 


.275 


.70 


.70 


.56 


.89 


.28 


.72 


.72 


.57 


.90 


.29 


.74 


.74 


.59 


.92 


.295 



Extras, 

Windows 

and Sash 

79 



Door Lists. 

Panel and . 

Cupboard, 

Pine 

87 ' 



K. D. Sash Parts 

4 Light Check Ran Windows, l^^" Thick 

(Machined and Moulded — Standard Sticking) 

Stiles not over 2^$'' wide overall, not over 2" face. 

Top Rail not over 2^^" wide overall, not over 2" face. 

Check Rail not over l^g* high overall, not over i^fe" between glass. 

Bottom Rail not over S^/iq" wide overall, not over 3}/^" face. 

Bar not over 1 Ji" wide overall, not over J^" face. 

List Per Piece 



Sash Door 



Pine 
93 



Side Lights, I 

Toilet and 

Blind Doors ' 

Pins 



Extras, 







Bai 


not over 


IH' 








Doors J 






overall, not over 






Bottom 


147 m 


Glass 


Stiles 


H' 


between glass 


Top Rail 


Check Rail 


Rail 




9 


$0.12 




$0.08 




$0.18 


$0.15 


$0.23 




10 


13 




.09 




.19 


.16 


.25 


_&.>nhinati»ll 


12 


14 




.09 




.21 


.17 


.28 


H Doors and '1 

m Extras 1 
IBl 


14 


15 




.10 




.23 


.19 


.31 


15 


15 




.10 




.26 


.21 


.32 


^9ar 


16 


16 




.11 




.27 


.22 


.35 


c"^^ 


18 


17 




.11 




.29 


.23 


.37 


Window 1 
Screens 
183 i 


20 


18 




.12 




.34 


.26 


.43 


22 


19 




.13 




.37 


.30 


.47 


24 


20 




.13 




.45 


.36 


.55 




26 


21 




.14 




.52 


.42 


.66 


Venes 


28 


22 




.15 




.60 


.48 


.75 


Dooil 


30 


23 




.15 




.64 


.51 


.80 


and Ext( i 
197 


32 


26 




.17 










34 


27 




.17 










^-^xwifMli 


36 


28 




.18 










nustiDoOT 


38 


29 




.19 










lists Bid 


40 


31 




.20 










Extras 


42 


34 




.21 










223 
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=»<»- 



K. D. Sash Parts 
4 Ught Check Rail Windows, IH" Thick— Continued 

List Per Piece 



GlaM 


Stiles 


Bar not over 1J4' 

overall; not over Bottom 

K" between glass Top Rail Check Rail Rail 


44 

46 

48 


36 

37 

41 


.22 

.23 

.26 












50 

52 

54..... 


45 

,49 

52 


.28 
.31 

.33 












56 

58 

60 


.56 

60 

62 


.35 
.36 
.37 












62 

64 

66 


64 

66 

68 


.38 
.39 
.39 












68 

70 

72 


70 

72 

74 


.41 
.42 
.42 













For IK" Thick Plain Rail Windows, deduct 12%. 
For iVs" Thick Check Rail Windows, deduct 10%. 
Lists on bars cover material and machining only. 



K. D. Sash Parts 
8 Light Check RaH Windows, l^^" Thick 

(Machined and Moulded — Standard Sticking) 

Stiles not over 2^6* wide overall, not over 2" face. 

Top Rail not over l^f-lg" wide overall, not over 1^" face. 

Check Rail not over l^fg" high overall, not over i^g" between glass. 

Bottom Rail not over S^g" wide overall, not over 3" face. 

Vertical Bar not over IJ^" wide overall, not over J^^ face. 

Horizontal Bars not over %" wide overall, not over %" face. 

List Per Piece 

Stiles Vertical Bar, 
2 Lights 2 Lights Top Check Bottom 

Glass High High Rail Rail Rail 

^S, 

ac] 
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Horizontal 

Bar, 1 Light 

Wide 



7 


.... $0,115 


10.12 


$0.15 


$0,13 


$0.21 


fO.035 


8 


165 


.12 


.17 


.14 


.22 


.04 


9 


175 


.12 


.18 


.15 


.23 


.04 


10 


185 


.13 


.19 


.16 


.25 


.04 


12 


205 


.14 


.21 


.17 


.28 


.045 


13 


215 


.15 


.22 


.18 


.29 


.05 


14 


.225 


.16 


.23 


,19 


.31 


.05 


15 


235 


.16 


.26 


.21 


.32 


.055 


16 


265 


.18 


.27 


.22 


.35 


.055 


18 


285 


.19 


.29 


.23 


.37 


.065 


20 


315 


.21 


.34 


,26 


.43 


.07 


22 


365 


.23 


.37 


,30 


.47 


.075 


24 


415 


.27 


.45 


,36 


,55 


.075 


26 


495 


.32 


.52 


.42 


.66 


.075 


28 


565 


.36 


.60 


.48 


,75 


.085 


30 


625 


.38 


.64 


.51 


.80 


.085 


For 13^" 


Thick Plain Rail Windows, 


deduct 12%. 








For 11^" 


Thick Check Rail Windows 


, deduct 10%. 








Lists on 


bars cover material and machining only. 









Ai 
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K. D. Sash Parts 

12 Light Check RaU Windows, 1%'' Thick 

(Machined and Moulded — Standard Sticking) 

Stiles not over 2%' wide overall, not over 2'^ face. 

Top Rail not over V^^" wide overall, not over IJ^" face. 

Check Rail not over l^e'' high overall, not over l^g" between glass. 

Bottom Rail not over S^e" wide overall, not over 3" face. 

Vertical Bars not over %" wide overall, not over %" face. 

Horizontal Bars not over ^g' wide overall, not over %" face. 











List Per Piece 




Glass 


Stiles Vertical Bars, 
2 Lights 2 Lights 
High High 


Top 
Rail 


Horizontal 
Check Bottom Bars, 1 Light 
RaU Rail Wide 




6 

7 

8 


... $0,145 $0.06 

.155 .065 

165 .07 


$0.17 
.19 
.21 


$0.14 $0.22 $0,035 
.16 .25 .035 
.17 .28 .04 
.18 .30 .04 
.195 .33 .04 
.22 .37 .045 
.23 .37 .045 
.25 .39 .05 
.29 .43 .05 


Extras, 

and Sash 
79 


9 

10 

11 


175 .085 

185 .09 

195 .095 


.22 

.24 
.26 


DoorLhls. 

Panel ami 

Cupboard. 

Pine 

87 ' 

if 


12 

13 

14 


205 .095 

215 .10 

225 .10 


.29 

.31 
.36 


15 

16 

18 


235 .11 

265 .115 

.285 .12 


.37 
.45 
.56 




30 .48 .055 
36 .55 .055 
45 .71 .065 


Sash Door . 
Lists 
Pine 
93 

SideLighls, 


20 

22 

24 


315 .13 

365 .145 

415 .15 


.64 
.70 
.76 




51 .81 .07 
56 .86 .075 
61 .94 .075 


Heavy Bars 

Not over ji" wide overall, not over 5^" between 


gla 


ss, for 12 Light Windows. 

Bars, 1 Light 
Wide 


Blind Ooofs 
Pine 

%4 






Vertical Bars, 

2 Lights 

High 






Extras, 
Pine 
Doors 
w 


6 

7 

8 




$0.07 

.075 
.08 


$0,045 
.045 
.05 


' 'coinbtitatkMi 


9 

10 

11 




.095 

.10 

.105 


.05 
.05 
,055 


Doors and 
Extras ' 
161 


12 

13 

14 




.115 

.12 

.12 


.065 

.07 

.07 


Window 
Screens 


15 

16 

18 




.13 

.135 

.14 


.075 
.075 
.075 


183 

Venee( 
Doorliv 

and Exti 
19? 


20 

22 

24 




.15 

.165 

.18 


.09 

.095 

.105 


For 13^« 
For l}4' 
Lists on 


Thick Plai 
Thick Che 
bars cover 


\n 
m 


Rail Windows, deduct 12%. 
: Rail Windows, deduct 10%. 
aterial and machining only. 




1 


Ira FlusliDa 
lists BM 
Extras 
12- 
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s( STANDARD LISTS 1936 )- 



11 



K. D. Storm Sash Parts 
2 Light Storm Sash, U/g" Thick 

(Machined and Moulded — Standard Sticking) 

Stiles not over 25^6*^ wide overall, not over 2" face. 
Top Rail not over 2^^'' wide overall, not over 2" face. 
Cross Bar not over 134" wide overall, not over %" face. 
Bottom Rail not over 4^]/{e^'' wide overall, not over 4J^' face. 

List Per Piece 

Vertical Bar For 

2 Light. Cut 4 

Stiles Light, Not over 

Per Single H' Wide overall, 

ClaM Stile 2 Top Cross Not over H' Face. 

SIm Lights High Rail Rail Bottom Rail Per Bar 

12 $0,315 $0.14 $0.09 $0.25 $0,065 

14 335 .15 .10 .27 .07 

16 355 .U ai ^29 ^075 

18 375 .17 .11 .31 .075 

20 39 .18 .12 .34 .09 

22 .41 ,19 03 ^36 ^095 

24 .44 .20 .13 .38 .105 

26 46 .21 .14 .40 .105 

28 48 ^22 OS A2 .JJ_ 

30 51 .23 .15 .44 .115 

32 57 .26 .17 .49 .125 

34 60 ^7 OT ^51 .U_ 

36 62 .28 .18 .54 .135 

38 66 .29 .19 .56 .135 

40 705 ^1 ^20 ^60 a5_ 

42 735 .34 .21 .63 .15 

44 .765 .36 .22 .65 .16 

46 795 ^37 .23 .67 Al_ 

48. ... 825 .41 .26 .79 .185 

50 96 .45 .28 .88 .205 

52 1.03 ^9 ^31 ^94 ^215 

54 1.09 .52 .33 1.00 .23 

56 1.17 .56 .35 1.07 .245 

58 1.25 ^60 .36 1.10 ^25_ 

60 1.29 .62 .37 1.13 .255 

62 1.33 .64 .38 1.16 .26 

64 1.37 ^66 .39 1.20 ^ 

66 1.41 .68 .39 1.23 .275 

68 1.45 .70 .41 1.26 .28 

70 1.49 .72 .42 1.29 .29 

72 1.53 .74 .42 1.32 .295 

Lists on bars cover material and machining only. 

For 5" face bottom rail not over 5^6 *" wide overall, add $0.02 per lineal foot for length 
of rail, length to be figured at the full foot. Example: If rail is 2-2, 2-4, 2-6, 
2-8 or 2-10 long, figure 3 feet, if over 3 foot and up to and including 3-10 figure 
4 feet, etc. 
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K. D. Storm Sash Parts 

4 Light Storm Sash, 13^" Thick 

(Machined and Moulded — Standard Sticking) 

Stiles not over 2§^6' wide overall, not over 2*' face. 

Top Rail not over 2^^" wide overall, not over 2' face. 

Vertical and Cross Bars not over IJ^*' wide overall, not over J/^" face. 

Bottom Rail not over 41^6* wide overall, not over 4J^' face. 

List Per Piece 



Stiles 
Per Single 
StUe2 
Clau Lights High Top Rail 



Vertical 
Bar 



Cross 
Rail 



Bottom 
RaU 



9 


$0.26 


$0.18 


$0,085 $0 


.12 


$0.33 


10 


28 


.19 


.09 


.12 


.35 


12 


315 


.21 


.09 


.13 


.39 


14 


335 


.23 


.10 


.15 


.43 


15 


345 


.26 


.10 


.15 


.45 


16 


355 


.27 


.11 


.17 


.49 


18 


375 


.29 


.11 


.Ifi 


t .54 


20 


39 


.34 


.13 


.20 .62 


22 


41 


.37 


.14 


.22 .66 


24 


44 


.45 


.14 


.26 .80 


26 


46 


.52 


.14 


.30 .95 


28 


48 


.60 


.15 


.33 1.08 


30 


51 


.64 


.15 


.38 1.14 


32 


57 




.17 






34 


60 




.17 






36 


62 




.18 






38 


66 




.19 






40 


705 




.20 






42 


735 




.21 






44 


765 




.22 






46... 


795 




.23 






4« 


825 




.26 






50 


96 




.28 






52 


1.03 




.31 






54 


1.09 




.33 






56 


1.17 




.35 






58 


1.25 




.36 






60 


1.29 




.37 






62 


1.33 




.38 






64 


1.37 




.39 






66 


1.41 




.39 






68 


1.45 




.41 






70 


1.49 




.42 






72... 


1.53 




.42 







Lists on bars cover material and machining only. 

For 5' face bottom rail not over 5^e* wide overall, add $0.02 per lineal foot for 
length of rail, length to be figured at the full foot. Example, If rail is 2-2,, 2-4, 
2-6, 2-8 or 2-10 long, figure 3 feet, if over 3 foot and up to and including 3-10, 
figure 4 feet, etc. 
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Extras, 
Windows 
andS? 

r 



Panel and 
Cupboard, 

Pine 

8] 



Sash Door 
Lists 
Pine 
S3 



Side Lights, 
Toilet and 
Blind Door 

Pine 

139 

Extras, 



147 



Doors and 
Extfas 
181 



Screens 



Door Lists 

and Extras 

197 



Extns 
iirii ^^ 

L 



=( STANDARD LISTS 1936 >= 



List of Lineal Moulded Sash Stock 

Per 100 Lineal Feet 

IK' Thick 1^' Thick IJi'' Thick 

Ke'Gl. Rabt. ^e^GLRabt. 34" Gl. Rabt. 

List List List 

Muntin Ke" Bet. Gl $1.50 $2.00 $2.25 

Muntin W Bet. GL 1.50 2.00 2.25 

Muntin W Bet. Gl 1.50 2^00 3^ 

Muntin V{^' Bet. Gl 1.50 2.00 3.40 

Muntin H" Bet. GL 1.90 2.25 3.40 

Muntin ys" Bet. Gl 2.15 2^50 3/75 

Mull or Bar %" Bet. Gl 2.35 2.75 4.25 

Mull or Bar isfg' Bet. Gl 2.75 3.00 4.25 

Mull or Bar ]// Bet. Gl 2.75 3^00 4.25 

Mull or Bar 1" Bet. GL. 2.90 3.75 4.80 

Mull or Bar 13^ ' Bet. Gl 2.90 3.75 5.10 

StOes or Rails 1^" to GL 3.30 4J0O 5^ 

StUes or Rails IW to Gl 3.30 4.00 5.90 

Stiles or RaUsl^" to Gl 3.75 4.50 6.20 

Stiles or Rails 2" to Gl 4.15 5^00 6.90 

Stiles or Rails 23^" to Gl 4.30 5.25 7.30 

Stiles or Rails 2M" to Gl 4.55 5.50 7.55 

Stiles or Rails 2^" to Gl 4.95 6^00 8^ 

Stiles or Rails 2^" to Gl 5.35 6.50 8.95 

Stiles or Rails 3" to Gl 5.80 7.00 9.65 

StUes or Rails 3^'^ to Gl 6.20 7^50 10.30 

Stiles or Rails 33^ " to Gl 6.60 8.00 11.00 

Stiles or Rails 3^" to Gl 7.45 9.00 12.40 

Stiles or Rails 4 to Gl 7.85 9^60 13.05 

Stiles or Rails 4^ " to Gl 8.25 10.00 13.75 

Stiles or Rails 4}4" to Gl 8.70 10.50 14.45 

Stiles or Rails 4H" to Gl 9.10 11.00 15.15 

Stiles or Rails 5" to Gl 9.90 12.00 16.50 

Check Rails 1^*' to IW thick for 13^" windows for %" or ^i" Parting Strip $3.60 

Check Rails IM" to IW thick for lii" windows for %" or J^*' Parting Strip 4,00 

Check Rails 1^" to IW thick for IW windows for Vs" or W Parting Strip 4.00 

Check Rails lU" to 1^" thick for 1%" windows for Ys" or }4" Parting Strip 4.75 

Check Rails IW to 1^" thick for 1^ windows for %" or W Parting Strip 5.50 

Check Rails 1^" to IW thick for 1%" windows for W or H" Parting Strip 6.55 
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==( STANDARD LISTS 1936)== 

Windows 

With Divided Lights In Top Sash 



A 



P 



A 



£ 



A 




dX° 



Extras, 

Windows 

and Sash 

79 



Door Lisb, 

Panel and 

Cupboard, ' 

Pine 

87 ' 



Sash Door 
Lists 
Pine 



Side lights. 
Toilet and 
Blind Doors ^ 



Extras, 
Pins 
Doors 
147 



For windows or sash made with divided lights similar to the above, add to proper 
two light window or one light sash list as follows: 

"A" lights Rule 10 Sections A-B or C 

"B" lights Rule 10 Section E 

"C" lights Rule 10 Section G 

"D" Ughts Rule 10 Section E 

For above rules see page 80. 



Combirt 
Doors and 
Extras 
161 



Window 

Screens 

183 



Veneered 

Door lists 

and Extras , 

197 



Flush Door 
Lists BRd 

Extras 

»3 
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=(STAKDARD LISTS 1916)= 

Windows 

With Divided Lights In Top Sash 



1 

- tif 




a 



M 



o 



TJZl 





O P 

For windows or sash made with divided lights similar to above, add to proper two- 
light window or one light sash list as follows: 

"D" lights. . , Rule 10 Section E 

"F" lights Rule 10 Section F 

"G" lights Rule 10 Section G 

"H" lights Rule 10 Sections A-B or C 

"I" lights. Rule 10 Sections A-plus D 

For above rules see page 80. f 
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Windows and Sash 

With Divided Lights 





17 



18 





59 



} 


_JL_ 


8 


zn 



|— 


' 1 


n 


E 


FN 


= 






60 



61 



65 



For windows or sash made with divided lights similar to above, add to proper two 
light window or one light sash list as follows: 



"A" 
"B" 

"H" 



lights Rule 10 Sections A-B or C 

lights Rule 10 Section E 

lights Rule 10 Section G 

lights Rule 10 Section E 

lights Rule 10 Section F 

lights Rule 10 Section G 

Hghts Rule 10 Sections A-B or C 

lights Rule 10 Sections A plus D 

lights Rule 10 Section I 

lights Rule 10 Section J 

Bars Rule 10 Section H-4 



For above rules see page 80. 



Extras, 

Windows 

and Sash 

79 



Door Lists, 

Panel and 

Cupboard, 

Pine 

87 ' 



Sash Door 
Lists 
Pine 



Side Ligfals, 
Toilet and 
Blind Doors ' 



Extras, 
Pine 
Ooofs 
Ml 



Doors and 
Extras 



Window 
Screens 



Venef 
DoorL 
and Extras 

Flush Door 

Lists BBd 

Extras 



223 
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3<... 



Transoms and Sash 

Segment, Circle and Gothic Top 



L 




70 






72Ji 






For transoms or sash made as above add to proper transom or sash list as follows: 

No. 69 Segment out Square in Rule 16 Section C 

No. 70 Segment out and in Rule 16 Section C 

No. 71 Circle out and in. Rule 16 Section A 

No. 72 Circle out and in Rule 16 Section A 

No. 723^ Left hand quarter circle. . Rule 16 Section K 

No. 73 Circle out and in Rule 16 Section A 

No. 74 Gothic head Rule 16 Section D 

No. 75 Gothic head Rule 16 Section D 

For divided lights add as follows; 

"J" lights Rule 10 Section E 

"L" lights .Rule 10 Sections A plus D > 

"M" lights Rule 10 Section H-2 ( 

"N" hghts Rule 10 Section H-1 

For"above rules see pages 80 and 83. 
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Windows and Sash 

Gothic, Peak Head, Half Circle and Circle 




Extras, 

Windows 

andSd-' 

7^ 



fr Door Lists, 
: Panel and 
Cupboard, 
Pine 
87 ' 



Sash Door 
Lists 
Pine 
93 



Side Ligdts. 
Toilet and 
Blind Doors ] 

Pins 

139 

Extras, 
Pine 
Doors 
!47 



8a 84 85 

For windows or sash made as above add to proper window or sash list as follows: 

No. 76 Gothic head Rule 16 Section D 

No. 77 Gothic head Rule 16 Section D 

No. 78 Peak head Rule 16 Section E 

No. 79 Peak head Rule 16 Section E 

No. 80 Gothic head Rule 16 Section D 

No. 81 Circle top Rule 16 Section A 

No. 82 Circle top Rule 16 Section A 

No. 83 Peak head Rule 16 Section E 

No. 84 Full circle Rule 16 Section G 

No. 85 Half circle Rule 16 Section A 

For divided lights add as follows: 

"A" lights. .Rule 10 Sections A-B or C "O" lights Rule 10 Section E 

"D" lights. .Rule 10 Section E "P" lights Rule 10 Section H-1 

"M" lights. .Rule 10 Section H-2 "S" lights Rule 10 Section I 

"N" lights. .Rule 10 Section H-l 

For above rules see pages 80 and 83. 
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Doors and 
Extras 
1EI 




Flusli Door 

Lists aid 

Extras 

m 



J 



••^= 



:( STANDARD LISTS 193d ) i« ^ 

Sash 

Half Circle, Quarter Circle, Peak Head, Eyebrow, and Oval 






90 

For Sash made as above add to proper sash list as follows: 

No. 86 Half Circle Rule 16 Section A 

No. 87 Left hand Quarter Circle Rule 16 Section K 

No. 88 Peak head Rule 16 Section E 

No. 89 Eyebrow Rule 16 Section J 

No. 90 Oval Rule 16 Section G 

For divided lights add as follows: 

"P" lights Rule 10 Section H-1 

"R" lights Rule 10 Section H-2 

"S" lights. Rule 10 Section I 

For above rules see pages 80 and 83. 
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Windows 

Circle and Segment Top 




Fig. 1 

Circle inside and outside. Radius one 
half width of sash. 



Fig. 2 

Circle outside. Square inside. Radius one- 
half width of sash less width of one stile. 



Extras, 
Windows 
andS?' 

r 



Door Lists, 

Panel and 

Cupboard, ^ 

Pine 

87 ' 





Fig. 3 

Segment inside and outside. Radius 
width of sash. 



Fig. 4 

Segment outside square inside. Radius 
width of sash less width of one stile. 



Sash Door 
Lists 
Pine 
93 



Extras, 
Pine 
Doors 
147 



Doors and 
Extras 
161 



For segment, circle or Gothic windows always give radius if not as above. If 
not given it will be understood that the regular radius as indicated above will apply. 

For windows made as above add to proper window list as follows: 

Fig. 1 Rule 16 Section A 

Fig. 2 Rule 16 Section B 

Fig. 3 Rule 16 Section C 

Fig. 4 Rule 16 Section C 

For above rules see page 83. 



Window 

Screens 

183 



Venae I 
Door Li; 

and Exti 
197 



Extras 
223 
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Rules for Sash Extras 

These List Extras apply to the open and glazed lists and cover the listing of items 
not otherwise provided for, with standard sticking. For any type of sticking re- 
quiring special knives, an extra charge will be made. 

For smaller than Hsted and intermediate sizes, use same list as next larger listed 



Rule 1 



Windows Larger Than Listed Sizes 



(A) — 1/^" open windows wider than listed sizes, use list of widest 
listed size of a similar window of same height, and add for each 
additional two inches or fraction thereof in width 

(B) — 1%" open windows higher than listed sizes, use list of highest 

-^ listed size of a similar window of same width, and add for each ad- 
ditional four inches or fraction thereof in height y- 

(C)^For IM" and thicker add extra per Rule 6. 

(D) — Glazed windows figure open as above and add for glass and glazing. 



Open List 
is^'^ Thick 

$0.15 List 



.15 List 



Rule 2 Single Sash Not Listed 

(A) — ^To make single sash list of any 13^" 1 light open sash with stand- 
ard layout (not over 2^f6" Stiles and Top Rail, not over S^e" 
Bottom Rail overall) and not listed or otherwise provided for, 
figure the distance around the opening, (outside measure) at 

per lineal inch 

At the above basis, no sash to be figured at less than 

(B) — For wood parts larger than a standard layout see Rule 3. 

(C) — For divided lights in above sash, add for such lights as per Rule 10, 

(D) — For IJ^" and thicker add extra per Rule 6. 

(E) — Glazed sash figure open as above and add for glass and glazing. 



Rule 3 



Wide Stiles, Rails or Bars 



Open 

13^" Thick 



.02 List 



(A) — All list prices are based on standard layout shown. 
Stiles, top and bottom rail wider than standard 
layout, 1?^" thick, add for each additional j^" ^r 
fraction thereof of parts affected, per Hneal foot . . 
Note: Footage to be figured for full opening 
height and/or width, and if a fractional width or 
height, use the next full foot, see example Section ^T 

(B) — Check rails, higher than l^e" and not higher than 
IJ^" for 1^" windows, add per lineal foot for 
each check rail 

(C)— Check rails, not higher than I'^M^''^ for 1^" windows, 
permitted without extra charge. 

(D)— Check rails, 2 or 2}4" high for IW windows, add 

per lineal foot for each check rail 06 last 

(E) — Bars and muntins, wider than standard layouts, 
1%" thick, add for each additional M" or part 
thereof, for each bar or muntin, per lineal foot .... 

(F) — (Method of application for Rules A to E inclusive). 
Footage in all cases of fractional widths and/or 
heights to be figured at the next full foot, 

(Example) 10x12-12 light l%" check rail open 
with 2}4" stiles and top rail, 1^^" high check rail, 
3Ji" bottom rail, 1" bars, over all measurements. 



.01 List 
.75 List 



Glazed 
13^^^ Thick 



$0.01 List $0.01 M List 



.01 List 



.023^ List 



.073^ List 
I 

.0134 List 
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Rules for Sash Extras — Continued 

Use 12 light list with %* bars and add as follows: 

Opening 2-103^x4-6 

2 Stiles 4-6 figure 5 ft. 10 ft. @ $0.01 $0.10 

1 Top Rail 2-103^ figure 3 ft. 3 ft. @ .01 .03 

2 Check Rails 2-103^ figure. . . 3 ft. 6 ft. @ .02 .12 

1 Bottom Rail 2-10^ figure. . 3 ft. 3 ft. @ .02 .06 

2 Bars 2-103^ figure 3 ft. 6 ft. @ .02 .12 

2 Bars 4-6 figure 5 ft. 10 ft. @ .02 .20 

$0.63 



X 



Rule 4 



13/g" Plain and Check Rail Windows 



and/or Sash 



(A) — 13^" Plain Rail Windows and sash in sizes not 
listed, use 1^" check rail window or sash list for 
same sizes, and deduct of the open list 

(B) — 13^* check rail windows in sizes not listed, use 
1%'^ check rail list for same size and deduct of the 
open list 



Open 
1?^" Thick 



Glazed 
1^" Thick 



12% 



10% 



15% 



123^% 



- Door Lists, 



Rule 5 IVs" Plain RaU Windows 

Use 1 ^' check rail window list. 



Rule 6 

(A)-13 



Thicker Than IVg'' 



windows and sash unless otherwise 



vided for, add to the 1%" 
list 



list, of the 



pro- 
open 



(B) — 2" or 23^" windows and sash unless otherwise pro- 
vided for, add to the 1^" list, of the 1 J^" open list. 
(This includes 2" or 2^" high check rail) 

(C) — 23^*^ or 2^" windows and sash, unless otherwise 
provided for, add to the 1^" list, of the 1%" open 
list. (This includes 23^" or 2 Ji" high check rail). . . . 

NOTE THAT THE PERCENTAGE ADDI 
TIONS ARE OF THE 1^" OPEN LIST AND 
ARE TO BE ADDED TO THE 1%" OPEN 
LIST OR GLAZED LIST. 



Rule 7 Cottage Style Windows 

(A) — Cottage style windows (with top and bottom 
h'ghts different heights) not listed, add together one- 
half of the list of windows of the same width con- 
taining the same or next larger glass size for both 
bottom and top sash and add 



40%^ 
185% 
260% 



50% 
230% 

325% 



.10 List $0,13 List 




Rule a 



Half Windows 



Half windows (either bottom or top sash) use half 
the list of a similar full window and add 
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.13 List 
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Rules for Sash Extras — Continued 



Rule 9 Storm Sash 

(A) — IH" storm sash set up with stiles not over 2%' 
wide overall and bottom rail not over 41)4'6" wide 
overall, use the list of a l%" check rail window 
with an equal number of lights of same size. 
(B) — For storm sash 4 light, when made with vertical 
slip bar coped only, rails not mortised, bored or 

franked, deduct from total list per sash 

For storm sash 4 light, when made with vertical 
bar coped with stub tenon, rails franked, bored or 

mortised, deduct from total list per sash 

(C) — IJ^" storm sash add of the corresponding 1%" 

window list, to the open or glazed lists 

(D) — For stiles and /or rails wider than standard width, 
(as shown in Rule 9, Section A), add as per Rule 
3, Section A. 
(E) — For bars wider than standard width, add as per 

Rule 3, Section E. 

(F) — Ventilators in storm sash, add as follows: 

(1) — Cutting or boring vent opening in rails 

per vent •Oft List 

(2) — Furnishing vent cover loose, per cover .12 List 

(3) — Furnishing vent cover attached to sash, 
including cutting or boring of vent open- 
ing, per each vent . %30 List 

(G)-(l) — Swinging lights in storm sash including 

hardware 1*85 List 

(2) — Swinging lights in storm sash, no hardware . . 1.05 List 

(H) — For list on K- D. storm sash see page 68. 



Open 
1^' Thick 


Glazed 
1^'' Thick 


$0.10 List 


$0.10 List 


.05 List 


.05 List 


20% 


25% 



.08 List 
.15 List 

.38 List 

2.30 List 
1.30 List 



I 



Rule 10 Divided Lights 

Add to the list of a similar 2 light window 

storm sash or 1 light sash, for each divided light 

follows: 

Note: These extras cover bars not over %'^ 

between glass, %" overall. For wider bars _ 

add extra per Rule 3 -(E). 

(A) — Rectangular lights except marginal up to and 
including lights 16" high 

(B) — Rectangular lights except marginal over 16" 
high and up to and including lights 30" high. . . 

(C) — Rectangular lights except marginal, for 
lights over 30" high. 

(D) — Marginal lights if formed with vertical and 
horizontal bars (see sash No. 60, page 73) 
add to the rectangular light basis. 

(E) — Lights not rectangular, but formed by 
straight bars on all sides, (see Window De- 
sign "P", page 72) diamond lights, except 
suspended diamond lights 

(F) — Long irregular shaped lights similar to lights 
shown in Top Sash of Window No. 17, page 73 

(G) — For suspended diamond lights similar to long 
lights in Top Sash of Window No. 18, page 73 
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or 
as 
Open List Glazed List 

Per Light Per Light 

$0.07 $0.09 $0.12 $0.15 

.10 .13 ,17 .21 

.14 .17 .24 .28 

f 

.02 .021^ .03 .04 

.60 .65 .90 1.00 

.65 .70 1.00 1.10 
.90 .95 1.35 1.45 
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Rules for Sash Extras — Continued 

open List Glazed List 

(H) — (1)-Light8 formed by curved bars, J^* circle Per Light Per Light 

or smaller, (see Design No. 84, page 75) ~ ' 

add per bar $1,30 $1.35 $1.95 $2.05 

&)~r2 circle, (see Design No. 86, page 76) 

add per bar 2.60 2.65 3.90 4.00 

(3)— Full circle, add per light 5.25 5.30 7.90 8.00 

(4)-Lights formed by serpentine bars, (see 

Design No. 59, page 73) add for each ser- 
pentine bar 4.00 4.50 5.00 5.65 

And for the other lights, add per Section I. 
(I) — Lights formed by straight and curved bars 
or rails, (see Design No. 86, page 76) add in 
addition to curved bar extra per Section H, 

per light 0.75 0.80 1.00 1.10 

(J) — Suspended circle lights, (see Design No. 65, 

page 73) add for all other divided lights per 

Section I and for each suspended circle light, 

add per Hght 6.60 6.65 9.90 10.00 

(K)— Half Circle Block or Hub (see Design No. 72, 

page 74) 50 .60 .65 .75 

(L) — Windows or sash with oak dividing bars, use 

the list of a similar 2 light window or 1 light 

sash, add for lights as above, then to the total 

extra for Hghts, add 200% 

(M) — For 2 or 2)4" thickness. Sections A to L add 

of the open IJ^" basis 75% 95% 

(N)— For 2%" thickness add to the lYs" basis 85% 105% 

(O) — Sunk Bars — Sash with bars thinner than stiles 

and rails, add per Hght .20 .20 .25 .25 

Rule 11 Stops and Beads 

For regular stock stops or beads around square 

Hghts in windows or sash not over 23^'' thick, add as 

follows: Open Glazed 

(A) — Rectangular lights having 5 lineal feet or less of 

beads around light opening $0.15 List $0.15 List 

No light to be figured at less than $0.15 Hst. 
(B) — Rectangular lights containing over 5 lineal feet of 

beads around light opening, at per lineal foot .03 List ,03 List 

Footage to be figured at the next full foot. 

(Example) A light 28x28 would have 93^ Hneal 

feet, this woidd be figured 10 lineal feet. 
(C) — For curved stops or beads add per Hght as follows: 

(l)-Quarter Circle 90 List 1.10 List 

(2)-Half Circle 1.80 List 2.15 List 

(3)-Full Circle 3.60 List 4.35 List 

(D) — For stops in Hghts formed by straight and curved 

bars .90 List 1.10 List 

(E) — For irregular shaped lights including diamond 

lights at per Hneal foot .05 List .05 List 

No Hght to be figured at less than $0.25 Hst. 
(F) — Rabbeting sash for stops and beads, but no beads 

furnished, add for each sash rabbeted ,05 List .06 List 

Minimum charge on any one order .25 List .30 List 

Note : Where deep rabbet or beads make necessary the use of wider stiles and rails, 
add in addition to above for such wider stiles and rails, per Rule 3. 
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Sash Door 
Lists 
Pine 
93 



Side Lights, 
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Pine 

139 

Extras, 
Pine 
Doofs 
147 



Combination-* 
Doors and 

Extras 

161 



Window 

Screens 

183 

Veneerf; 

Door Lis 5 

and Extf. 
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Rules for Sash Extras — Continued 
Rule 12 O. G. Lugs Open 

(A) — For windows with O. G. lugs shaped on stiles, add 

for each pair of lugs IW $0.20 List 

\M" 25 List 

234" 35 List 

(B)— Removing sash sticking on that portion of stile 
which projects beyond check rail on extended lug 
stiles, add for each sash ,10 List 

Rule 13 Rabbeting Stiles and Rails 

(A) — For rabbeting rails other than check rails including 

shaping ends of stiles to match, add per rail .20 List 

(B) — For rabbeting outside edge of stiles, add for each 

edge rabbeted .10 List 

(C) — For rabbeting meeting stiles of casement, cup- 
board or other sash in pairs either rabbeted plain 

or rabbeted and beaded, add extra per pair .35 List 

This includes extra for wide meeting stiles to permit 
of rabbeting. 

(D) — For sash made with wide meeting stiles to permit 
of rabbeting, but not rabbeted, add for each 34' 
wider, per lineal foot per stile, l%" thick sash. ... .01 List 

(E) — Rabbeting sash for plate or other thick glass, add 

for each sash rabbeted. . .05 List 

Note; 

(F) — Minimum charge under this (Rule 13 Sections A to 

E) for any one type of rabbeting on one order, . . . 1.00 List 

This includes extra for wide meeting stiles. 

For any type of rabbeting equiring special knives 

or more than one machine operation, an extra 

charge will be made. 
(G)-(l) — Rabbeting check rails for angle irons, no angle 

irons furnished, add per corner .70 List 

(2) — If angle irons 3^x3^ or J<x2x2 are furnished 
and attached, add in addition to the above, 
per corner .10 List 

(3) — If angle irons 3^xJ^ or 1x4x4 are furnished and 
attached, add extra to the charge under G-1, 
per corner .16 List 

(4) — If angle irons }i^M or 1x6x6 are furnished and 
attached, add extra to the charge under G-1, 
per corner .25 List 

Rule 14 Water Drips 

(A) — For bottom rail and stiles grooved to receive stock 

pattern water drip, add. . .20 List 

Minimum charge on any single order 1.00 List 

(B) — For furnishing stock pattern water drip loose, not 
over Mxl/€» fc^r each lineal foot or fraction there- 
of, add 06 List 

Minimum charge per sash .20 List 

(C)— For water drip nailed on, add per sash in addition 

to above .25 List 

(D) — For setting water drips in white lead, add in ad- 
dition to anove .16 List 

Rule 15 Sash Blind Mortised 

For blind mortising sash, add per single sash .07 List 
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Glazed 



$0.25 List 
.30 List 
.45 List 



.13 List 

.25 List 
.13 List 

.45 List 

.01 }i List 
.06 List 

1.25 List 



.90 List 


.13 List 


.20 List 


.30 List 


.25 List 
1.25 List 


.073^ List 
.25 List 


.30 List 


.20 List 



.09 List 



. 
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Rules for Sash Extras — Continued 



Rule 16 Odd Heads or Odd Shaped Sash 

Add to the list of a square head window or sash 1/^" or IJ^" 

of same size as follows: Open Glazed 

(A) — Circle head in and out, 3 feet or less in width, add $5.75 List $7.50 List 
Over 3 feet, add for each additional foot or part 
thereof, to the 3 foot extra 1.00 List 1.25 List 

(B) — Circle head outside, square in, 3 feet or less in 

width, add 6.50 List 8.50 List 

Over 3 feet, add for each additional foot or part 

thereof, to the 3 foot extra 1.25 List 1.55 List 

(C) — Segment heads, 3 feet or less in width, add 2.80 List 3.65 List 

Over 3 feet, add for each additional foot or part 

thereof, to the 3 foot extra .50 List .65 List 

(D) — Gothic head in and out 3 feet or less in width, add . . 5.75 List 7.50 List 

Over 3 feet add for each additional foot or part 
thereof, to the 3 foot extra 1.00 List -1.25 List 

(E) — Peak head in and out 3 feet or less in width, add. . 2.75 List 3.60 List 

Over 3 feet, add for each additional foot or part 
thereof, to the 3 foot extra .50 List .65 List 

(F) — Sash with paneled corners at head, add in addition 

to the other extras 5.00 List 6.25 List 

(G) — Sash full circle, full elliptical or full oval, in and 
out, add to the list of a square sash of same size, 
double the list for circle head in and out, as given 
under (A) of this rule. 

(H)— Sasli full circle out, square in, add to the list of a 
square sash of same size, double the list for circle 
head out square in, as given under (B) of this rule. 

(I) — Sash diamond shaped, add to the list of a square 
sash of same size, double the list for peak head as 
given under (E) of this rule. 

(J) — Sash, kite shaped, elliptical or eyebrow figure as a 
half circle sash according to (A) or (B) of this rule 
and add 2.00 List 2.50 List 

(K) — Quarter circle windows or sash, add to a square 
head window or sash of same size; 

(l)-For qiiarter circle in and out not over 2 feet 

wide base 4.25 List 5.50 List 

Over 2 feet wide, add for each additional 

foot or part thereof to the 2 foot extra .75 List .95 List 

(2)-For quarter circle out, square in not over 2 

feet wide base 5.00 List 6.50 List 

Over 2 feet wide, add for each additional 

foot or part thereof, to the 2 foot extra 1.00 List 1.25 List 

(L)— Under Rule 16, for 2" or 2}4" thickness, add to 

extras shown 20% 20% 

(M)— Under Rule 16, for 2^4" or 2W thickness, add to 

extras shown 30% 30% 

(N) — Under Rule 16, for quantities of 10 or more of a 

size and kind, deduct from prices shown 25% 25% 



Door Lists, 

Panel and 

Cupboard, , 

Pine 

87 
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Pine 
93 
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147 
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Rules for Sash Extras — Continued 



I 



i 



Rule 17 Bent Face Windows or Sash 

(A) — For square head 1 light bent face sash, either 1 %'^ ^^pen _z 

or 1^4" thick, not over 3 feet wide, add to the list Write 

of a regular sash of same size and thickness $15.00 List for 

prices 

(B)— For odd shaped head. 1 light bent face sash, either 
1%" or 1?4" thick, not over 3 feet wide, add to the 
list of a regular sash of same size and thickness Write 

extras per Rule 16, plus 24.00 List for 

prices 

(C) — For each additional foot or fraction thereof in 

width add to the 3-0 extra 4.00 List 

(D) — For bent bars, add as per Rule 10-H. 

If straight bars, add as per Rule 10-A to G. 

(E(-(l) — For bent face open windows use double the list 
of a bent open sash of same size and kind, 
Section A. 

(2) — For odd shaped head, bent open windows, figure 
bottom sash per Section "A" and top sash per 
Section "B" of Rule 17. 

(F) — For bent sash thicker than l%" add to the above 

extras for each 3^" extra thickness or fraction thereof 25% 

Rule 18 Wedging and Glueing 

(A) — Wedging and glueing joints of stiles and rails, add 

per sash .35 List .45 List 

(B) — Wedging and white leading joints of stiles and rails, 

add per sash .35 List .45 List 

Rule 19 Dipping Tenons 

(A) — Dipping tenons in white lead or water proof glue 

one light sash, add per sash . .25 List .30 List 

(B) — Dipping tenons of bars in white lead or water 

proof glue, add per light 03 J^ List .04}^ List 

Rule 20 Triple Hung or Austral Windows^ 

3 Sash High 

(A) — Figure as one and one half double hung windows of 
total size to fill required opening, and add as per 
Rule 8, Section A. . .10 List .13 List 

(B) — Then add extra on account of extra labor sanding 

center sash .15 List .20 List 

(C) — For Austral windows, 4 sash high figure as two 
double hung windows of size to fill required open- 
ing, and add 30 List .40 List 

If stiles, top and bottom rail are wider than 
standard layout, add as per Rule 3, Section A. 
If check rails are higher than standard layout, add 
as per Rule 3, Sections B and C. 
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Rules for Sash Extras — Continued 



EXAMPLE: 



One triple hung or austral window, 3 sash high to 
fill opening 3-0x13-0, use one and one half windows 
3-0x4-6-13^. 



Per Rule 20-A. 



Per Rule 20-B. 



Open 



$1.84 


1.84 
.92 


2.76 
.10 
.15 



$3.01 



Glazed SS 



$5.90 

13^ 



5.90 
2.95 


8.85 
.13 
.20 



$9.18 



4 Sash high opening 3-0x16-0. 
Use 2 windows 3-0x4-2-13^. 



Per Rule 20-C. 



Open 



$1.80 

2 

3.60 

.30 

$3.90 



Glazed SS 



$ 5.40 

2 

10.80 

.40 

$11.20 



Door ListsJ 

Panel anifl 

Cupboard, ' 

Pine 

87 



Rule 21 Pivot Sash 

Figure as a regular sash of standard layout (if other than standard layout, add 

as per Rule 3) and add extra for rabbeting stiles $0.40 List $0.50 List 

Top Rail 20 List ,25 List 

Bottom Rail .20 List .20 List 

Total $0.80 List $1.00 List 

This does not include pivot strips. 

If pivot strips are furnished, add extra for the pivot strips per the moulding list, 
discounted at the moulding discount, and $0.40 list for rabbeting the side strips, 
discounted at the open sash discount. 



Sash Door 
Lists 
Pine 
93 



Extras, 
Pine 
Doors 
147 



Combination 

Doors and 

Extras 

161 



Veneered 

Door Lists 

and Extras 

197 
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List 

$4.95 
5.20 
5.25 



Standard Panel Door Lists 

For Designs Containing Not Over 5 Panels 

(For exceptions see Rule 6, page 147) 

Standard Types of Solid Sticking 

These lists apply to all doors not otherwise provided for, 
regardless of arrangement of panels or grade. 

Stiles and Top Rail not over 4J^" wide overall. 

Cross Rails and MuUions not over 4J^" wide overall. 

Lock Rail not over 8^" wide overall. 

Bottom Rail not over 9M" wide overall. 

Solid Raised or Solid Flat Panels not over %" thick. 

Laminated Flat Panels not over ^% thick. 

List List 

Size 1%' 1^' 

1- 8x6- $5.50 $7.05 

6-6 5.80 7.35 

6-8 5.85 7^50 

6-10 6.25 7.95 5.65 

7-0 6.30 8.10 5.70 

2- 0x 6- 6.10 7^80 5^ 

6-6 6.40 8.20 5.75 

6-8. 6.50 8.35 5.90 

6-10 6.95 8^85 6^ 

7- 0. . ... . . . . 7.05 9.00 6.35 

2- 2x6- 6.45 8.25 5.80 

6-6 6.75 8^60 6.10 

6^"8 6^5 8?75 6jI 

6-10 7.30 9.30 6.55 

7-0 ■ 7.40 9^45 6^ 

2-4x6-0 6.80 8.70 6.10 

6-4 6.95 8.90 6.30 

6- 6 7.05 9^00 6^ 

6-8 7.20 9.15 6.50 

6-10 7.65 9.70 6.90 

7-0 7.75 9^90 7^ 

2-6x6-0 7.05 9.00 6.35 

6-6 7.40 9.40 6.65 

6-8 7.50 9.55 6.80 

6-10 8^00 10.20 7120 

7-0 8.10 10.35 7.30 

7-6 ■ 8.85 11.25 .... 

8-0 9^20 11.75 TTT 

2- 8x6- 7.35 9.40 6.65 

6- 6 7.70 - 9.85 6.95 

6-8 7^85 iOs IM 

6-10 8.35 10.65 7.50 

7-0 8.45 10.80 7^ 

7r"6 9^25 11.75 TTTT 

8-0 9.65 12.30 

2-10x6- 7.65 9.85 6.90 

6-~6 SlOS 10.25 7^25 

6-8 8.15 10.45 7.35 

6-10 8.70 11.10 7^ 

7-0 8.80 11.25 7.90 

7-6 9.65 12.30 

8-0 10.05 12.80 
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Standard Panel Door Lists — Continued 



Size 


List 

1^' 


List 


List 

IVs' 


3- 0x6- 

6-6 

6- 8 


$ 7.95 

8.35 

8.50 


$10.25 
10.70 
10.85 


$7.20 
7.50 
7.65 



/ 



6-10. 
7- 0. 

7- 6. 

8- 0. 
3- 4x6- 0. 

6- 6. 



9.05 

9.20 

10.00 



11.35 
11.70 
12.75 



8.15 
8.30 



10.45 
8.60 
9.00 



13.30 
11.05 
11.50 



6- 8. 
6-10. 

7- 0. 



9.15 
9.75 
9.90 



11.70 
12.45 
12.60 



7- 6. 

8- 0. 



10.80 
11.30 



13.75 
14.30 



Note: For list on doors ?^" thick with standard layout, use M" cupboard door 
list and add extra for wider stiles and rails. 



For other than standard layouts shown, see pages 147-155. 



Thick Panels 



For doors with panels solid raised or solid flat, 
thicker than A , add as follows; 



4 Panel 
Doors 



5 Regular 5 Cross 

Panel Doors Panel Doors 



%" thick panels, add list per door . . 
13^" thick panels, add list per door. 
1 %" thick panels, add list per door . 
l^" thick panels, add list per door. 



$1.40 
2.35 
3.70 
6.10 



$1.15 
2.15 
3.25 
5.55 



$0.85 
1.75 
2.80 
4.70 



For thick panel extras on other designs, see page 150 
Moulded Extras 



4 Panel 
Doors 



5 Regular 5 Cross 

Panel Doors Panel Doors 



$0.16 



Plain Flush Mould 2 sides, not over Jixl34, 

add list per door $4.00 $4.70 $4.70 

Plain Raised Mould 2 sides, not over ^xlj^, 

add list per door 4.95 5/70 5.70 

For other Flush or Raised Moulding extras, see page 153. 

Extras For 

Wide Stiles, Rails, Munts and Panels 

(For other Extras, see pages 147-155) 1%' IH' 

Rule 5 -(A) — For stiles including top rail, wider than lay- 
outs shown add for each additional 3^" wide or 

fraction thereof . . . 

(B) — Top, cross, lock or bottom rails, wider than layouts 
shown, and not wider than 10", add for each addi- 
tional 14:" wider or fraction thereof .04 

Over lO'' wide and up to and including 11 J^", add 

for each additional 3^" or fraction thereof .05 

Wide rails over llM"* add for each additional 34" 

or fraction thereof .073^ 

(C) — For MuUions wider than layouts shown, add for each 
additional 3<i" wider or fraction thereof: 

For lengths not over I'll" .02 

For lengths over I'll" to 3'11" .053^ 

For lengths over 3'11" to 5'11^ .08 

-Solid softwood panels (not otherwise specified) wider 
than 11^", add extra for each one inch or fraction 
thereof wider . .07}^ 



(D)- 



$0.25 

.06 

.07H 
.10 



.023^ 

.08 

.12 



.07}^ 
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6 Panel Colonial Door Lists 

Standard Types of Solid Sticking 

Stiles and Top and Cross Rails not over 4^^*^ wide overall. 
Lock Rail not over 8 5^" wide overall- 
Bottom Rail not over 9^" wide overall. 
MuUions not over 4^" wide overall. 
Panels solid raised or solid flat not over %" thick. 
Laminated Flat Panels not over ffg* thick. 



Size 



List 



1- 8x6- $ 6.40 

6-6 6.70 

6-8 6.75 

6-10 71:5" 

'^- 7.20 

2- 0x 6- 7.00 

6- 6 7.30 

6-8 7.40 

6-10 7.85 

'?- 7:95" 

2- 2x6- 7.35 

6-6 7.65 

6- 8 7775" 

6-10 8.20 

7-0 8.30 

2- 4x6- 7.70 

6-4 7.85 

6- 6 7.95 

6- 8 8.10 

6-10 8.55 

7-0 8.65 

2- 6x6- . 7^95" 

6- 6 8.30 

- 6-8 8.40 

6-10 8.90 

7-0 9.00 

7- 6 9.75 

8-0 lor 

2- 8x6- 8.25 

6-6. . 8.60 

6-8 ;.....; 8.75 

6-10 9.25 

7-0 9.35 

7-6 ioasT 

8-0 10.55 

2-10x 6- 8.55 

6-6 8.95 

6-8 9.05 

6-10 ■ 9.60 

7-0 9:70" 

7-6 10.55 

8-0 10.95 

3- 0x6- \ 8.85 

6-6 9.25 

6- 8 9.40 

6-10 .:: 9.95 

7-0 10.10 



List 

$ 7.95 
8.25 
8.40 
8.85 
9.00 
8.70 



9.10 
9.25 
9.75 



9.90 
9.15 
9.50 



9.65 
10.20 
10.55 



9.60 
9.80 
9.90 



10.05 
10.60 
10.80 



9.90 
10.30 
10.45 
11.10 
11.25 
12.15 



12.65 
10.30 
10.75 



10.95 
11.55 
11.70 



12.65 
13.20 
10.75 



11.15 
11.35 
12.00 
12.15 
13.20 
13.70 



11.15 
11.60 
11.75 
12.45 
12.60 
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6 Panel Colonial Doors — Continued 

List List 

Size W IH^ 

3- 0x7- 6 $10.90 $13.65 

8-0 11.35 14.20 

3- 4x 6- 9.50 11.95 

6-6 . . . 9.90 12.40 

6-8 10.05 12.60 

6-10 10.65 13.35 

7-0 10.80 13.50 

7-6 11.70 14.65 

8-0 12.20 15.20 

NOTE: Doors under 2-0 wide are made 3 panels high and 1 panel wide. 

Eight Panel Colonial Doors 

TO ARRIVE AT A LIST FOR AN 8 PANEL DOOR, use the list of a 6 Panel 
Colonial Door of the size wanted and add $0.40 list. 

FOR LIST ON DOORS WITH MORE THAN 8 PANELS, use the list of a 
6 panel door and add $0.20 list for each panel over 6. 

For other than standard layouts shown, see pages 147-155. 

Thick Panels 

For doors with panels solid raised or solid flat, 6 Panel 8 Panel 

thicker than A% add as follows: Colonial Doors Doors 

5^*^ thick panels, add list per door $1.05 $0.80 

IJ^* thick panels, add list per door 2.05 1.60 

1^' thick panels, add list per door 3.05 2.65 

l^" thick panels, add hst per door 4.95 4.20 

For other thick panel extras, see page 150. 

Moulded Extras ColoniarOoors Dtira 

Plain Flush Mould 2 sides, not over %sl}4.'i add list 

per door $5.25 $6.35 

Plain Raised Mould 2 sides, not over M^l?^, add list 

per door • • 6.70 8.15 

Plain Flush Mould 1/S C and B sticking 1/S, add list per 

door 2.85 3.40 

Plain Raised Mould 1/S C and B sticking 1/S, add list 

per door. . 3.55 4.30 

For other Flush or Raised Moulding extras, see page 153- 
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Standard Cupboard Door Lists 

These lists apply to all panel cupboard doors regardless of arrangement of panels. 
Stiles, Top and Cross Rails not over 3K" wide overall. 
Bottom Rail not over 43^" wide overall. 
Standard types of Solid Sticking. 



Size 



List ; 



List 1^' 



1-0x1- 6 $1.15 

2-0 1.25 

2-6 1.50 



$1.25 
1.40 
1.70 



2- 


8... 


1.55 


1.75 


2-10.... 


1.60 


1.80 


3- 


0... 


. . 1.65 


1.85 


3- 


6.... 


1.90 


2.15 


4- 


0.... 


2.10 


2.40 


4- 


6 


2.40 


2.70 


5- 





2.70 


3.00 


5- 


6..,. 


2.80 


3.15 


5- 


8... 


2.85 


3.20 


5- 


10 ... 


2.90 


3.25 


6- 


0... 


. . 2.95 


3.30 


1-2x1- 


6.... 


1.20 


1.30 


2- 


0... 


1.30 


1.45 


2- 


6. ... 


1.60 


1.80 


2- 


8... 


1.65 


1.85 


2-10... 


1.70 


1.90 


3- 





. 1.75 


1.95 


3- 


6... 


2.05 


2.30 


4- 


0.... 


2.25 


2.55 


4- 


6.... 


2.55 


2.90 


5- 


0... . 


2.85 


3.20 


5- 


6.... 


3.00 


3.40 


5- 


8 


3.05 


3.45 


5-10... . 


3.10 


3.50 


6- 


0. ... 


3.15 


3.55 


1-4x1- 


6... 


1.25 


1.35 


2- 





1.40 


1.50 


2- 


6 


1.70 


1.85 


2- 


8... 


1.75 


1.90 


2-10. ... 


1.80 


2.00 


3- 





1.85 


2.05 


3- 


6 


2.15 


2.40 


4- 





2.35 


2.65 


4- 


6 


2.70 


3.05 


5- 





3.05 


3.40 


5- 


6 


3.15 


3.60 


5- 


8 


3.20 


3.65 


5- 


10 


3.30 


3.70 


6- 





3.35 


3.75 


1-6x1- 


6 


1.30 


1.40 


2- 





1.45 


1.60 


2- 


6 


1.75 


1.95 


2- 


8 


1.80 


2.05 


2-10 


1.90 


2.10 


3- 





1.95 


2.15 


3- 


6 


2.25 


2.50 


4- 





2.50 


2.80 


4- 


6 


. 2.85 


3.20 



Siz 



6x5- 0. 
5- 6. 
5- 8. 



6- 0. 



List %' 



4.35 



List IH' 



$3.20 
3.40 
3.45 


$3.60 
3.80 
3.85 



5-10 ... 


3.50 


3.90 


6- 


3.55 


3.95 


1- 8x1- 6 ... . 


. . 1.35 


1.55 


1-8.... 


1.40 


1.60 


2- 


1.45 


1.65 


2- 6 


1.90 


2.10 


2-8... 


1.95 


2.20 


2-10... 


2.05 


2.30 


3-0.... 


2.10 


2.35 


3-6... 


2.45 


2.75 


4-0... 


2.70 


3.05 


4- 6. ... 


3.10 


3.50 


5- 0. ... 


. , 3.45 


3.90 


5- 6 


. . 3.65 


4.10 


5-8 


3.70 


4.20 


5-10 


3.80 


4.25 


6-0 


. . 3.85 


4.30 


1-10x1- 6 


1.40 


1.60 


1-10 


. . 1.55 


1.75 


2-0 


1.60 


1.80 


2-6 


1.95 


2.20 


2-8 


2.05 


2.30 


2-10 


. 2.15 


2.40 


3-0 


2.20 


2.45 


3-6 


2.35 


2.85 


4- 


. . 2.85 


3.20 


4-6 


3.25 


3.65 


5-0 


. . 3.65 


4.10 


5-6 


3.85 


4.30 


5- 8 


3.90 


4.40 


5-10 


4.00 


4.50 


6-0 


4.05 


4.55 


2- 0x1- 6 


1.50 


1.65 


2-0 


1.70 


1.90 


2-6 


2.10 


2.35 


2-8 


2.15 


2.45 


2-10 


2.30 


2.55 


3-0 


2.35 


2.60 


3-6 


2.70 


3.05 


4-0 


3.05 


3.40 


4-6 


3.45 


3.85 


5-0 


. . 3.90 


4.35 


5-6 


4.10 


4.60 


5-8 


4.20 


4.70 


5-10 


. . 4.30 


4.80 



4.85 
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Standard Cupboard Door Lists — Continued 

Cross Panel Cupboard doors are made with panels as follows: 

Doors up to and including 2-0 high 2 cross panels. 

Over 2-0 up to and including 3-0 high 3 cross panels. 

Over 3-0 up to and including 4-0 high 4 cross panels. 

Over 4-0 high will be made. 5 cross panels. 

Note 1 — For cupboard door stiles and top rail J^" or IJ^" thick, wider or narrower 

than 33^", add or deduct as follows: 

Doors up to and including 2-0 high $0.02 list for each }4'' wider or narrower. 

Doors over 2-0 high and up to and including 4-0 high, |0.023^ list for 

each 34' wider or narrower. 

Doors over 4-0 high and up to and including 7-0 high, |0.07 list for each 

J4" wider or narrower. 
Note 2 — For bottom rail wider or narrower than 4J^", add or deduct for each 34" 

wider or narrower $0,013^ list. 
Note S — For rabbeting a single pair, add $0.50 list. 
Note 4 — For rabbeting two or more pair, add $0.25 list per pair. 
Note 5 — For 1%" thick cupboard doors, add to the 13^" list 10%. 
Note 6 — ^For 1^" thick cupboard doors, add to the 13^" list 35%. 
Note 7 — For odd or intermediate size, use list of next larger listed size. 
Note 8 — For sizes larger than listed, see Rule 1, Sections A and B, page 147. 



Medicine Cabinet Door Lists 

Made to receive mirror, but no mirror furnished. 

Stiles and Top Rail not over 2J^" wide overall. 
Bottom Rail not over 33^" wide overall. 
Standard Stock Sticking. 

Mirror 

Size ^' List i/4' List Size 

1-4x1- 9 $1.60 $1.70 12x16 

1-11 1.65 1.75 18 

2- 1 1.75 1^85 20 

1-6x1- 9 ::. 1.65 1.80 14x16 

1-11 1.70 1.85 18 

2- 1 1.75 1^95 20 

1-8x1-11 1.70 1.90 16x18 

2-1 1.85 2.05 20 

2- 5 2.15 2.35 24 

Medicine cabinet doors not listed above, add to cupboard door list of 
same size or next larger listed size, list . $0.25 
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Layouts 



Stiles and Top Rail, not over SJ^* 

wide overall. 
Lock and Bottom Rail, not over 9M" 

wide overall. 
Raised panel two sides, not over ^fe" 

thick, not over 17" high. 
Bars }/2" between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shoivn are taken from 
Jobber'' s Single Light List and are 
not subject to door discount. 




N. D. 500 



N. D. 501 



Glass 


Glass 




Ss:? 


Open 


Size 


List 


List 


Glass 


List 


of 


SS 


DS 


Size 


IVs 


IH 


Door 



I 



open Open 
List List 



Glass 
Size 



Glass Glass 
List List 
DS SS 



t5.56 


$ 7.92 


20x38 


$7.65 


$ 9.95 


2- 6x6- 6 


$8.95 


$11.45 


9Mxl2A 


$ 6.00 


$ 4.08 


5.56 


7.92 


40 


7.75 


10.05 


6- 8 


9.05 


11.55 


13 


6.00 


4.08 


6.80 


9.54 


44 


8.30 


10.85 


7- 


9.60 


12.35 


14 A 


6.90 


4.68 


6.80 


9.54 


22x40 


7.95 


10.30 


2- 8x6- 8 


9.25 


11.80 


105^x13 


6.48 


4.44 


8.40 


10.90 


44 


8.50 


11.10 


7- 


9.80 


12.60 


14 A 


8.16 


5.70 


6.80 


9.54 


24x40 


8.10 


10.55 


2-10x6- 8 


9.40 


12.05 


llMxlS 


7.80 


5.46 


8.40 


10.90 


42 


8.60 


11.20 


6-10 


9.90 


12.70 


13 5^ 


7.80 


5.46 


8.40 


10.90 


44 


8.70 


11.35 


7- 


10.00 


12.85 


14 A 


8.82 


5.82 


7,77 


10.90 


26x40 


8.30 


10.80 


3- 0x6- 8 


9.80 


12.30 


12^x13 


9.06 


6.30 


9.79 


12.71 


44 


8.90 


11.60 


7- 


10.20 


13.10 


14 A 


9.72 


6.78 




13.86 


50 




12.60 


7- 6 




14.10 


16 A 


11.52 


7.50 




17.00 


56 




13.00 


8- 




14.50 


18 A 


12.84 


8.34 




16.63 


30x44 




12.10 


3- 4x7- 




13.60 


14^x14 A 


11.22 


7.86 




16.63 


50 




13.15 


7- 6 




14.65 


16 A 


13.38 


9.30 




22.50 


56 




13.55 


8- 




15.05 


ISA 


15.84 


10.32 




16.63 


32x44 




12.40 


3- 6x7- 




13.90 


15^x14 A 


11.94 


8.34 




17.00 


50 




13.40 


7- 6 




14.90 


16 A 


13.38 


9.30 




22.50 


56 




13.85 


8- 




15.35 


18 A 


15.84 


10.80 



N. D. 500 N. D. 501 



I 



If beads are omitted, deduct list $0.35 



If made with raised panel J^" thick, add list . 
If made with raised panel 1 3^" thick, add list . 
If made with raised panel 1 ^" thick, add list . 
If made with raised panel 1 J^'' thick, add list . 

For other door extras, see pages 147-155. 
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Layouts 



Stiles and Top Rail, not over 53^" 

wide overall. 
Lock and Bottom Rail, not over 9M" 

wide overall. 
Raised Panel, two sides, not over %" 

thick, not over 17* high. 
Bars 3^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber^ s Single Light List and are 
not subject to door discount. 



Mm 



N. D. 502 



N. D. 503 



Glass Glass 
List List 
SS DS 



Open Open 
Glass List List 

Size 1% IH 



Size 


Open 


Open 


of 


List 


List 


Door 


IH 


1% 



Glass 
Size 



Glass Glass 
List List 

DS SS 



$4.76 


$ 6.78 


6Axl2A 


$9.30 


$12.05 


2- 


6x6- 6 


$8.65 


$11.10 


6ftx38 


$ 7.50 


$ 5.10 


4,76 


6.78 


13 


9.40 


12.15 




6- 8 


8.75 


11.20 


40 


8.09 


5.48 


5.09 


7.29 


14 A 


9.95 


12.95 




7- 


9.30 


12.00 


44 


8.91 


6.27 


4.76 


6.78 


7 xl3 


9.60 


12.40 


2- 


8x6- 8 


8.95 


11.45 


7 x40 


8.09 


5.48 


5.09 


7.29 


14 ft 


10.15 


13.20 




7- 


9.50 


12.25 


44 


8.91 


6.27 


4.86 


7.20 


7Mxl3 


9.75 


12.65 


2-10x6- 8 


9.10 


11.70 


7^x40 


9.72 


6.83 


5.31 


7.20 


13 H 


10.25 


13.30 




6-10 


9.60 


12.35 


42 


9.72 


6.83 


5.58 


8.19 


14 ft 


10.35 


13.45 




7- 


9.70 


12.50 


44 


10.70 


7.50 


5.40 


8.01 


8 Axis 


9.95 


12.90 


3- 


0x6- 8 


9.30 


11.95 


8ftx40 


10.70 


7.50 


6.39 


9.18 


14 ft 


10.55 


13.70 




7- 


9.90 


12.75 


44 


12,72 


9.80 


8.01 


12.33 


16 ft 




14.70 




7- 6 




13.75 


50 


13.86 


.... 


9.45 


13.59 


18 ft 




15.10 




8- 




15.20 


56 


17.00 




7-02 


10.35 


9Kxl4ft 




14.20 


3- 


4x7- 




13.25 


9Mx44 


14.31 


10.20 


8.73 


12.51 


16 ft 




15.25 




7- 6 




14.30 


50 


16.35 




9.72 


13.95 


18 ft 




15.65 




8- 




15.75 


56 


21.16 




8.73 


13.23 


10ftxl4ft 




14.50 


3- 


6x7- 




13.55 


10ftx44 


15.27 


11.52 


10.62 


15.21 


16 ft 




15.50 




7- 6 




14.55 


50 


17.00 




11.70 


16.74 


18 ft 




15.95 




8- 




16.05 


56 


22.50 





N. D, 502 N. D. 503 

If heads are omitted, deduct list $0.65 $0.45 

If made with raised panel %" thick, add list ,40 .40 

If made with raised panel 13^" thick, add list .70 .70 

If made with raised panel 1^" thick, add lisl 1.05 1.05 

If made with raised panel 1 M" thick, add list 1.95 1.95 

For other door extras, see pages 147-155. 
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310. 



u 


tl 

^1 



Layouts 



Stiles and Top Rail, not over 53^" 

wide overall. 
Lock and Bottom Rail, not over 9^" 

wide overall. 
Raised Panel two sides, not over %" 

thick, not over 17'^ high. 
Bars 3^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber'' s Single Light List and are 
not subject to door discount. 




N. D. 504 



N. D. 505 




Glass Glass 
List List 

SS DS 



Glass 
Size 



Open Open 
List List 

1% IH 



Size 

of 

0oor 



Open Open 
List List 



Glass 
Size 



Glass Glass 
List List 
DS SS 



$4.16 
4.16 
4.96 


$ 5.76 
5.76 
6.80 


9Mx 9H $ 9.20 $11.90 

9^ 9.30 12.00 

10^ 9.85 12.80 


2- 


6x6- 6 

6- 8 

7- 


$10.15 
10.25 
10.80 


$12.95 
13.05 
13.85 


6A«9H 

9M 
10 H 


$ 6.00 
6.00 
7.14 


$ 4.38 
4.38 
4.98 


4.96 
6.00 


6.80 
8.16 


lOMx 9^ 
10^ 


9.50 
10.05 


12.25 
13.05 


2- 


8x6- 8 

7- 


10.45 
11.00 


13.30 
14.10 


1 ic9% 
10 M 


6.00 
7.14 


4.38 
4.98 


4.96 
6.00 
6.00 


6.80 
8.16 
8.16 


UMx 9^ 
10?^ 
10^ 


9.65 
10.15 
10.25 


12.50 
13.15 
13.30 


2-10x6- 8 
6-10 

7- 


10.60 
11.10 
11.20 


13.55 
14.20 
14.35 


7Hx 9% 
10 >^ 
10^ 


6.84 
8.16 
8.16 


5.04 
6.00 
6.00 


5.44 
7.28 
8.40 
8.40 


8.00 
10.40 
12.08 
12.08 


12Mx 9H 
10 H 

12 H 

13 M 


9.85 
10.45 


12.75 
13.55 
14.55 
14.95 


3- 


0x6- 8 

7- 

7- 6 

8- 


10.80 
11.40 


13.80 
14.60 
15.60 
16.00 


8Ax 9% 

12 H 

13 H 


9.00 

9.00 

10.68 

10.68 


6.24 
6.24 
7.20 
7.92 


8.16 
9.76 
9.76 


11.76 
13.92 
13.92 


145^x10^ 

12 M 

13^ 




14.05 
15.10 
15.50 


3- 


4x7- 

7- 6 

8- 




15.10 
16.15 
16.55 


9Hxi0H 

12 M 

13 H 


10.20 
12.00 
12.00 


7.44 
8.16 
8.16 


8.16 
9.76 
9.76 


11.76 
13.92 
13.92 


15MxlOH 

12 H 

13 M 




14.35 
15.35 
15.80 


3- 


6x7- 

7- 6 

8- 





15.40 
16.40 
16.85 


10^x105^ 

12^ 
13^ 


12.24 
15.60 
15.60 


9.00 
10.92 
10.92 



N. D. 504 N. D. 505 



If beads are omitted, deduct list $0.60 

If made with raised panel %" thick, add list 

If made with raised panel 1 3^" thick, add list 

If made with raised panel l"^" thick, add list 

If made with raised panel 1 J^" thick, add list 

For other door extras, see pages 147-155. 



50.60 


$0.85 


.40 


.40 


.70 


.70 


1.05 


1.05 


1.95 


1.95 
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Layouts 



Stiles and Top Rail, not over Sj^*' 

wide overall. 
Lock and Bottom Rail, not over 9^" 

wide overall. 
Raised Panel two sides, not over ^'^ 

thick, not over 11'' high. 
Bars 34'' between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber^ s Single Light List and are 
not subject to door discount. 




N. D. 507 



N. D. 508 



Glass Glass 
List List 

SS DS 



Glass 
Size 



Open Open 
List List 

IH IH 



Siie 

of 

Door 



Open Open 
List List 



Glass 

Size 



Glass Glass 
List List 
DS SS 



$ 9.54 

9.54 

10.90 


20x44 
46 
50 


$7.20 
7.30 
7.80 


$ 9.45 
9.60 
10.35 


2- 6x6- 6 

6- 8 

7- 


$8.60 
8.70 
9.20 


$11.05 
11,20 
11.95 


9M^14A $ 6.90 $ 4.68 

15 6.90 4.68 

16 A 8.34 5.82 


10.90 

11,88 


22x46 
50 


7.40 
7.95 


9.80 
10.55 


2- 8x6- 8 

7- 


8.80 
9.35 


11.40 
12.15 


lOMxlS 
16A 


8.16 
10.02 


5.70 
6.48 


10.90 

13.86 

13.86 


24x46 
48 
50 


7.55 
8.00 
8.10 


10.00 
10.65 
10.75 


2-10x6- 8 
6-10 

7- 


8.95 
9.40 
9.50 


11.60 
12.25 
12.35 


11^x15 

15^ 
16 A 


8.82 

8.82 

10.14 


5.82 
6.12 
7.08 


13.86 

13.86 

17.00 

22.50 


26x46 
50 
56 
62 


7.70 
8.25 


10.20 
10.95 
11.95 
12.35 


3- 0x6- 8 

7- 

7- 6 

8- 


9.10 
9.65 


11.80 
12.55 
13.55 
13.95 


12Mxl5 
16 1% 
18 A 
20 A 


9.72 
11.64 
12.84 
15.72 


6.78 

7.50 

8.34 

10.62 


16.63 

22.50 

24.53 


30x50 
56 
62 




11.40 
12.35 
12.80 


3- 4x7- 

7- 6 

8- 




13.00 
13.95 
14.40 


20 A 


13.38 
15.84 
18.24 


9.30 
10.32 
12.12 


17.00 

22.50 

22.82 


32x50 
56 
62 




11.60 
12.60 
13.05 


3- 6x7- 

7- 6 

8- 




13.20 
14.20 
14.65 


15Mxl6A 

11^ 


13.38 
15.84 
18.24 


9,30 
10.80 
12.42 



Side Lights. 
Toilet a 
Blind Doors i 

Pins 

139 

Extras, 



U7 



N. D. 507 N. D. 508 

If beads are omitted, deduct list $0.35 $0.45 

If door is made with raised panel ^" thick, add list. ...... .20 .20 

If door is made with raised panel l}^" thick, add list .35 .35 

If door is made with raised panel 1%* thick, add list .55 .55 

If door is made with raised panel 1%" thick, add list .95 .95 

For door N. D. 507 with Plain Flush Mould, one side around panel only, 

not including Fillet, add list $0.80 

For door N. D. 507 with Plain Flush Mould, one side around panel and 

light, not including Fillet, add list . 1*78 

For door N. D. 507 with Plain Raised Mould, one side around panel only, 

not including Fillet, add list .90 

For door N. D. 507 with Plain Raised Mould, one side around panel and 

Ught, not including Fillet, add list . 2.15 

For door N, D. 507 single Fillet around glass opening, add per lineal foot . .03 J^ 
For other door extras, see pages 147-155. 



Combination 

Doors and 

Extras 

161 



Window 

Screens 

183 



Veneered 
Door Lists 
and Extras J 
197 A 



Page 95 



••c>iCI 
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Layouts 



Stiles and Top 
wide overall. 



Rail not over 5^" 



Lock and Bottom Rail not over 9^^' 

wide overall. 
Raised Panel two sides, not over ^g*' 

thick, not over 11" high. 
Bars 3^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber^ s Single Light List and are 
not subject to door discount. 



N. D. 509 




N. D. 510 



Glass Class 
List List 
SS DS 



Open Open 
Glass List List 

Size IH IH 



Size 

of 

DcM>r 



Open Open 
List List 



Glass 
Size 



Glass Glass 
List List 
DS SS 



$5.16 


$7.92 


6 1^x14 ^ 


$8.95 


$11.65 


2- 6x6- 6 


$8.85 $11.55 


9H^10H $ 6.80 


$4.96 


5.16 


7.92 


15 


9.05 


11.80 


6- 8 


8.95 


11.70 


113^ 


6.80 


4.96 


6.21 


9.12 


16 A 


9.55 


12.55 


7- 


9.45 


12.45 


12?^ 


8.00 


5.44 


5.58 


8.19 


7 xlS 


9.15 


12.00 


2- 8x6- 8 


9.05 


11.90 


10^x11 H 


8.16 


6.00 


6,21 


9.12 


16 A 


9.70 


12.75 


7- 


9.60 


12.65 


12 M 


10.40 


7.28 


5.58 


8.19 


7^15 


9.30 


12.20 


2-10x6- 8 


9.20 


12.10 


llHxiiH 


8.16 


6.00 


6.03 


8.19 


15 H 


9.75 


12.85 


6-10 


9.65 


.12.75 


UH 


8.16 


6.00 


7.02 


10.80 


16A 


9.85 


12.95 


7- 


9.75 


12.85 


12H 


10.40 


7.28 


6.39 


9.18 


8 Axis 


9.45 


12.40 


3- 0x6- 8 


9.35 


12.30 


12M«11H 


10.40 


7.28 


8.01 


12.33 


16A 


10.00 


13.15 


7- 


9.90 


13.05 


12 H 


12.08 


8.40 


9.45 


13.59 


ISA 




14.15 


7- 6 




14.05 


13 M 


12.08 


8.40 


10.44 


15.03 


20 A 




14.55 


8- 




14.45 


15 H 


13.92 


9.76 


8.73 


12.51 


9H^16A 




13.60 


3- 4x7- 




13.50 


14%xl2H 


12.96 


9.04 


9.72 


13.95 


ISA 




14.55 


7- 6 




14.45 


13^ 


13.92 


9.76 


10.62 


16.21 


20 A 




15.00 


8- 




14.90 


15H 


15.92 


11.12 


9.72 


15.21 


i0A5tl6A 




13.80 


3- 6x7- 




13.70 


l^HxiZH 


13.92 


9.76 


11.43 


16.38 


ISA 




14.80 


7- 6 




14.70 


13 H 


13.92 


9.76 


12.60 


18.00 


20ft 




15.25 


8- 


.... 


15.15 


ISH 


15.92 


11.12 



If beads are omitted, deduct list 

If made with raised panel J^" thick, add list . . 
If made with raised panel 1^" thick, add list . 
If made with raised panel 1 ^" thick, add list . 
If made with raised panel l^" thick, add list. 

For other door extras, see pages 147-155. 



N. 


D. 509 


N 


. D. 510 




$0.70 




$0.65 




.20 




.20 ' 




.35 




.35 




.55 




,55 




.95 




.95 
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Layouts 



Stiles and Top Rail not over 5j^" 

wide overall. 
Lock and Bottom Rail not over 9W 

wide overall. 
Raised Panel two sides, not over ^g" 

thick, not over 11'^ high. 
Bars J^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber'^s Single Light List and are 
not subject to door discount. 




N. D. 511 



N. D. 512 



Class Glass Glass Size Open Open 
List List Corner List List 

SS DS Lights IH IH 



Size 


Open 


Open 


of 


List 


List 


Door 


IH 


IH 



Glass 
Size 



Class Class 
List List 
DS SS 



* 7.41 

8.17 

8.96 


5x5 
5x5 
5x5 


$ 9.70 
9.80 
10.30 


$12.40 
12.55 
13.30 


2- 6x6- 6 

6- 8 

7- 


$ 9.80 

9.90 

10.40 


$12.55 
12.70 
13.45 


6AxlO^ 

11 M 

12 H 


$ 7.92 
8.67 
9.12 


$5.40 
5.91 
6.21 


8.56 

9.60 


5x5 
5x5 


9.90 
10.45 


12.75 
13.50 


2- 8x6- 8 

7- 


10.00 
10.55 


12.90 
13.65 


7 xll^ 

12 H 


8.67 
9.12 


5.91 
6.21 


9.53 

10.04 

10.43 


5x5 
5x5 
5x5 


10.05 
10.50 
10.60 


12.95 
13.60 
13.70 


2-10x6- 8 
6-10 
7- 


10.15 
10.60 
10.70 


13.10 
13.75 
13.85 


7^x11?^ 
12 H 


8.16 
8.16 
9.60 


6.00 
6.00 
6.48 


10.19 

11.66 

14.44 
17.44 


5x5 
5x5 
5x5 
5x5 


10.20 
10.75 


13.15 
13.90 
14.90 
15.30 


3- 0x6- 8 

7- 

7- 6 

8- 


10.30 
10.85 


13.30 
14.05 
15.05 
15.45 


8 Axil i^ 

12 H 

13 5^ 

15 K 


9.12 
10.68 
10.68 
12.24 


6.72 
7.20 
7.92 
9.00 


13.31 

15.94 

20.63 


5x5 
5x5 
5x5 




14.35 
15.30 
15.75 


3- 4x7- 

7- 6 

8- 




14.50 
15.45 
15.90 


9Hxl2H 
13 H 
15 K 


12.00 
12.00 
14.88 


8.16 

8.76 

10.44 


15.03 

17.40 

22.75 


5x5 
5x5 
5x5 




14.55 
15.55 
16.00 


3- 6x7- 

7- 6 

8- 




14.70 
15.70 
16.15 


10Axl2J^ 

13^ 
1514 


12.96 
14.28 
17.52 


8.88 

9.96 

11.40 



If beads are omitted, deduct list 

If made with raised panel %" thick, add list . . 
If made with raised panel 13^" thick, add list. 
If made with raised panel 1^" thick, add list. 
If made with raised panel 1 J^" thick, add list . 

For other door extras, see pages 147-155, 



Side l 
Toilet a 
Blind Dofl 
Pins 
139^ 

Extras, 



147 



Doo^and 
Extras 
161 



Screens 



N. D. 511 


N 


. D. 512 


183 


$0.70 




$0.90 




.20 




.20 


Veneetii 


.35 




.35 


DoorLisi 


.55 




.55 


and Extras 


.95 




.95 


197 



m 
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Layouts 



Stiles, Top and Cross Rails not over 

4?^" wide overall. 
Lock Rail not over 4^" wide overall. 
Bottom Rail not over 9M" wide overall. 
Raised Panels two sides, not over 

9/l6" thick. 

Bars }/2" between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber^ s Single Light List and are 
not subject to door discount. 



N. D. 514 




N. D. 515 



Glasa Glass 
List List 
SS DS 



Glass 
Size 



Open 


Open 


Siase 


Open 


Open 


List 


List 


of 


List 


List 


IH 


IM 


Door 


1% 


IH 



Glass 
Size 



Glass Glass 
List List 

DS SS 



$5.00 
5.56 
6.80 


$7.13 
7.92 
9.54 


21>^x34 
36 
40 


$6.75 
6.85 
7.35 


$ 8.75 
8.85 
9.50 


2- 6x6- 6 

6- 8 

7- 


$7.55 
7.65 
8.15 


$ 9.70 

9.80 

10.45 


19M 


$ 6.68 
6.68 
7.28 


$ 4.32 
4.32 
5.08 


6.22 
6.80 


8.91 
9.54 


23^x36 
40 


7.00 
7.50 


9.05 
9.75 


2. 8x6- 8 

7- 


7.80 
8.30 


10.00 
10.70 


llJ^xl7M 

19H 


6.76 
7.44 


4.72 
5.20 


6.80 

7.77 
7.77 


9.54 
10.90 
10.90 


2SHx36 
38 
40 


7.15 
7.60 
7.65 


9.25 
9.85 
9.95 


2-10x6- 8 
6-10 

7- 


7.95 
8.40 
8.45 


10.20 
10.80 
10.90 


123^xl7M 
18M 
19M 


7.68 
8.56 
8.56 


5.00 
5.56 
5.56 


7.77 
9.07 


10.90 
12.71 
13.86 
16.63 


27Kx36 
40 
46 
52 


7.30 
7.85 


9.50 
10.20 
11.00 
11.35 


3- 0x6- 8 
7- 

7- 6 

8- 


8.10 
8.65 


10.45 
11.15 
11.95 
12.30 


13Mxl7M 
19M 

25^ 


7.56 

8.56 

10.56 

12.16 


5.36 
6.00 
7.88 
8.28 




13.86 
16.63 
22.50 


31Kx40 
46 
52 




10.60 
11.45 
11.85 


3- 4x7- 

7- 6 

8- 




11.55 
12.40 
12.80 


15Kxl9M 
22^ 
25H 


10.56 
12.80 
16.04 


7.20 

8.72 

10.92 




16.63 
16.63 
22.50 


33^x40 
46 
52 




10.85 
11.70 
12.05 


3- 6x7- 

7- 6 

8- 




11.80 
12.65 
13,00 


16Hxl9H 

22 M 
25^ 


12.16 
16.04 
18.20 


8.28 
10.92 
12.36 



N. D, 514 N. D. 515 



If beads are omitted, deduct list $0.35 



$0. 



40 
40 

70 
10 
90 

.30 
.40 



If made with raised panel %" thick, add list .40 

If made with raised panel 1}^" thick, add list .70 

If made with raised panel l%" thick, add list 1.10 1 

If made with raised panel 1 Ji" thick, add list. . 1.90 1 

Doors with Lock Rail not over 63^" wide overall, add list, 

1^" thick .30 

IW thick .40 

For Doors N. D. 514 

If made with Plain Flush Mould, one side, around panels only, not including Fillet, add list . . $1.28 
If made with Plain Flush Mould, two sides, around panels only, not including Fillet, add list . 2.15 
If made with Plain Flush Mould one side, around panels and glass, not including Fillet, add list . 1.88 
If made with Plain Flush Mould, two eides, around panels and glass, not including Fillet, add Hat 3.35 
If made with Plain Raised Mould, one side, around panels only, not including Fillet, add list . . 1.48 
If made with Plain Kaised Mould, two sides, around panels only, not including Fillet, add list. 2.55 
If made with Plain Raised Mould, one side, around panel and glass, not including Fillet add list . 2.35 
If made with Plain Raised Mould, two sides, around panels, and one side around glass, not in- 
cluding Fillet, add list 3,60 

For Fillet around glass opening, per lineal foot or A*action thereof around opening, add list ...... .03K 

For other door extras, see pages 147-155. 
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Layouts 



Stiles, Top and Cross Rail not over 

4J^" wide overall. 
Lock Rail not over 4^^" wide overall. 
Bottom Rail not over 9 J^" wide overall. 
Raised Panels two sides, not over 

%'' thick. 
Bars 3^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber^ s Single Light List and are 
not subject to door discount. 































1 

























N. D. 516 



N. D. 517 



Class Glass 
List List 
SS DS 



Class 
Size 



Open Open 
List list 



Size 

of 

Door 



Open Open 
List List 



Glass 

Size 



Class Class 
List List 
DS SS 



$4.68 


$ 7.20 


6Hxl6H 


$8.05 


$10.30 


2- 


6x6- 6 


$8.40 


$10.85 


6Mxll 


$ 5.36 


$3.74 


4.68 


7.20 


n% 


8.15 


10.40 




6- 8 


8.50 


10.95 


11^ 


5.85 


4.10 


5.22 


8.04 


19H 


8.65 


11.05 




7- 


9.00 


11.60 


13 


6.80 


4.73 


4.68 


7.20 


7Mxl7M 


8.30 


10.60 


2- 


8x6- 8 


8.65 


11.15 


7HxiiH 


6.12 


4.50 


5.22 


8.04 


19M 


8.80 


11.30 




7- 


9.15 


11.85 


13 


7.20 


4.86 


5.34 


8.22 


BVs^nH 


8.45 


10.80 


2-10x6- 8 


8.80 


11.35 


8HMH 


6.84 


5.04 


6.30 


9.06 


ISH 


8.90 


11.40 




6-10 


9.25 


11.95 


12 A 


8.01 


5.40 


6.30 


9.06 


19H 


8.95 


11.50 




7- 


9.30 


12.05 


13 


8.01 


5.40 


5.34 


8.22 


8ttxl7M 


8.60 


11.05 


3- 


0x6- 8 


8.95 


11.60 


8HxllM 


6.84 


5.04 


6.30 


9.06 


195i 


9.15 


11.75 




7- 


9.50 


12.30 


13 


8.01 


5.40 


7.80 


11.16 


22H 




12.55 




7- 6 




13.10 


15 


9.18 


6.39 


8.88 


13.02 


25H 




12.90 




8- 




13.45 


17 


9.18 


8.01 


7.62 


10.92 


l(iHxl9H 




12.15 


3- 


4x7- 


.... 


12.70 


10Hxl3 


9.72 


6.66 


9.90 


14.58 


22M 




13.00 




7- 6 


.... 


13.55 


15 


12.24 


8.55 


10.68 


15.78 


25H 




13.40 




8- 


.... 


13.95 


17 


15.03 


9.72 


7.62 


10.92 


WU^19H 




12.40 


3- 


6x7- 


.... 


12.95 


lOHxlS 


9.72 


6.66 


9.90 


14.58 


22M 




13.25 




7- 6 


.... 


13.80 


15 


12.24 


8.55 


10.68 


15.78 


25% 




13.60 




8- 




14.15 


17 


15.03 


9.72 



Side ligt 
Toilet a 
Blind Ooon 

Pine 

139 

Extras, 

Pim 
Doors 

147 



Combination 

Doors and 

Extras 

161 



N. D. 516 N. D. 517 

If beads are omitted, deduct list $0.45 $0.65 

If made with raised panel J^* thick, add list .40 .40 

If made with raised panel 1 3^" thick, add list .70 .70 

If made with raised panel 1%" thick, add list l.IO 1.10 

If made with raised panel 1%*" thick, add list 1.90 1.90 

Doors with Lock Rail not over 63^" wide overall, add list 

13^'' thick .30 .30 

I ^" thick .40 .40 

For other door extras, see pages 147-155. 



Veneered 

Door Lists 

and Extras | 

197 



'Ikabi 

lists and 
Extras 
223 
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< STANDARD LISTS 1936 ]= 




Layouts 



Stiles and Top Rail not over 4^*^ 

wide overall. 
Lock Rail not over 4^* wide overall. 
Bottom Rail not over 9^" wide overall. 
Raised Panels two sides, not over 

W thick. 
Bars 3^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber^ s Single Light List and are 
not subject to door discount. 




N. D. 518 



N. D, 519 



Class Glass Glass Size Open Open Size 

List List Corner List List of 

SS DS Lights IH IH Door 



Open Open 
List List 



Glass 

Size 



Glass Glass 
List List 

DS SS 



$4.09 


$ 5.86 


5x5 


$ 9.10 


$11.55 


2- 6x6 -6 


$7.75 


$ 9.90 


6Hx34 


$ 6.83 


$4.64 


4.42 


6.38 


5x5 


9.20 


11.65 




6- 8 


7.85 


10.00 


36 


7.31 


4.97 


5.15 


7.51 


5x5 


9.70 


12.30 




7- 


8.35 


10.65 


40 


8.09 


5.48 


4.70 


7.01 


5x5 


9.35 


11.85 


2- 


8x6- 8 


8.00 


10.20 


7^x36 


8.09 


5.48 


5.53 


8.34 


5x5 


9.85 


12.55 




7- 


8.50 


10.90 


40 


9.72 


6.83 


5.36 


8.14 


5x5 


9.50 


12.05 


2-10x6- 8 


8.15 


10.40 


83^x36 


9.56 


6.48 


5.62 


8.55 


5x5 


9.95 


12.65 




6-10 


8.60 


11.00 


38 


9.72 


6.83 


5.90 


9.01 


5x5 


10.00 


12.75 




7- 


8.65 


11.10 


40 


10.70 


7.50 


6.06 


8.83 


5x5 


9.65 


12.30 


3- 


0x6- 8 


8.30 


10.65 


8Hx36 


9.56 


6.48 


6.75 


9.89 


5x5 


10.20 


13.00 




7- 


8.85 


11.35 


40 


10.70 


7.50 


8.24 


11.89 


5x5 




13.80 




7- 6 




12.15 


46 


12.72 




9.50 


13.68 


5x5 




14.15 




8- 




12.50 


52 


14.31 




7.72 


11.31 


5x5 




13.40 


3- 


4x7- 




11.75 


103^x40 


14.01 


9.51 


9.69 


13.74 


5x5 




14.25 




7- 6 




12.60 


46 


16.47 




11.51 


16.39 


5x5 




14.65 




8- 




13.00 


52 


20.64 




8.29 


12.11 


5x5 




13.65 


3- 


6x7- 




12.00 


10HIC40 


14.01 


9.51 


10.47 


14.90 


5x5 




14.50 




7- 6 




12.85 


46 


16.47 




12.60 


17.92 


5x5 




14.85 




8- 




13.20 


52 


20.64 





N. D. 518 N. D. 519 

If beads are omitted, deduct list $0.65 $0.45 

If made with raised panel %'' thick, add list .40 ,40 / 

If made with raised panel l^s" thick, add list .70 .70 ^ 

If made with raised panel 1^* thick, add list 1.10 1.10 

If made with raised panel 1 Ji" thick, add list 1.90 1.90 

Doors with Lock Rail not over 6}^* wide overall, add list 

iVs" thick .30 .30 

IM'' thick .40 .40 
For other door extras, see pages 147-155. 
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Layouts 



Stiles and Top Rail not over 4^^*^ 

wide overall. 
Lock Rail not over 4^^" wide overall. 
Bottom Rail not over 9?^^ wide overall. 
Raised Panels two sides, not over 

%' thick. 
Bars 3^*^ between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber^ s Single Light List and are 
n4ft subject to door discount. 




N. D. 520 



N. D. 521 



Glass Class 
List List 
SS DS 



Glass 
Size 



Open 


Open 


Size 


Open 


Open 


List 


List 


of 


List 


List 


IH 


IM 


Dc»or 


1% 


IH 



Glass 
Size 



Glass Glass 
List List 

DS SS 



»4.16 


$ 6.00 


lOj^x BH 


$8,25 


»10.70 


2- 6x6- 6 


$9.20 


$11.70 


61ix BH 


$ 6.00 


$3.96 


4.16 


6.00 


BH 


8.35 


10.80 


6- 8 


9.30 


11.80 


B% 


6.00 


3.96 


4.96 


6.80 


9H 


8.85 


11.45 


7- 


9.80 


12.45 


9% 


6.00 


4.38 


4.48 


6.08 


llH^ BH 


8.50 


11.00 


2- 8x6- 8 


9.45 


12.00 


IHxBH 


6.84 


5.04 


4.96 


6.80 


9H 


9.00 


11.70 


7- 


9.95 


12.70 


9% 


6.84 


5.04 


4.80 


7.12 


12Hx BH 


8.65 


11.20 


2-10x6- 8 


9.60 


12.20 


8Hx8^ 


6.84 


5.52 


5.44 


8.00 


9H 


9.10 


11.80 


6-10 


10.05 


12.80 


9% 


6.84 


6.24 


5.44 


8.00 


9% 


9.15 


11.90 


7- 


10.10 


12.90 


9% 


9.00 


6.24 


5.28 


7.12 


ISH^ B% 


8.80 


11.45 


3- 0x6- 8 


9.75 


12.45 


8Hx B% 


6.84 


5.52 


5.84 


8.00 


9% 


9.35 


12.15 


7- 


10.30 


13.15 


9% 


9.00 


6.24 


7.28 


10.40 


HH 




12.95 


7- 6 




13.95 


u?^ 


9.12 


6.72 


8.40 


12.08 


12 K 




13.30 


8- 




14.30 


12 H 


10.68 


7,20 


6.96 


9.92 


15^% 9% 




12.55 


3- 4x7- 




13.55 


lOHx 9% 


10.20 


7.44 


8.16 


11.76 


UH 




13.40 


7- 6 




14.40 


11 H 


12.00 


8.88 


9.76 


13.92 


12^ 




13.80 


8- 




14.80 


12^ 


12.96 


8.88 


7.76 


11.12 


16Mx 9% 




12.80 


3- 6x7- 




13.80 


lOHx 9% 


10.20 


7.44 


9.44 


13.52 


riH 




13.65 


7- 6 




14.65 


11 H 


12.00 


8.88 


10.72 


15.36 


12 H 


.... 


14.00 


8- 




15.00 


12 H 


12.96 


8.88 



Side ligMs, I 
Toilet and 
Blind Doors'' 

Pint 

139 

Extras, 

Pim 
Doors 

147 



Extras 
1E1 



N. D. 520 N, D. 521 



If beads are omitted, deduct list $0.60 

If made with raised panel J^* thick, add list ,40 

If made with raised panel 1 3^* thick, add list .70 

If made with raised panel 1^'' thick, add list 1,10 

If made with raised panel 1^* thick, add list 1.90 

Doors with Lock Rail not over 63^* wide overall, add Ust 

1^" thick .30 

1%" thick .40 
For other door extras, see pages 147-155. 



$0.85 

.40 

.70 

1.10 

1.90 

.30 
.40 



Veneerc 

Door Lis 

and Extras 
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Layouts 



Stiles and Top Rail not over 4^^* 

wide overall. 
Lock Rail not over 83^" wide overall. 
Cross Rail not over 5J^" wide overall. 
Bottom Rail not over 9 Ji" wide overall. 
Muntins not over SJ^" wide overaD. 
Raised Panels two sides, not over 

W thick. 
Bars 3^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 

Glass lists shown are taken from 
Jobber^ s Single Light List and are 
not subject to door discount. 



N. D. 522 



Class 


Glass 


List 


List 


DS 


SS 



Size Open Open 

of List List Class 

Door 1% \% Size 

2- 6x6- 6.... $7.15 $ 9.25 21j^x34 $ 7.13 $3.00 

6-8 7.20 9.35 36 7.92 5.56 

7-0 7.70 10.05 40 9.54 6.80 

2- 8x6- 8 7.40 9.60 23^x36 8.91 6.22 

7-0 7.90 10.30 40 9.54 6.80 

2-10x6- 8 7.55 9.85 253^x36 9.54 6.80 

6-10 8.00 10.40 38 10.90 7.77 

7-0 8.05 10.55 40 10.90 7.77 

3- 0x6- 8. 7.70 10,10 273^x36 10.90 7.77 

7-0 8.25 10.80 40 12.71 9.07 



K beads are omitted, deduct list $0.35 

If made with raised panel ^'^ thick, add list .30 

If made with raised panel 13^" thick, add list .50 

If made with raised panel 1^" thick,iadd list .85 

If made with raised panel 1%" thick, add list 1,45 

If made with divided lights, open, see Rule 7. 

If made with divided lights, glazed, use same glass list as is shown for N. D, 514 
divided, for an equal number of lights and arrangement. 

For other door extras, see pages 147-155. 
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e 



Layouts 



Stiles, Top and Cross Rail not over 
4M " wide overall. 

Bottom Rail not over 9M" wide overall. 

Raised Panels two sides, not over 
%" thick. 

Bars ^2" between glass. 

Beads for glass included. 

Standard Stock Sticking. 

Glass lists shown are taken from 
Jobber^ s Single Light List and are 
not subject to door discount. 




N. D. 530 



N. D. 531 



Glass Glass 
List List 
SS DS 



Glass 
Size 



Open 


Open 


Size 


Open 


Open 


List 


List 


of 


List 


List 


IH 


IH 


Door 


IM 


IH 



Glass 

Size 



Glass Glass 
List List 

DS SS 



$3.31 


$ 4.87 


213^x24 


$7.30 


$ 9.40 


2- 6x6- 6 


$8.10 


$10.35 


lOKxllM 


$ 4.00 $ 2.96 


3.56 


5.25 


26 


7.40 


9.50 


6- 8 


8.20 


10.45 


12M 


4.32 


2.96 


4.32 


6.37 


30 


7.90 


10.20 


7- 


8.70 


11.15 


14M 


5.44 


3.80 


3.86 


5.68 


23>^x26 


7.60 


9.75 


2- 8x6- 8 


8.40 


10.70 


ll>^xl2M 


5.20 


3.64 


4.75 


7.00 


30 


8.10 


10.45 


7- 


8.90 


11.40 


U% 


5.88 


3.88 


4.32 


6.37 


25^x26 


7.80 


10.00 


2-10x6- 8 


8.60 


10.95 


12Hxl2M 


6.04 


4.20 


5.00 


7.13 


28 


8.25 


10.60 


6-10 


9.05 


11.55 


13M 


6.04 


4.20 


5.56 


7.92 


30 


8.30 


10.75 


7- 


9.10 


11.70 


14.H 


6.48 


4.52 


5.00 


7.13 


27Mx26 


8.00 


10.25 


3- 0x6- 8 


8.80 


11.20 


13Kxl2M 


6.04 


4.20 


5.56 


7.92 


30 


8.50 


11.00 


7- 


9.30 


11.95 


14M 


6.96 


4.88 


7.77 


10.90 


36 




11.85 


7- 6 




12.80 


17M 


7.68 


5.36 


.... 


12.71 


42 




12.20 


8- 




13.15 


20M 


10.56 


7.20 


6.80 


9.54 


311^x30 




11.55 


3- 4x7- 




12.50 


15>^xl4K 


7.96 


5.56 


9.07 


12.71 


36 




12.45 


7- 6 




13.40 


liH 


8.92 


7.20 





16.63 


42 




12.80 


8- 




13.75 


20^ 


12.16 


8.28 


7.77 


10.90 


33Kx30 




11.80 


3- 6x7- 




12.75 


16^Kl4H 


8,92 


6.20 


.... 


13.86 


36 




12.75 


7- 6 




13.70 


17M 


11.04 


7.52 


.... 


16.63 


42 




13.10 


8- 




14.05 


20M 


15.16 


10.32 



N. D. 530 N. D. 531 



If beads are omitted, deduct list 

Doors with Lock Rail not over 63^" wide overall, add list 

ly/ thick 
iM" thick 

If made with raised panel J^" thick, add list 

If made with raised panel 1 3^" thick, add list 

If made with raised panel l%" thick, add list 

If made with raised panel IJi" thick, add list 

For other door extras, see pages 147-155. 



$0.30 


$0.35 


t 

.30 


.30 


,40 


.40 


.60 


.60 


1.05 


1.05 


1.65 


1.65 


2.85 


2.85 



Side Lieirts, 
Toilet and 
Blind Doors ' 

Pins 

139 

Extras, 

Pine 
Doors 

147 



Dombination 

Doon and \ 

Extras ji 

161 i 



Window 
Screens 
183 

Veneered 
Door Lists 
and Extras 
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Layouts 



Stiles, Top and Cross Rail not over 

4J^" wide overall. 
Bottom Rail not over 9^" wide overall. 
Raised Panels two sides, not over 

%" thick. 
Bars 3^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber'' s Single Light List and are 
not subject to door discount. 



. i 

III ^^ 



N. D. 532 



N. D. 533 



Glass Class 
List List 
SS DS 



Glass 
Size 



Open Open 
List List 



Size 

of 

Door 



Open Open 
List List 



Glass 
Size 



Glass Glass 
List List 
DS SS 



$3.00 


$ 4.08 


6HxllM 


$8.55 


$10.85 


2- 6x6- 6 


$8.05 


$10.30 


6Hx24 


$ 4.34 


$ 2.96 


3.24 


4.80 


12K 


8.65 


10.95 


6- 8 


8.15 


10.40 


26 


4.56 


3.11 


3.72 


5.46 


14% 


9.15 


11.65 


7- 


8.65 


11.10 


30 


6.02 


4.10 


3.24 


4.80 


7H^im 


8.85 


11.20 


2- 8x6- 8 


8.35 


10.65 


7>^x26 


6.02 


3.33 


3.72 


5.46 


14M 


9.35 


11.90 


7- 


8.85 


11.35 


30 


6.83 


4.64 


3.60 


5.34 


8M^12M 


9.05 


11.45 


2-10x6- 8 


8.55 


10.90 


8Kx26 


6.51 


4.44 


3.96 


5.34 


13K 


9.50 


12.05 


6-10 


9.00 


11.50 


28 


7.02 


4.77 


4.26 


6.12 


UH 


9.55 


12.20 


7- 


9.05 


11.65 


30 


7.59 


5.16 


3.60 


5.34 


8Hxl2^ 


9.25 


11.70 


3- 0x6- 8 


8.75 


11.15 


8Hx26 


6.51 


4.44 


4.26 


6.12 


14H 


9.75 


12.45 


7- 


9.25 


11.90 


30 


7.59 


5.16 


5.34 


8.22 


\1H 




13.30 


7- 6 




13.05 


36 


10.23 


7.29 


6.96 


10.02 


20H 




13.65 


8- 




13.40 


42 


13.32 


9.03 


5.70 


8.16 


10^xl45i 




13.00 


3- 4x7- 




12.75 


10Hx30 


12.23 


6.93 


6.48 


10.02 


17M 




13.90 


7- 6 




13.65 


36 


12.03 


8.19 


8.40 


12.00 


20M 




14.25 


8- 




14.00 


42 


15.27 


10.98 


5.70 


8.16 


lOHxMM 




13.25 


3- 6x7- 




13.00 


10Hx30 


10.23 


6.93 


6.48 


10.02 


nu 




14.20 


7- 6 




13.95 


36 


12.03 


8.19 


8.40 


12.00 


20H 




14.55 


8- 




14.30 


42 


15.27 


10.98 



N. D. 532 N. D. 533 



If beads are omitted, deduct list $0.45 $0.35 

Doors with Lock Rail not over 63^" wide overall, add list 

1^" thick .30 .30 

IW thick .40 .40 

If made with raised panel J^" thick, add list .60 .60 

If made with raised panel 13^" thick, add list 1.05 1,05 

If made with raised panel 1^" thick, add list 1.65 1.65 

If made with raised panel l^" thick, add list 2.85 2.85 

For other door extras, see pages 147-155. 



/ 
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Layouts 



Stiles, Top and Cross Rail not over 

4j^" wide overall. 
Bottom Rail not over 9 Ji" wide overall. 
Raised Panels, two sides, not over 

S/fe" thick. 
Bars ]/2" between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber^s Single Light List and are 
not subject to door discount. 







1 


^IL 






^r 




n 


r 
















I 1 

















N. D, 534 



N. D. 535 



Glass Glasa 
List List 
SS DS 



Glass 
Size 



Open Open 
List List 



Size 

of 

Door 



Open Open 
List List 



Glass Size Glara 
Comer List 
Lights 0S 



Glass 
List 

SS 



$2,60 


$ 3.72 


5 x24 


$8.40 


$10.70 


2- 6x6- 6 


$9.60 


$12.15 


5x5 


$ 3.87 


$2.73 


2.96 


4.34 


26 


8.50 


10.80 


6- 8 


9.70 


12.25 


5x5 


4.19 


2.89 


3.44 


5.06 


30 


9.00 


11.50 


7- 


10.20 


12.95 


5x5 


4.98 


3.52 


3.60 


5.28 


5^x26 


8.70 


11.05 


2- 8x6- 8 


9.90 


12.50 


5x5 


4.61 


3.20 


4.62 


6.82 


30 


9.20 


11.75 


7- 


10.40 


13.20 


5x5 


5.41 


3.78 


3.60 


5.28 


6 x26 


8.90 


11.30 


2-10x6- 8 


10.10 


12.75 


5x5 


5.01 


3.47 


3.94 


5.78 


28 


9.35 


11.90 


6-10 


10.55 


13.35 


5x5 


5.49 


3.82 


4.62 


6.82 


30 


9.40 


12.05 


7- 


10.60 


13.50 


5x5 


6.06 


4.18 


4.14 


6.08 


6Mx26 


9.10 


11.55 


3- 0x6- 8 


10.30 


13.00 


5x5 


5.49 


3.82 


5.46 


8.02 


30 


9.60 


12.30 


7- 


10.80 


13.75 


5x5 


6.70 


4.64 


6.62 


9.74 


36 




13.15 


7- 6 




14.60 


5x5 


8.83 


6.06 


8.36 


11.88 


42 




13.50 


8- 




14.95 


5x5 


10.56 


7.06 


6.18 


9.10 


7Hx30 




13.25 


3- 4x7- 




14.30 


5x5 


8.22 


5.68 


7.30 


10.78 


36 




14.15 


7- 6 




15.20 


5x5 


9.83 


6.74 


9.10 


12.96 


42 




14.50 


8- 




15.55 


5x5 


12.61 


8.46 


6.18 


9.10 


8 x30 




13.50 


3- 6x7- 




14.55 


5x5 


8.68 


5.99 


7.30 


10.78 


36 




14.45 


7- 6 




15.50 


5x5 


10.43 


7.16 


9.10 


12.96 


42 




14.80 


8- 




15.85 


5x5 


13.70 


9.37 



Side LiKhts, 
Toilet and 
Blind Doors. 

Pine 

139 , 

Extras, 

Pine 
Doors 

147 ■ 



Combination 

Boors and 

Extras 

161 



N. D. 534 N. D. 535 

If beads are omitted, deduct list $0.40 $0.60 

JDoors with Lock Rail not over 6^4" wide overall, add list 

iVs" thick .30 .30 

IM" thick .40 .40 

If made with raised panels ^" thick, add list .60 .60 

If made with raised panel 1 fg" thick, add list 1.05 1.05 

If made with raised panel 1 ^'^ thick, add list 1.65 1.65 

If made with raised panel 1 J^" thick, add list 2.85 2.85 

For other door extras, see pages 147-155. 



Veneered 

Door Lists 

and Extras 
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Extras 
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II II 




II If 




1 





Layouts 



Stiles, Top and Cross Rail not over 

4J^" wide overall. 
Bottom Rail not over 9^" wide overall. 
Raised Panels two sides, not over 

9/l6" thick. 
Bars J^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber'* s Single Light List and are 
not subject to door discount. 



3 



N. D. 537 



N. D. 538 



Class Glass 
List List 

SS DS 



Class 

Size 



Open 


Open 


Sixe 


List 


List 


of 


IH 


IM 


Door 



Open Open 
List List 



Class 

Size 



Glass Glass 
List List 
DS SS 



$3.86 


$ 5.68 


211^x28 


$7.15 


$ 9.25 


2- 6x6- 6 


$8.00 


$10.25 


10>^xl3K 


$ 4.76 


$ 3.32 


4.32 


6.37 


30 


7.25 


9.35 


6- 8 


8.10 


10.35 


14^ 


5.44 


3.80 


5.00 


7.13 


34 


7.75 


10.05 


7- 


8.60 


11.05 


16H 


6.68 


4.32 


4.75 


7.00 


23^x30 


7.45 


9.60 


2- 8x6- 8 


8.30 


10.60 


llMxl4M 


5.88 


3.88 


5.54 


7.92 


34 


7.95 


10.30 


7- 


8.80 


11.30 


16H 


6.76 


4.72 


5.56 


7.92 


25Mx30 


7.60 


9.85 


2-10x6- 8 


8.45 


10.85 


12^x14^ 


6.48 


4.52 


5.56 


7.92 


32 


8.05 


10.45 


6-10 


8.90 


11.45 


15M 


6.88 


4.76 


6.80 


9.54 


34 


8.15 


10.55 


7- 


9.00 


11.55 


16H 


7.68 


5.00 


5.56 


7.92 


27>^x30 


7.80 


10.10 


3- 0x6- 8 


8.65 


11.10 


13Hxl4^ 


6.96 


4.88 


6.80 


9.54 


34 


8.30 


10.80 


7- 


9.15 


11.80 


16M 


7.68 


5.36 




12.71 


40 




11.70 


7- 6 




12.70 


19H 


8.56 


6.00 




13.86 


46 




12.05 


8- 




13.05 


22M 


11.56 


7.88 


7.77 


10.90 


31^^x34 




11.30 


3- 4x7- 




12.30 


15>^xl6^ 


8.92 


6.20 




13.86 


40 




12.20 


7- 6 




13.20 


19M 


10.56 


7.20 




16.63 


46 




12.55 


8- 




13.55 


22H 


12.80 


8.72 


9.79 


12.71 


33Kx34 




11.60 


3- 6x7- 




12.60 


16Hxl6H 


11.04 


7.52 


.... 


16.63 


40 




12.50 


7- 6 




13.50 


19H 


12.16 


8.28 




16.63 


46 




12.85 


8- 




13.85 


22M 


16.04 


10.92 



N. P. 537 N. D. 538 

If beads are omitted, deduct list $0.30 $0.35 

Doors with Lock Rail not over 6}/^" wide overall, add list / 

13^" thick ,30 .30 

IJi" thick .40 .40 

If made with raised panel J^" thick, add list .60 .50 

If made with raised panel 1^4" thick, add list 1.05 1.05 

If made with raised panel 1%" thick, add list . 1.65 1,65 

If made with raised panel 1%" thick, add list 2.85 2.85 

For other door extras, see pages 147-155. 
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a«C>- 




Layouts 



Stiles, Top and Cross Rails not over 

4^" wide overall. 
Bottom Rail not over 9 Ji* wide overall. 
Raised Panels two sides, not over 

y^^' thick. 

Bars 3^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown tire taken from 
Jobber^ s Single Light List and are 
not subject to door discount. 




N. D. 539 



N. D. 540 



Class Class 
List List 
SS DS 



Class 
Size 



Open Open 
List List 



Size Open Open Class Class 

of List List Class List List 

Door iVa 1% Size DS SS 



$3.54 


$ 4.80 


6^x13^ 


$8.45 


$10.75 


2- 


6x6- 6 


$8.80 


$11.30 


6Hx9 


$ 5.13 


$2.97 


3.72 


5.46 


14M 


8.55 


10.85 




6- 8 


8.90 


11.40 


9% 


5.13 


3.78 


4.68 


7.20 


16M 


9.05 


11.55 




7- 


9.40 


12.10 


11 


6.12 


4.50 


3.72 


5.46 


7^x145^ 


8.75 


11.10 


2- 


8x6- 8 


9.10 


11.65 


7Mx 9H 


5.13 


3,78 


4.68 


7.20 


16M 


9,25 


11.80 




7- 


9.60 


12.35 


11 


6.12 


4.50 


4.26 


6.12 


sysnUH 


8.90 


11.35 


2-10x6- 8 


9.25 


11.90 


8^x 9% 


6,75 


4.28 


4.50 


6.12 


15H 


9.35 


11.95 




6-10 


9.70 


12.50 


lOA 


6.75 


4.68 


5.34 


8.22 


16% 


9.45 


12.05 




7- 


9,80 


12.60 


11 


6.75 


4.68 


4.26 


6.12 


8Hxl4?i 


9.10 


11.60 


3- 


0x6- 8 


9.45 


12.15 


»H^ 9% 


6.75 


4.28 


5.34 


8.22 


16M 


9.60 


12.30 




7- 


9.95 


12.85 


11 


6.75 


4.68 


6.30 


9.06 


19% 




13.20 




7- 6 




13.75 


13 


8.01 


5.40 


7.80 


11.16 


22% 




13.55 




8- 




14.10 


15 


9.18 


6.39 


7.08 


10.14 


lOH^UH 




12.80 


3- 


4x7- 




13.35 


10^x11 


9.00 


6.66 


7.80 


11.16 


19% 




13.70 




7- 6 




14.25 


13 


9.72 


6.66 


9.90 


14.58 


22% 




14.05 




8- 




14.60 


15 


10.24 


8.55 


7.08 


10.14 


10Hxl6% 




13.10 


3- 


6x7- 




13.65 


lOMxll 


9.00 


6.66 


7.80 


11.16 


19% 




14,00 




7- 6 




14.55 


13 


9.72 


6.66 


9.90 


14.58 


22% 




14.35 




8- 




14.90 


15 


10.24 


8.55 



N. D. 539 N. D. 540 

If beads are omitted, deduct list $0.45 $0.65 

Doors with Lock Rail not over 63^" wide overall, add list 

\%" thick .30 .30 

IW thick .40 .40 

If made with raised panel J^" thick, add list .60 .60 

If made with raised panel 1 %" thick, add list 1.05 1.05 

If made with raised panel 1^/^" thick, add list 1.65 1.65 

If made with raised panel 1%" thick, add list 2.85 2.85 

For other door extras, see pages 147-155. 
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=( STANDARD LISTS 1936 ]= 




1^ 



Layouts 



Stiles, Top and Cross Rails not over 

4^" wide overall. 
Bottom Rail not over 9^" wide overall. 
Raised Panels two sides, not over 

9/f6" thick. 
Bars 3^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber'* s Single Light List and are 
not subject to door discount. 




N. D. 541 



N. D. 542 



Class Glass Glass Size Open Open 
List List Comer List List 

SS 0S Lights IH IH 



)ize 


Open 


Open 


of 


List 


List 


oor 


1% 


IH 



Glass 
Size 



Glass Glass 
List List 
DS SS 



$3.29 


$ 4.65 


5x5 


$ 9.50 


$12.05 


2- 6x6- 6 


$7,90 


$10.15 


6H3C28 


$ 5.69 


$3.79 


3.52 


4.98 


5x5 


9.60 


12.15 


6- 8 


8.00 


10.25 


30 


6.02 


4.10 


4.09 


5.86 


5x5 


10.10 


12.85 


7- 


8.80 


11.25 


34 


6.83 


4.55 


3.83 


5.41 


5x5 


9.80 


12.40 


2- 8x6- 8 


8.20 


10.50 


7^:^30 


6.92 


4.35 


4.52 


6.47 


5x5 


10.30 


13.10 


7- 


9.00 


11.50 


34 


7.91 


5.36 


4.18 


6.06 


5x5 


9.95 


12.65 


2-10x6- 8 


8.35 


10.75 


8^=^30 


7.88 


5.34 


4.55 


6.60 


5x5 


10.40 


13.25 


6-10 


9.10 


11.65 


32 


7.88 


5.34 


4.78 


6.93 


5x5 


10.50 


13.35 


7- 


9.20 


11.75 


34 


8.76 


5.96 


4.64 


6.70 


5x5 


10.15 


12.90 


3- 0x6- 8 


8.55 


11.00 


8Mx30 


7.88 


5.34 


5.52 


7.98 


5x5 


10.65 


13.60 


7- 


9.35 


12.00 


34 


7.88 


5.34 


6.77 


9.89 


5x5 




14.50 


7- 6 




12.90 


40 


10.70 


7.50 


8.24 


11.89 


5x5 




14.85 


8- 




13.25 


46 


12.72 




6.31 


9.14 


5x5 




14.10 


3- 4x7- 




12.50 


103^x34 


12.03 


7.74 


7.74 


11.31 


5x5 




15.00 


7- 6 




13.40 


40 


14.01 


9.51 


9.69 


13.74 


5x5 




15.35 


8- 




13.75 


46 


17.76 




6.98 


10.12 


5x5 




14.40 


3- 6x7- 


.... 


12.80 


10Hx34 


12.03 


7.74 


8.29 


12.11 


5x5 




15.30 


7- 6 




13.70 


40 


14.01 


9.51 


10.47 


14.90 


5x5 




15.65 


8- 




14.05 


46 


17.76 





N. D. 541 N. D. 542 

If beads are omitted, deduct list. $0.65 $0.35 

Doors with Lock Rail not over 6}^'^ wide overall, add list 

13^" thick .30 .30 

IW thick .40 .40 

If made with raised panel J^* thick, add list .60 .60 

If made with raised panel 1^4" thick, add list 1.05 1.05 

If made with raised panel 1%" thick, add list 1.65 1.65 

If made with raised panel 1 J^" thick, add list 2.85 2.85 

For other door extras, see pages 147-155. 
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Layouts 



N. D. 543 
Stiles, Top and Cross Rails not over 

4M" wide overall. 
Bottom Rail not over 9M" wide overall. 
Raised Panels two sides, not over 

W thick. 
Bars J^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 

N. D. 544 
Stiles, Top and Cross Rails not over 

45^" wide overall. 
Bottom Rail not over 9^" wide overall. 
Muntins not over 3J^" wide overall. 
Raised Panels two sides, not over 

%" thick. 
Beads for glass included. 
Standard Stock Sticking. 




N. D. 543 



N. D. 544 



Glass lists shown are taken from Jobber'^s Single Light List and are 
not subject to door discount. 



Class Glass 
List List 
SS DS 



Glass 
Size 



Open 


Open 


Size 


Open 


Open 


List 


List 


of 


List 


List 


IH 


IH 


Door 


IH 


IH 



Glass 
Size 



Glass Glass 
List List 

DS SS 



13.18 


$ 4.68 


5 x28 


$8.25 


$10.55 


2- 


6x6- 6 


$7.25 


$ 9.35 


21^x30 


$ 6.37 


$4.32 


3.44 


5.06 


30 


8.35 


10.65 




6- 8 


7.30 


9.45 


32 


7.00 


4.75 


4.76 


6.82 


34 


9.25 


11.75 




7- 


7.80 


10.60 


36 


7.92 


5.56 


4.62 


6.82 


51^x30 


8.55 


10.90 


2- 


8x6- 8 


7.50 


9.70 


23>^x32 


7.92 


5.56 


5.16 


8.02 


34 


9.45 


12.00 




7- 


8.00 


10.40 


36 


8.91 


6.22 


4.62 


6.82 


6 x30 


8.70 


11.15 


2-10x6- 8 


7.65 


9.95 


25>^x32 


7.92 


5.56 


4.88 


7.18 


32 


9.55 


12.15 




6-10 


8.10 


10.55 


34 


9.54 


6.80 


5.16 


8.02 


34 


9.65 


12.25 




7- 


8.20 


10.65 


36 


9.54 


6.80 


5.46 


8.02 


6Mx30 


8.90 


11.40 


3- 


0x6- 8 


7.85 


10.15 


271^x32 


9.54 


6.80 


6.18 


9.10 


34 


9.80 


12.50 




7- 


8.40 


10.90 


36 


10.90 


7.77 


7,30 


10.78 
12.96 


40 
46 




13.40 
13.75 




7- 6 

8- 












7.12 


10.50 


7Mx34 




13.00 


3- 


4x7- 












8.96 


12.82 
16.50 


40 
46 




13.90 
14.25 




7- 6 

8- 













7.12 


10.50 


8 x34 


.... 


13.30 


3- 


6x7- 












9.10 


12.96 
16.50 


40 
46 




14.20 
14.55 




7- 6 

8- 













N. D. 543 

If beads are omitted, deduct list . $0.30 

If door is made with Lock Rail not over 6J^'' wide overall. 

Add list, 13^" thick .30 
Add list, 1?^" thick .40 

If door is made with raised panel Ji* thick, add list .60 

If door is made with raised panel IW thick, add list 1.05 

If door is made with raised panel 1%" thick, add list 1.65 

If door is made with raised panel 1%* thick, add list 2.85 

If door N. D. 544 is made with divided lights, open, see Rule 7. 

For other door extras, see pages 147-155. 
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Layouts 



N, D. 549 
Stiles, Top and Cross Rail not over 

4?^" wide overall. 
Bottom Rail not over 9%" wide overall. 
Raised Panels two sides, not over 

9/f6" thick. 

Beads for glass included. 
Standard Stock Sticking. 

N. D. 554 
Stiles, Top and Cross Rail not over 

4^" wide overall. 
Bottom Rail not over 9 J^" wide overall. 
Muntins not over 33^" wide overall. 
Raised Panels two sides, not over 

%" thick. 
Beads for glass included. 
Standard Stock Sticking. 




N. D. 549 



N. D. 554 



Glass lists shown are taken from Jobber^s Single Light List and are 
not subject to door discount. 



Class 


Glass 




Open 
List 


Open 


Size 


Open 


Open 




Glass 


Glass 


List 


List 


Glass 


List 


of 


List 


List 


Glass 


List 


List 


SS 


DS 


Size 


1?^ 


IM 


Door 


IH 


IH 


Size 


DS 


SS 



#3.31 
3.56 
4.32 


$4.87 
5.25 
6.37 


2lMx24 
26 
30 


$7.55 
7.65 
8.15 


$ 9.75 

9.85 

10.55 


2- 6x6- 6 

6- 8 

7- 


$7.70 
7.80 
8.35 


$ 9.95 
10.05 
10.75 


213^x24 
26 
30 


$4.87 
5.25 
6.37 


$3.31 
3.56 
4.32 


3.86 
4.75 


5.68 
7.00 


23Mx26 
30 


7.85 
8.35 


10.15 
10.85 


2- 8x6- 8 

7- 


8.00 
8.55 


10.35 
11.05 


23^x26 
30 


5.68 
7.00 


3.86 

4.75 


4.32 
5.00 
5.56 


6.37 
7.13 
7.92 


25Kx26 
28 
30 


8.05 
8.50 
8.60 


10.40 
11.05 
11.15 


2-10x6- 8 
6-10 
7- 


8.25 
8.70 
8.80 


10.65 
11.25 
11.40 


25^x26 
28 
30 


6.37 
7.13 
7.92 


4.32 
5.00 
5.56 


5.00 
5.56 


7.13 
7.92 


27^x26 
30 


8.25 
8.80 


10.70 
11.45 


3- 0x6- 8 

7- 


8.45 
9.00 


10.90 
H.65 


273^x26 
30 


7.13 
7.92 


5.00 
5.56 



N. D. 549 N. D. 554 

If beads are omitted from doors, deduct list $0.30 $0.30 

Doors with Lock Rail not over 63^" wide overall, add list 

Ws" thick ,30 ,30 

1^" thick .40 .40 

If door is made with raised panel ^" thick, add list .80 .70 

If door is made with raised panel IJ^" thick, add list 1,40 1,20 

If door is made with raised panel 1%" thick, add list 2.20 1.95 

If door is made with raised panel 1%" thick, add list 3.80 3.35 

If above doors are made with divided lights, open, see Rule 7. 

If made with divided lights, glazed, use same glass list as is shown for N. D. 530 
divided, for an equal number of lights and arrangement. 

For other door extras, see pages 147-155. 
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Layouts 



Stiles and Top Rail not over 4^" 

wide overall. 
Lock Rail not over 83^*' wide overall. 
Bottom Rail not over 9 J^" wide overall. 
Muntins not over 4%*' wide overall. 
Raised Panels two sides, not over 

%" thick. 
Bars 3^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 

Glass lists shown are taken from 
Jobber^ s Single Light List and are 
not subject to door discount. 




N. D. 559 



N. D, 560 



Glass Class 
List List 
SS DS 



Glass 

Sizo 



Open Open 
List List 

IH IH 



Size 

of 

Door 



Open Open 
List List 



Glass 

Size 



Glass Glass 
List List 
DS SS 



$5.56 
6.80 
8.40 


$ 7.92 

9.54 

10.90 


21Hx38 
40 
44 


$6.65 
6.70 

7.20 


$ 8.65 
8.75 
9.40 


2- 6x6- 6 
6-8 

7- 


$7.50 
7.55 
8.05 


$ 9.70 

9.80 

10.45 


lOHxlSM 
19^ 

21M 


$ 7.08 
7.28 
8.00 


$4.92 
5.08 
5.60 


6.80 
8.40 


9.54 
10.90 


23>^x40 
44 


6.85 
7.35 


8.95 
9.60 


2- 8x6- 8 
7- 


7.70 
8.20 


10.00 
10.65 


ll>^xl9M 

21^ 


7.44 
8.28 


5.20 
5.76 


7.77 
7.77 
9.07 


10.90 
10.90 
12.71 


25^x40 
42 
44 


7.00 
7.40 
7.50 


9.15 
9.70 
9.80 


2-10x6- 8 
6-10 

7- 


7.85 
8.25 
8.35 


10.20 
10.75 
10.85 


12>4xl9M 
20M 
21M 


8.56 
10.48 
10.48 


5.56 
7.08 
7,08 


9.07 
11.15 


12.71 
13.86 


27Mx40 
44 


7.15 
7.65 


9.35 
10.00 


3- 0x6- 8 

7- 


8.00 
8.50 


10.40 
11.05 


13Mxl9M 

21M 


8.56 
10.56 


6.00 
7.20 



N. D. 559 N. D. 560 

If beads are omitted, deduct list. , . $0.35 $0.40 

If made with raised panel ^'^ thick, add list ,40 .40 

If made with raised panel 1 J^" thick, add list ,70 .70 

If made with raised panel 1%" thick, add list 1.10 1.10 

If made with raised panel 1%" thick, add list 1.90 1.90 

For other doors, extra see pages 147-155. 
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N. D. 561 



Glass Glass 
List List 
SS DS 



Glass 
Size 



=( STANDARD LISTS 1936)= 



=»«>• 



Layouts 



Stiles and Top Rail not over 4J^' |j=^}^^j^ 

wide overall. 
Lock Rail not over 83^" wide overall. 
Bottom Rail not over 9^" wide overall, 
Muntins not over 4^" wide overall. 
Raised Panels, two sides, not over 

%" thick. 
Bars 3^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 

Glass lists shown are taken from 
Jobber^ s Single Light List and are 
not subject to door discount, 

N. D. 562 




Open Open 
List List 



Size 

of 

Door 



Open Open 
List List 

1% IH 



Glass 
Size 



Glass Glass 
List List 

DS SS 




$4.44 
4.44 
5.70 


$ 6.48 
6.48 
8.16 


10Mxl2A 
13 


$8.00 
8.05 
8.55 


$10.30 
10.40 
11.05 


2- 6x6- 6 

6- 8 

7- 


$8.35 
8.40 
8.90 


$10.75 
10.85 
11.50 


6Hxl2A ... 
13 
14 A ... 


$4.86 
4.86 
5.58 


5.46 
5.82 


7.80 
8.82 


ll>^xl3 
14 A 


8.20 
8.70 


10.60 
11.25 


2- 8x6- 8 

7- 


8.55 
9.05 


11.05 
11.70 


7Hxl3 

14A ... 


4.86 
5.58 


6.30 
6.30 
7.32 


9.06 

9.06 

10.44 


12Mxl3 

13^ 
14i^ 


8.35 
8.75 
8.85 


10.80 
11.35 
11.45 


2-10x6- 8 
6-10 

7- 


8.70 
9.10 
9.20 


11.25 
11.80 
11.90 


8Hxl3 

13H ... 
14A ... 


5.40 
5.94 
6.39 


6.30 
7.32 


9.06 
10.44 


13>^xl3 

14 A 


8.50 
9.00 


11.00 
11.65 


3- 0x6- 8 

7- 


8.85 
9.35 


11.45 
12.10 


8Hxl3 

14A ... 


5.40 
6.39 



If beads are omitted, deduct list 

If made with raised panel J^" thick, add list . , 
If made with raised panel l^g" thick, add list . 

If made with raised panel, 1^" add list 

If made with raised panel 1 ^'^ thick, add list . 

For other door extras, see pages 147-155. 



N. D. 561 


N 


. D. 562 


$0.50 




fO.65 


.40 




.40 


.70 




.70 


1,10 




1.10 


1.90 




1.90 
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Layouts 



Stiles, Top and Cross Rails not over 

4^^*^ wide overall. 
Bottom Rail not over 9^" wide overall. 
Montins not over 4%*^ wide overall. 
Raised Panels two sides, not over 

%" thick. 
Bars J^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber'' s Single Light List and are 
not subject to door discount. 




N. D. 567 



N. D. 568 



Glass Class 
List List 

SS DS 



Glass 

Size 



Open Open 
List List 



Size 

of 

Door 



Open 
List 

IM 



Open 
List 

IK 



Glass 
Size 



Glass Glass 
List List 
DS SS 



$4.75 
5.00 
5.56 


$ 7.00 
7.13 
7.92 


21Hx32 
34 
38 


$6.95 
7.00 
7.50 


$ 8.95 
9.05 
9-75 


2- 6x6- 6 

6- 8 

7- 


$7.75 
7.80 
8.30 


$ 9.90 
10.00 
10.70 


10Mxl5M 
16% 
18M 


$5.88 
6.76 

7.44 


$3.80 
4.32 
5.20 


5.54 
6.80 


7.92 
9.54 


23^x34 
38 


7.20 
7.70 


9.30 
9.95 


2- 8x6- 8 

7- 


8.00 
8.50 


10.25 
10.90 


ll>ixl6K 

18M 


6.76 
7.44 


4.72 
5.20 


6.80 
6.80 

7.77 


9.54 

9.54 

10.90 


25Mx34 
36 
38 


7.35 
7.75 
7.85 


9.50 
10.05 
10.15 


2-10x6- 8 
6-10 

7- 


8.15 
8.55 
8.65 


10.45 
11.00 
11.10 


123^x16% 

17% 

18M 


7.68 
7.68 
8.24 


5.00 
5.00 
5.56 


6.80 

7.77 


9.54 
10.90 


27Kx34 
38 


7.50 
8.00 


9.70 
10.40 


3- 0x6- 8 

7- 


8.30 
8.80 


10.65 
11.35 


13Mxl6M 
18^ 


7.68 
8.24 


5.36 
6.00 



N. D. 567 N. D. 568 

If beads are omitted, deduct list. $0.35 $0.40 

If made with raised panel %" thick, add list .55 .55 

If made with rajised pnael 1 }4" thick, add list .90 .90 

If made with raised panel 1%'^ thick, add list . 1,55 1.55 

If made with raised panel 1%" thick, add list 2,50 2.50 

If door N. D. 567 has Plain Flush Mould, two sides, around panels only, 

not including Fillet, add list $2.55 

If door N. D. 567 has Plain Raised Mould, two sides, around panels only, 

not including Fillet, add list 3.05 

If door N. D. 567 has Plain Flush Mould, two sides, around panels and 

light, not including Fillet, add list 3.95 

If door N. D. 567 has Plain Raised Mould, two sides, around panels and 

light, not including Fillet, add list 5.05 

For Fillet around glass opening, per lineal foot or fraction thereof , around 

opening, add list 03 J^ 

For other door extras, see pages 147-155. 
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Layouts 



Stiles, Top and Cross Rails, not over 

4J^" wide overall. 
Bottom Rail not over 9^" wide overall. 
Muntins not over 4!%" wide overall. 
Raised Panels two sides, not over 

W thick. 
Bars 3^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Johber'*s Single Light List and are 
not subject to door discount. 




N. D. 569 



N. D. 570 



Glass 
List 

SS 



Glass 

List 
DS 



Glass 
Size 



Open 


Open 


Sice 


Open 


Open 


List 


List 


of 


List 


List 


IH 


IH 


Door 


1% 


IH 



Glass 
Size 



Glass Glass 
List List 
DS SS 



$4.02 
4.02 
4.50 


$5.46 
5.76 
6.42 


65ixl5^ 
18M 


$8.25 
8.30 
8.80 


$10.50 
10.60 
11.30 


2- 6x6- 6 

6- 8 

7- 


$8.60 
8.65 
9.15 


$11.05 
11.15 
11.85 


11 

12A .. 


.. $3.74 
3.74 
4.10 


4.68 
5.22 


6.69 
7.92 




8.50 
9.00 


10.85 
11.50 


2- 8x6- 8 
7- 


8.85 
9.35 


11.40 
12.05 


7Kxll 

12 A 


4.50 
4.86 


5.34 
5.34 
6.30 


8.22 
8.22 
9.06 


sysxUH 

18% 


8.65 
9.05 
9.15 


11.05 
11.60 
11.70 


2-10x6- 8 
6-10 

7- 


9.00 
9.40 
9.50 


11.60 
12.15 
12.25 


8>^xll 

11^ .. 

12 A 


.. 5,04 
5.04 
5.40 


5.34 
6.30 


8.22 
9.06 


8Mxl6M 

18M 


8.80 
9.30 


11.25 
11.95 


3- 0x6- 8 

7- 


9.15 
9.65 


11.80 
12.50 


8Mxll 

12 A .. 


5.04 
.. 5.40 



N. D. 569 N. D. 570 

If beads are omitted, deduct list $0.45 $0.65 

If made with raised panel H" thick, add list .55 .55 

If made with raised panel I H" thick, add list .90 .90 

If made with raised panel l^*" thick, add list 1.55 1.55 

If made with raised panel IW thick, add list 2.50 2.50 

For other door extras, see pages 147-155. 
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Layouts 



Stiles and Top Rail not over 4Ji" 

wide overall. 
Lock Rail not over BH" wide overall. 
Bottom Rail not over 91^" wide overall- 
Laminated Flat Panels not over ^g" 

thick. 
Bars 3^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 

Glass lists shown are taken from 
Jobber'*s Single Light List and are 
not subject to door discount. 




N. 1>. 575 



IN. D. 576 



Glass Class 
List List 
SS DS 



Glass 
Size 



Open Open 
List List 

1% IH 



Size 

of 

I>€K>r 



Open Open 
List List 

1% IH 



Glass Glass 
Glass List List 
Size DS SS 



$5.56 
6.80 


$ 7.92 

9.54 

10.90 


21J^x38 
40 
44 


$6.70 
6.75 
7.25 


$ 8.65 
8.75 
9.40 


2- 6x6- 6 

6- 8 

7- 


$7.70 

7.75 
8.25 


$ 9.80 
9.90 
10.55 


6Hx38 
40 

44 


$ 7.92 
7.92 
9.54 


$5.56 
5.56 


6.80 


9.54 
10.90 


23Kx40 
44 


6.95 
7.40 


8.95 
9.65 


2- 8x6- 8 

7- 


7.95 
8.40 


10.10 
10.80 


73^x40 
44 


9.54 
10.90 


6.80 


7.77 
7.77 


10.90 
10.90 
12.71 


25Hx40 
42 
44 


7.10 
7.50 
7.60 


9.20 
9.75 
9.85 


2-10x6- 8 
6-10 

7- 


8.10 
8.50 
8.60 


10.35 
10.90 
11.00 


8^x40 
42 
44 


10.90 
10.90 
12.71 


7.7T 
7.7T 


9.07 


12.71 
13.86 


27^x40 
44 


7.25 
7.75 


9.40 
10.10 


3- 0x6- 8 

7- 


8.25 
8.75 


10.55 
11.25 


8Hx40 
44 


12.71 
13.86 


9.07 



N. D. 575 N. D. 576 

If beads are omitted, deduct list $0.35 $0.45 

If made with raised panel %" thick, add list .45 .45 

If made with raised panel %" thick, add list .60 .60 

If made with raised panel 1 ^" thick, add list .90 .90 

If made with raised panel IW thick, add list 1.25 1.25 

If made with raised panel l^" thick, add list 2.15 2.15 

For other door extras, see pages 147-155. 
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Layouts 



Stiles and Top Rail not over 45^* 

wide overall. 
Lock Rail not over 83^" wide overall. 
Bottom Rail not over 9 Ji*' wide overall. 
Laminated Flat Panels two sides, not 

over ^4%" thick. 
Bars 3^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 

Glass lists shown are taken from 
Jobber^ s Single Light List and are 
not subject to door discount. 



N. D. 577 




N. D. 578 



Glass Glass 
List List 

SS DS 



Glass 

Size 



Open 


Open 


Size 


List 


List 


of 


1^8 


IM 


Door 



Open Open 
List List 



Glass 

Size 



Glass Glass 
List List 
DS SS 



«4.86 
5.56 
6.40 


$ 7.58 
7.58 
9.44 


5 x38 

40 
44 


$7.55 
7.60 
8.10 


$ 9.70 

9.80 

10.45 


2- 6x6- 6 

6- 8 

7- 


$8.05 
8.10 
8.60 


$10.15 
10.25 
10.90 


10KxI2A $ 6.48 

13 6.48 

14 A 8.16 


$4.44 

4.44 
5.70 


6.34 
7.68 


9.34 
10.18 


53^x40 
44 


7.80 
8.25 


10.00 
10.70 


2- 8x6- 8 

7- 


8.30 
8.75 


10.45 
ll.lS 


llHxlS 
14 A 


7.80 
9.00 


5.46 
6.30 


6.34 
7.32 
7.68 


9.34 
10.18 
10.18 


6 x40 
42 
44 


7.95 
8.35 
8.45 


10.25 
10.80 
10.90 


2-10x6- 8 
6-10 

7- 


8.45 
8.85 
8.95 


10.70 
11.25 
11.35 


12J^xl3 

13 H 

14 A 


9.06 
9.06 
9.06 


6.30 
6.30 
6.30 


7.30 
8.36 


10.78 
11.88 


6^x40 
44 


8.10 
8.60 


10.45 
11.15 


3- 0x6- 8 
7- 


8.60 
9.10 


10.90 
11.60 


13>^xl3 
14A 


9.06 
10.44 


6.30 
7.32 



N. D. 577 N. D. 578 



If beads are omitted, deduct list $0.40 

If made with raised panel %," thick, add list 

If made with raised panel %" thick, add list 

If made with raised panel 13^" thick, add list 

If made with raised panel \%" thick, add list 

If made with raised panel 1^" thick, add list 

For other door extras, see pages 147-155. 



$0.40 


$0.50 


.45 


.45 


.60 


.60 


.90 


.90 


1.25 


1.25 


2.15 


2.15 
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art<i.. 




Layouts 



Stiles and Top Rail not over 4%'^ 

wide overall. 
Lock Rail not over 83^" wide overall. 
Bottom Rail not over 95^* wide overall. 
Laminated Flat Panels two sides, not 

over Me" thick. 
Bars 3^* between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobher'*s Single Light List and are 
not subject to door discount. 




N. D. 579 



N. D. 580 



GlaM Glass 
List last 
SS DS 



Glass 
Size 



Open Open 
List List 



Size 

of 

Door 



Open Open 
List List 

1% IH 



Glass 
Size 



Glass Glass 
List List 

DS SS 



$4.96 
4.96 
6.00 


$ 6.80 
6.80 
8.16 


lOHx 9H 

9H 

10^ 


$8.25 
8.30 
8.80 


$10.60 
10.70 
11.35 


2- 6x6- 6 

6- 8 

7- 


$8.40 
8.45 
8.95 


$10.75 
10.85 
11.50 


6iixl2A 
13 
14 A 


$7.20 
7.20 
8.19 


$4.86 
4.86 
5.58 


4.96 
6.00 


6.80 
8.16 


llMx 9H 


8.50 
8.95 


10.90 
11.60 


2- 8x6- 8 

7- 


8.65 
9.10 


11.05 
11.70 


14A 


7.20 
8.19 


4.86 
5.58 


5.44 
7.28 
7.28 


8.00 
10.40 
10.40 


12Hx 9H 
10 H 


8.65 
9.05 
9.15 


11.15 
11.70 
11.80 


2-10x6- 8 
6-10 

7- 


8.80 
9.20 
9.30 


11.30 
11.85 
11.95 


8J^13 
13 M 
14A 


8.01 
8.01 
9.18 


5.40 
5.94 
6.39 


5.84 
7.28 


8.00 
10.40 


133^x 9H 
10 H 


8.80 
9.30 


11.35 
12.05 


3- 0x6- 8 

7- 


8.95 
9.45 


11.50 
12.20 


8Hxl3 
14A 


8.01 
9.18 


5.40 
6.39 



If beads are omitted, deduct list. 

If made with raised panel %" thick, add list . . 
If made with raised panel ji" thick, add list . . 
If made with raised panel IJ^'' thick, add list. 
If made with raised pane! 1%" thick, add list. 
If made with raised panel 1^" thick, add list. 

For other door extras, see pages 147-155. 



N. D. 579 


N. D. 580 


$0.60 


$0.65 


.45 


.45 


.60 


.60 


.90 


.90 


1.25 


1.25 


2.15 


2.15 
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1 III II 








( — ^in 













Layouts 



Stiles and Top Rail not over 45^* 

wide overall. 
Lock Rail not over 83^" wide overall. 
Bottom Rail not over 95^" wide overall. 
Laminated Flat Panels two sides, not 

over f^e" thick. 
Bars 3^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber^s Single Light List and are 
not subject to door discount. 




N. D. 581 



N. 0. 582 



Glass Class Glass Size 0]>en Open 
List List Corner List /V^^s^ 

SS DS Lights 1*A ^ IH 



Size 


Open 


Open 


of 


List 


List 


Door 


IH 


IH 



Glass 
Size 



Class Class 
List List 
DS SS 



94.70 
5.17 
6.10 


$ 6.80 
7.51 
8.99 


5x5 
5x5 
5x5 


1 9.10 
9.15 
9.65 


$11.50 
11.60 
12.25 


2- 6x6- 6 

6- 8 

7- 


$9.20 
9.25 
9.75 


$11.65 
11.75 
12.40 


6Hx9H 

9^ 
10^ 


$6.00 
6.00 
7.80 


$4.38 
4.38 
5.46 


5.65 
6.67 


8.26 
9.68 


5x5 
5x5 


9.35 
9.80 


11.80 
12.50 


2- 8x6- 8 

7- 


9.45 
9.90 


11.95 
12.65 


7Hx 9H 
10 ^g 


6.84 
8.16 


5.04 
6.00 


6.11 
6.62 

7.24 


8.95 

9.94 

10.53 


5x5 

5x5 
5x5 


9.50 

9.90 

10.00 


12.05 
12.60 
12.70 


2-10x6- 8 
6-10 

7- 


9.60 
10.00 
10.10 


12.20 
12.75 
12.85 


BH^9H 
10 H 


9-12 
9.12 
9.12 


6.24 
6.24 
6.24 


6.77 
7.84 


9.89 
11.36 


5x5 
5x5 


9.65 
10.15 


12.25 
12.95 


3- 0x6- 8 

7- 


9.75 
10.25 


12.40 
13.10 


SH^9H 

10% 


9.12 
9.12 


6.24 
6.24 



N. D. 581 N. D. 582 

If beads are omitted, deduct list $0.65 $0.85 

If made with raised panel %" thick, add list ,45 .45 

If made with raised panel J^" thick, add list .60 ,60 

If made with raised panel 13^' thick, add Hst ,90 .90 

If made with raised panel 1^" thick, add list 1,25 1.25 

If made with raised panel 1 J^" thick, add list 2,15 2.15 

For other door extras, see pages 147-155. 
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Layouts 



Stiles, Top and Cross Rail not over 
53^'' wide overall. 

Mullion not over 53^'' wide overall. 

Bottom Rail not over 9^" wide overall. 

Laminated Flat Panels two sides, not 
over 5^6 " thick or solid raised or solid 
flat panels not over ^g" thick. 

Bars 3^'^ between glass. 

Beads for glass included. 

Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber^ s Single Light List and are 
not subject to door discount. 



N. D. 591 



N. D. 592 



Claas 

List 

SS 



Glass 
List 
DS 



Glass 
Size 



Open Open 
List List 



Sixe 

of 

Door 



Open Open 
List List 



Glass 
Size 



Glass Glass 
List List 

DS SS 



$2.07 
2.07 
2.07 


$3.04 
3.04 
3.04 


20x18 
18 
18 


$8.25 
8.40 
9.15 


$10.65 
10.90 
11.90 


2- 6x6- 6 

6- 8 

7- 


$9.00 
9.15 
9.90 


$11.50 
11.75 
12.75 


6Axl8 
18 
18 


$3.04 
3.04 
3.04 


$2.07 
2.07 
2.07 


2.58 
2.58 


3.79 
3.79 


22x18 
18 


8.65 
9.45 


11.15 
12.20 


2- 8x6- 8 

7- 


9.40 
10.20 


12.00 
13.05 


7 xl8 
18 


3.79 
3.79 


2.34 
2.34 


2.73 
2.73 
2.73 


4.01 
4.01 
4.01 


24x18 
18 
18 


8.90 
9.50 
9.70 


11.45 
12.25 
12.50 


2-10x6- 8 
6-10 

7- 


9.65 
10.25 
10.45 


12.30 
13.10 
13.35 


75^x18 
18 
18 


4.01 
4.01 
4.01 


2.34 
2.34 
2.34 


3.09 
3.09 


4.55 
4.55 


26x18 
18 


9.10 
9.95 


11.75 
12.80 


3- 0x6- 8 

7- 


9.85 
10.70 


12.60 
13.65 


8A.18 


4.17 
4.17 


2.67 
2.67 



N. D. 591 N. D. 592 

If beads are omitted, deduct list $0.25 $0.20 

Lengthening glass height, for each one inch lengthened, 

deduct list .03 .03 

N. D. 591 and N. D. 592 

If made with raised panel J^" thick add list $0.85 

If made with raised panel 13^* thick add list 1.85 

If made with raised panel l^*' thick add list 2.40 

If made with raised panel IM* thick add list 4,20 

If made one panel instead of 2 panel, add list .70 

If made three panel instead of 2 panel, add list .25 

If made with one raised panel J^" thick add to the one panel list 1.30 

If made with one raised panel 13^" thick add to the one panel list 2,15 

If made with one raised panel 1^" thick add to the one panel list 2.85 

If made with one raised panel 1 Ji" thick add to the one panel list 4.60 

If made with three raised panels J^" thick add to the three panel list 30 

If made with three raised panels 1^" thick add to the three panel list. . . . 1.10 

If made with three raised panels 1%" thick add to the three panel list. . . . 1.40 

If made with three raised panels IJ^*' thick add to the three panel list. . . . 2,40 

13^'' thick IM" thick 

4J<' Stiles, Top Rail and Mullion, deduct list $0.60 $0.95 

113^" Bottom Rail, add list 35 .55 

12 3^*^ Bottom Rail, add list 55 .85 

For other door extras, see pages 147-155. 
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Layouts 



Stiles, Top and Cross Rails not over 
53^" wide overall. 

MuUion not over SJ^" wide overall. 

Bottom Rail not over 9^" wide overall. 

Laminated Flat Panels two sides, not 
over ^e" thick or solid raised or solid 
flat panels not over ^g" thick. 

Bars 3^" between glass. 

Beads for glass included. 

Standard Stock Sticking. 

Glass lists shotvn are taken from 
Jobber^ s Single Light List and are 
not subject to door discount. 



N, D. 593 




D. 594 



Glass Glass 
List List 
SS DS 



Glass 
Size 



Open 


Open 


Size 


Open 


Open 


List 


List 


of 


List 


List 


IH 


1% 


I>oor 


IH 


IH 



Glass 
Size 



Glass Glass 
List List 
DS SS 



$1.94 
1.94 
1.94 


$2.78 
2.78 
2.78 


4^x18 
18 
18 


$ 9.20 

9.35 

10.10 


$11.75 
12.00 
13.00 


2- 6x6- 6 

6- 8 

7- 


$9.45 

9.60 

10.35 


$12.00 
12.25 
13.25 


6 Ax 8M 


$3.04 
3.04 
3.04 


$1.98 
1.98 
1.98 


2.36 
2.36 


3.38 
3.38 


5Kxl8 
18 


9.60 
10.40 


12.25 
13.30 


2- 8x6- 8 

7- 


9.85 
10.65 


12.50 
13.55 


7 X 8M 

8M 


3.42 
3.42 


1.98 
1.98 


2.36 
2.36 
2.36 


3.38 
3.38 
3.38 


55^x18 
18 
18 


9.85 
10.45 
10.65 


12.55 
13.35 
13.60 


2-10x6- 8 
6-10 

7- 


10.10 
10.70 
10.90 


12.80 
13.60 
13.85 


7Hx8M 

m 


3.42 
3.42 
3.42 


2.52 
2.52 
2.52 


2.50 
2.50 


3.84 
3.84 


6J^xl8 
18 


10.05 
10.90 


12.85 
13.90 


3- 0x6- 8 

7- 


10.30 
11.15 


13.10 
14.15 


8 Ax 8M 

8M 


3.42 
3.42 


2.76 
2.76 



N. B, 593 N. D. 594 

If beads are omitted, deduct list $0.25 |0.30 

Lengthening glass height, for each one inch lengthened, 

deduct list 03 .03 

If made with raised panel %" thick, add list .85 .85 

If made with raised panel XYs" thick, add list 1.85 1.85 

If made with raised panel lY^" thick, add list. 2.40 2.40 

If made with raised panel 1%" thick, add list 4.20 4.20 

If made one panel instead of 2 panels, add list .70 .70 

If made three panels instead of 2 panels, add list -25 .25 

If made with one or three Heavy Raised Panels, use same / 
extra as for No. 591. 

IJ^' Thick IJi" Thick 

4^" Stiles, Top Rail and Mullion, deduct list 60 .95 

113^" Bottom Rail, add list 35 .55 

12H* Bottom Rail, add list 55 .85 

For other door extras, see pages 147-155. 
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Layouts 



Stiles, Top and Cross Rails not over 
53^" wide overall. 

Mullion not over 5^" wide overall. 

Bottom Rail not over 9 J^" wide overall. 

Laminated Flat Panels two sides, not 
over %!' thick, or solid raised or solid 
flat panels not over ^fg" thick. 

Bars J^" between glass. 

Beads for glass included. 

Standard Stock Sticking. 

Glass lists shown are taken from 
Jobber^s Single Light List and are 
not subject to door discount. 



N. D. 595 



SIme 

of 

Door 



Open 
List 



Open 
List 



Glass 

Size 



Glass 


Glass 


List 


List 


SS 


DS 



2- 6x6- 6 

6-8 

7-0 


$ 9.70 

9.85 

10.60 


$12.35 
12.60 
13.60 


4^x8?^ 

m 


$2.07 
2.07 
2.07 


$3.04 
3.04 
3.04 


2- 8x6- 8 

7-0 


10.10 

10.90 


12.85 
13.90 


53^x8^ 


2.24 

2.24 


3.04 
3.04 


2-10x6- 8 

6-10 


10.35 

10.95 


13.15 
13.95 
14.20 


5^x8^ 

m 
m 


2.24 
2.24 
2.24 


3.04 
3 04 


7-0 


11.15 


3.04 


3- 0x6- 8 

7-0 


10.55 

11.40 


13.45 
14.50 




2.50 
2.50 


3.84 
3.84 



N. D. 595 

11 beads are omitted, deduct list $0.35 

Lengthening glass height, for each one inch lengthened, deduct list .03 

If made with raised panel J^" thick, add list .85 

If made with raised panel 13^" thick, add list 1.85 

If made with raised panel 1%^ thick, add list 2.40 

If made with raised panel 1^" thick, add list 4.20 

If made one panel instead of 2 panels, add list .70 

If made three panels instead of 2 panels, add list .25 

If made with one or three Heavy Raised Panels, use same extra as 
for N. D. No. 591. 

13^" Thick 1?^'' Thick 

^H" Stiles, Top Rail and Mullion, deduct list. .60 .95 

113^'' Bottom Rail, add list .35 .55 

125^' Bottom Rail, add list .55 .85 

For other door extras, see pages 147-155. 



Side lights 
Toilet and 
Blind Doors 

Pina 

139 

Extras, 
Pine 
Doors 
147 



Combination * 

Doors and 

Extras 



Window 

Screens 

183 



Veneered 
Door Lists 
and Extras 



197 



Page 121 



••(>IC 



=( STANDARD LISTS 1936)= 



=»<>** 






Layouts 



N. D. 600 



Stiles and Top Rail not over 

53^" wide overall. 
Lock Rail not over 5J^" wide 

overall. 
Cross Rail and Mullion not over 

4^" wide overall. 
Bottom Rail not over 9^" wide 

overall. 
Laminated Flat Panels two 

sides, not over ^g" thick, or 

solid raised or solid flat panels 

not over ^e" thick. 
Standard Stock Sticking. 
Beads for glass included. 

Glass lists shown are taken 
from Jobber^ s Single Light 
List and are not subject to 
door discount* 




N, D. 601 



Glass 

List 

DS 



Glass 

Size 



Open 

List 



Size 

of 

Door 



List 



Glass 
Size 



Class 
List 
DS 



$2.00 
2.00 


22x11 
11 


$18.55 
19.95 


2- 8x6- 8 
7- 


$23.50 
25.05 


22x11 
11 


$2.00 
2.00 


2.43 
2.43 
2.43 


24x12 
12 
12 


18.95 
20.10 
20.30 


2-10x6- 8 
6-10 

7- 


23.85 
25.25 
25.45 


24x12 
12 
12 


2.43 
2.43 
2.43 


3.04 
3.04 


26x13 
13 


19.30 
20.70 


3- 0x6- 8 

7- 


25.40 
25.85 


26x13 
13 


3.04 
3.04 


4.55 
4.55 


30x15 
15 


21.45 

23.20 


3- 4x7- 

7- 6 


26.60 
28.60 


30x15 
15 


4.55 
4.55 


4.87 
4.87 


32x16 
16 


21.95 
23.75 


3- 6x7- 

7- 6 


27.10 
29.15 


32x16 
16 


4.87 
4.87 



N. D. 600 N. D. 601 

If made with raised panel %" thick, add list $0.50 $0.50 

If made with raised panel 13^" thick, add list 1.05 1.05 

If made with raised panel 1 J^" thick, add list 1.45 1.45 

If made with raised panel 1^" thick, add list 2.45 2.45 

If N. D. 600 is made with five lights, add to the above list 1.00 

For other door extras, see pages 147-155. 
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Layouts 



N. D. 602 



N. D. 602 
Stiles and Top Rail not over 

5^" wide overall. 
Lock Rail not over S}^" wide 

overall. 
Cross Rail and MuUion not over 

4J^" wide overall. 
Bottom Rail not over 9^" wide 

overall- 
Laminated Flat Panels two 

sides, not over ^fe" thick, or 

solid raised or solid flat panels 

not over ^{q" thick. 
Standard Stock Sticking. 
Beads for glass included. 

N. D. 603 
Stiles, Top and Lock Rail not 

nvpr 5ilyo" widi^ ovf^rall. 




N. D. 603 



over 5J^" wide overall. 
MuUion not over 4^" wide overall. 
Bottom Rail not over 9 ^'^ wide overall. 
Laminated Flat Panels two sides, not over ^g*' 
thick, or solid raised or solid flat panels not over 
%" thick. 
Standard Stock Sticking, Beads for glass included. 

Glass lists shown are taken from Jobber^s Single Light List and are 
not subject to door discount. 



Glass 
Ust 
DS 



Glass 
Size 



Open 


Size 


Open 


List 


of 


List 


IH' 


Door 


IH' 



Glass 

Size 



Glass 

List 

DS 



$4.55 
4.55 


22x22 

22 


$30.15 
32.05 


2- 8x6- 8 

7- 


$28.70 
30.55 


22x22 

22 


$ 4.55 
4.55 


5.68 
5,68 
5.68 


24x24 
24 
24 


30.45 
32.15 
32.40 


2-10x6- 8 
6-10 

7- 


29.15 
30.80 
31.05 


24x24 

24 
24 


5.68 
5.68 
5.68 


6.37 
6.37 


26x26 
26 


30.70 
32.70 


3- 0x6- 8 

7- 


29.60 
31.50 


26x26 
26 


6.37 
6.37 


9.54 
9.54 


30x30 
30 


33.45 
35.80 


3- 4x7- 

7- 6 


32.40 
34.70 


30x30 
30 


9.54 
9.54 


10.90 
10.90 


32x32 
32 


33.55 
35.90 


3- 6x7- 

7- 6 


32.90 
35.20 


32x32 
32 


10.90 
10.90 



N. D. 602 

If door is made with raised panel J^" thick, add list $0.30 

If door is made with raised panel 114" thick, add list. ..... .70 

If door is made with raised panel l%" thick, add list 1.05 

If door is made with raised panel l%" thick, add list 1.80 

For other door extras, see pages 147-155. 



N. D. 603 



$0.65 
1.35 
1.85 
3.00 



Side Lights, 1 
Toilet and 
BlindDoora'i 

Pins 

139 

Extras, 



147 



Doors and 
Exfras 
161 

Window 

Screens 

183 



r 



Veneci 
Door [isl- 
and Extras 
197 , 



Lists BRd 
Extras 



»3 
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Layouts 

N. D. 604 



Stiles, Top and Lock Rail not 
over S}4 wide overall. 

MuUion not over 4^" wide 
overall. 

Bottom Rail not over 9^" wide 
overall. 

Laminated Flat Panels two 
sides, not over ^^e" thick, or 
solid raised or solid flat panels 
not over %'' thick. 

Standard Stock Sticking. 

Beads for glass included. 

N. D. 605 
Stiles and Top Rail not over 

^/4" wide overall. 
Cross Rails and MuIHons not 

over 2J^" wide overall. 
Bottom Rail not over 9%" wide 
overall. 

N. D. 604 Bars not over 1}^" wide overall. 

Laminated Flat Panels two sides, 

not over ^/(q" thick, or solid 

raised or solid flat panels not 

over %" thick. 

Standard Stock Sticking. Beads for glass 

Glass lists shown are taken from Jobber'* s Single 
not subject to door discount. 




N. D. 605 



included. 
Light List and are 



^\^»» ^, Open Size Open Glass Gla«« 

it»»* ^.^^^ f»»t of List Opening List 

PS Size lU^ Door 1^' 1 Light DS 

^•55 22x22 $21.65 2- 8x6- 8 $ii:95 ^HxlVA $0^68 

4-55 22 23.15 7- 16.10 \2^\{^ .80 

5j58 24x24 21.95 2-10x6- 8 1505 l^Axllli :68 

5.68 24 23.25 6-10 16.15 12}< .80 

5.68 24 23.50 7- 16.35 121^^6 .80 

6^37 26x26 22.20 3- 0x6- 8 15:45 8 xll^ ^80 

6.37 26 23.75 7- 16.65 121^6 .80 

9^54 30x30 24.35 3- 4x7- 17:20 9^4^2114 iToO 

9.54 30 26.25 7- 6 18.65 13J^ 1.00 

10^90 32x32 24.60 3- 6x7- TTSS 10 xl2ii4 Oo 

10-90 32 26.55 7- 6 19.05 13^ 1.00 

N. D. 604 N. D. 605 

If door is made with raised panel ^^ thick, add list $0.65 $0.80 

If door is made with raised panel 13^" thick, add list 1,35 1.75 

If door is made with raised panel 1 %" thick, add list 1.85 3.15 

If door is made with raised panel l^" thick, add list. ..... 3.00 4.90 

If door N. D. 605 is made one hght, including beads for glass, deduct list 60 

If door N. D. 605 is made Circle Top, in and out. Rule 26, Section (B), add list 11.00 
For other door extras, see pages 147-155. 
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Layouts 



N. D. 606 



N. D. 606 

Stiles and Top Rail not over 

53^" wide overall. 
Cross Rail not over 53^"' wide 

overall. 
Lock Rail not over 8" wide 

overall. 
Bottom Rail not over 9^" wide 

overall, 
MuUion not over S}^" wide 

overall. 
Bars not over 2J^" wide overall. 
Raised Panels two sides not 

over 5^" thick. 
Standard Stock Sticking. 
Beads for glass included. 

N. D. 607 

Stiles and Top Rail not over 

5J^" wide overall- 
Cross Rail not over 6" wide 

overall. 
Lock Rail not over 8j^* wide 

overall. 




N. D. 607 



Bottom Rail not over 9 Ji" wide overall. 

Mullion not over 6" wide overall. Bars not over 23^" wide overall. 

Raised Panels two sides not over Ji' thick. 

Standard Stock Sticking. Beads for glass included. 

Glass lists shown are taken from Jobber^ s Single Light List and are 
not subject to door discount. 



Class 

List 
DS 



Glass 
Size 



Open 


Size 


Open 


List 


of 


List 


IM 


Door 


IH 



Glass 
Size 



Glass 
List 
DS 



$1.47 
2.40 


6H, X 9 
13 


$21.00 
22.50 


2- 8x6- 8 

7- 


$21.90 
23.45 


4^x11 
15 


$1.52 

2.04 


1.47 
2.04 
2.40 


6IK6X 9 
11 
13 


21.40 
22,70 
22.90 


2-10x6- 8 
6-10 

7- 


22.25 
23.60 
23.85 


4^x11 
13 
15 


1.70 

2.00 
2.30 


1.71 
2.40 


7J^ X 9 
13 


21.80 
23.30 


3- 0x6- 8 
7- 


22.65 
24.25 


5^x11 
15 


2.04 
3.00 


2.67 
4.53 


81346x13 
19 


24.30 
26.35 


3- 4x7- 

7- 6 


25.25 
27.30 


6^x15 
21 


3.24 
5.24 


3.00 
4.65 


9M xl3 
19 


24.70 
26.80 


3- 6x7- 

7- 6 


25.65 
27.75 


6^x15 
21 


3.48 
5.28 



N. D. 606 N. D. 607 

If made with raised panel not over 13^^ thick, add list .... $0.50 $0.50 

If made with raised panel not over 1^" thick, add list .... 1.50 1.50 

If made with raised panel not over 1^" thick, add list .... 2,70 2.70 

If made with raised panel not over %6^ thick, deduct list . . .45 .45 

For other door extras, see pages 147-155. 



t 



Side lights. 
Toilet and 
Blind Doois 

Pins 

139 

Extras, 
Pins 
Doois 
147 



; Combination 
j Qoors and 
Extras 
' ' 151 

if-'*" 

'' Window 
Screens 
183 



f^ 



Venee; 
Door Lists 
and Extras 
197 , 



223 
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Layouts 



Stiles and Top Rail not over 4^^" 

wide overall. 
Lock Rail not over 4^" wide overall. 
Cross Rail not over 9%" wide overall. 
MuUion not over 4^" wide overall. 
Bottom Rail not over 8 J^" wide overall. 
Bars not over 3}^" wide overall. 
Raised Panels two sides, not over IJ^" 

thick. 
Standard Stock Sticking. 
Beads for glass included. 

Glass lists shown are taken from 
Jobber'* s Single Light List and are 
not subject to door discount. 



N. D. 608 



Open List 

Sige of Door ^ 1% Glass Si»e 

2- 8x6- 8 $27.15 

7-0 27.75 

2-10x6- 8 27.25 

6-10 27.75 

7-0 27.85 30% 

3- 0x6- 8 27.35 7^x263^ 

7-0 27.95 303^ 

3- 4x7- 28.15 S^Mt^^OVs 

7-6. 28.90 36K 

3- 6x7- 28.25 9j^x30J^ 

7-6 29.00 36?^ 



Glass List 
DS 



63^x26K 

30K 

63^x263^ 



$ 5.25 
6.37 
5.68 
6.37 
7.00 
6.37 
7.92 
9.54 

10.90 
9.54 

12.71 



If made with raised panel not over 1 ^^ thick, add list . . . 
If made with raised panel not over 1 J^*^ thick, add list. . , 
If made with raised panels not over %" thick, deduct list . 
If made with raised panels not over ^^ thick, deduct list. 

For other door extras, see pages 147-155, 



N. D. 608 

$0.60 

1.80 

1.20 

.75 
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N. D. 609 



Layouts 



Stiles and Top Rail not over 

4Ji" wide overall. 
Lock and Cross Rails not over 

4J^" wide overall. 
Bottom Rail not over 8'' wide 

overall. 
MulHon not over 4^" wide 

overall. 
Bars ^/i" between glass. 
Hip Raised Panels not over 1^'' 

thick. 
Standard Stock Sticking. 
Beads for glass included. 




N. D, 610 



Glass lists shown are taken from Jobber^ s Single Light List and are 
not subject to door discount. 



i 



Glass 




Open 


Size 


Open 
List 




Glass 


1 


List 


Glass 


List 


of 


Glass 


List 


1 


DS 


Size 


IM 


Door 


IM 


Size 


DS 


M 


$5.13 


7Hx iVs 


$24.20 


2- 8x6- 8 


$25.25 


5^x 1% 


$4.08 




5.13 


9 


24.80 


7- 


25.85 


9 


4.56 


Side Lights, 


5.13 


BVsx 1% 


24.30 


2-10x6- 8 


25.35 


6^x iVs 


4.80 


Toilet and 


5.13 


SS/fe 


24.80 


6-10 


25.85 


8% 


5.34 


Blind Doors , 
Fins ; 
139 


5.13 


9 


24.90 


7- 


25.95 


9 


5.34 


5.13 


8i?Y6X iVs 


24.40 


3- 0x6- 8 


25.45 


6^x7^ 


4.80 


Extras 


5.13 


9 


25.00 


7- 


26.05 


9 


5.34 


6.75 


10^ X 9 


25.20 


3- 4x7- 


26.25 


7j^x 9 


6.84 


Pine 


9.00 


11 


25.95 


7- 6 


27.00 


11 


8.16 


Doors 


6.75 


lOiS/fgx 9 


25.30 


3- 6x7- 


26.35 


83^x 9 


6.84 


T47 


9.00 


11 


26.05 


7- 6 


27.10 


11 


9.00 


Combination 


























N. D. 609 N 


. D. 610 


Qoors and 


If beads 


are omitted on door, deduct list 




$0.60 


$0.80 


' Extras 
i 161 


For other door extras. 


see pages 147-155. 








Window 














! 
















. Screens J 
183 J 
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Layouts 



Stiles and Top Rail not over 

53^" wide overall. 
Lock Rail not over 7J^" wide 

overall. 
Bottom Rail not over 8^" wide 

overall. 
Bars }/2' between glass. 
Raised Panels not over 1)4,^ 

thick. 
Standard Stock Sticking. 
Beads for glass included. 

Glass lists shown are taken 
from Jobber^ s Single Light 
List and are not subject to 
door discount. 




N. D. 612 



N. D. 613 



Glaw 

List 
DS 



Glass 

Size 



Open 
List 



Size 

of 

Door 



Open 
List 

1% 



Class 

Size 



Glass 
List 
DS 



$6.12 

7.20 

6.12 

7.20 

7.20 

6.84 

8.01 

9.00 

11.16 

10.71 

13.14 



7 xl2 

i35/r6 

7^x12 

12^ 

las/fe 
85/r6xl2 

ISMi 
95^x13^6 

1554-6 

15% 



$21.25 
21.85 
21.35 
21.85 
21.95 
21.45 
22.05 
22.25 
23.00 
22.35 
23.10 



2- 8x6- 

7- 

2-10x6- 

6- 

7. 

3- 0x6- 

7- 
3- 4x7- 

7- 
3- 6x7- 

7. 



8 

8 
10 

8 


6 

6 



$22.30 
22.90 
22.40 
22.90 
23.00 
22.50 
23.10 
23.30 
24.05 
23.40 
24.15 



53^x12 

5^x12 
12^ 

63^x12 

13% 
7^x13% 

7^x13% 
15% 



$6.00 
7.14 
6.12 
7.80 
7.80 
7.80 
9.06 
9.60 

10.92 
9.60 

10.92 



N. D. 612 N. D. 613 

If beads are omitted on door, deduct list. $0.65 $0.85 

If made with raised panel not over 1^*^ thick, add list .... .40 .40 

If made with raised panel not over 1^" thick, add list. . . . 1.20 1.20 

If made with raised panel not over %" thick, deduct .80 .80 

If made with raised panel not over J^* thick, deduct .35 .35 

For other door extras, see pages 147-155. 
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Layouts 



Stiles and Top Rail not over 4%" 

wide overall. 
Bottom Rail not over 9%" wide overall. 
Bars IJ^" between glass, in door 

N. D. 621. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber^ s Single Light List and are 
not subject to door discount* 




N. D. 620 



Class 
List 
DS 



Glass 

Size 



Open 

List 



Open 
List 

1% 



Size 

of 

Door 



Open Open 

List List 



N. D. 621 



Class 

Class List 

Size DS 



$9.69 


9Hx64H 


$5.10 


$6.70 


1- 6x6- 6 










9.69 


66M 


5.20 


6.80 


6- 8 










9.69 


683^ 


5.50 


7.25 


6-10 











9.82 


703^ 


5.60 


7.35 


7- 










13.13 


15^x64H 


5.30 


7.00 


2- 0x6- 6 


$7.05 


$ 9.30 


4ysMH 


$13.13 


13.13 


66M 


5.40 


7.10 


6- 8 


7.15 


9.40 


663^ 


13.13 


16.15 


68H 


5.75 


7.55 


6-10 


7.50 


9.85 


683^ 


16.15 


16.15 


lOH 


5.80 


7.70 


7- 


7.55 


10.00 


703^ 


16.15 


19.38 


193^x641^ 


5.45 


7.20 


2- 4x6- 6 


7.20 


9.50 


53^x643^ 


15.31 


19.38 


66H 


5.55 


7.30 


6- 8 


7.30 


9.60 


663^ 


16.15 


19.38 


68H 


5.85 


7.75 


6-10 


7.60 


10.05 


683^ 


16.15 


19.63 


70H 


5.95 


7.90 


7- 


7.70 


10.20 


703^ 


16.15 


19.37 


2lKx64H 


5.50 


7.30 


2- 6x6- 6 


7.25 


9.60 


63^x643^ 


19.37 


19.37 


66H 


5.60 


7.40 


6- 8 


7.35 


9.70 


663^ 


19.37 


19.63 


681^ 


5.95 


7.90 


6-10 


7.70 


10.20 


683^ 


19.37 


19.63 


70H 


6.00 


8.00 


7- 


7.75 


10.30 


70^ 


19.63 


28.60 


76K 


6.55 


8.70 


7- 6 


8.30 


11.00 


763^ 


22.87 


24.53 


23J^x66H 


5.65 


7.50 


2- 8x6- 8 


7.40 


9.80 


6Hx663^ 


19.37 


24.53 


68j| 


6.00 


8.00 


6-10 


7.75 


10.30 


683^ 


19.63 


27.90 


703^ 


6.10 


8.10 


7- 


7.85 


10.40 


70 H 


19.63 


27.90 


76H 


6.60 


8.85 


7- 6 


8.35 


11.15 


763^ 


27.90 


24.53 


25>^x66H 


5.75 


7.60 


2-10x6- 8 


7.50 


9.90 


7Kx66H 


24.53 


28.60 


683^ 


6.10 


8.10 


6-10 


7.85 


10.40 


683^ 


24.53 


28.60 


703^ 


6.15 


8.20 


7- 


7.90 


10..50 


703^ 


27.90 


31.88 


763^ 


6.70 


8.95 


7- 6 


8.45 


11.25 


763^ 


27.90 


28.60 


273^x66M 


5.80 


7.70 


3- 0x6- 8 


7.55 


10.00 


83^x663^ 


24.53 


28.60 


68M 


6.15 


8.20 


6-10 


7.90 


10.50 


683^ 


28.60 


28.60 


703^ 


6.25 


8.30 


7- 


8.00 


10.60 


703^ 


28.60 


35.72 


763^ 


6.75 


9.05 


7- 6 


8.50 


11.35 


76H 


31.88 



N. D. 620 N. D. 621 

If beads are omitted, deduct list 10.50 $0.55 

1^" Thick IJi" Thick 

ZW Stiles and Top Rail, deduct list $1.05 $1.60 

SH" Stiles and Top Rail, add list 50 .75 

113^" Bottom Rail, add list 35 .55 

U^" Bottom Rail, add list 55 .85 

For other door extras, see pages 147-155. 



Side Liglits, ]§ 


Toilet and | 
Blind Ooois il 


Pina 1 


139 , ' 


■rrV .-■»' 


Extras, 


Pine 


Doora 


'" 1 


Combination 


Extras 1| 


161 


f^ 


Window j 


Screens J 


183 J 


.^,.— -^ 


r Veneered 


Door Lists 


and Extras > 
197 Ii 
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=( STANDARD LISTS 1936)= 




Layouts 



Stiles and Top Rail not over 41^* 

wide overall. 
Bottom Rail not over 9^" wide overall. 
Bars }4" between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber^ s Single Light List and are 
not subject to door discount. 




N. D. 622 



N. D. 623 






Class 
List 

SS 



Glass 
List 
DS 



Class 
Size 



Open 


Open 


Size 


List 


List 


of 


IH 


IH 


Door 



Open Open Class Size Class 
List List Corner List 

IVs IH Lights DS 



$5.36 


$7.28 


7^x15^ 


$6.70 


$8.70 


2- 0x6- 6 










6.20 


8.88 


16^ 


6.80 


8.80 


6- 8 










6.20 


8.88 


16% 


7.15 


9.25 


6-10 










6.20 


8.88 


17 K 


7.20 


9.40 


7- 










6.96 


9.92 


9Kxl5^ 


6.85 


8.90 


2- 4x6- 6 


$7.70 


$9.90 


5x5 


$13.59 


7.76 


11.12 


16 K 


6.95 


9.00 


6- 8 


7.80 


10.00 


5x5 


15.61 


7.76 


11.12 


16M 


7.25 


9.45 


6-10 


8.10 


10.45 


5x5 


15.61 


7.76 


11.12 


17 K 


7.35 


9.60 


7- 


8.20 


10.60 


5x5 


15.61 


7.60 


11.68 


lOMxisM 


6.90 


9.00 


2- 6x6- 6 


7.75 


10.00 


5x5 


15.74 


8.64 


13.36 


16 M 


7.00 


9.10 


6- 8 


7.85 


10.10 


5x5 


15.74 


8.64 


13.36 


16H 


7.35 


9.60 


6-10 


8.20 


10.60 


5x5 


15.74 


8.64 


13.36 


17^ 


7.40 


9.70 


7- 


8.25 


10.70 


5x5 


18.57 


10.16 


14.56 


iSH 


7.95 


10.40 


7- 6 


8.80 


11.40 


5x5 


28.47 


9.44 


13.52 


iiVixUH 


7.05 


9.20 


2- 8x6- 8 


7.90 


10.20 


5x5 


18.72 


9.44 


13.52 


16M 


7.40 


9.70 


6-10 


0.25 


10.70 


5x5 


18.72 


9.44 


13.52 


17H 


7.50 


9.80 


7- 


8.35 


10.80 


5x5 


18.72 


10.40 


14.88 


18M 


8.00 


10.55 


7- 6 


8.85 


11.55 


5x5 


29.62 


10.00 


15.36 


I2K.16g 


7.15 


9.30 


2-10x6- 8 


8.00 


10.30 


5x5 


18.96 


10.00 


15.36 


7.50 


9.80 


6-10 


8.35 


10.80 


5x5 


18.96 


10.00 


15.36 


nn 


7.55 


9.90 


7- 


8.40 


10.90 


5x5 


19.96 


11.12 


17.12 


18% 


8.10 


10.65 


7- 6 


8.95 


11.65 


5x5 


33.84 


10.72 


15.36 


133^x16% 


7.20 


9.40 


3- 0x6- 8 


8.05 


10.40 


5x5 


19.11 


10.72 


15.36 


16M 


7.55 


9.90 


6-10 


8.40 


10.90 


5x5 


24.61 


10.72 


15.36 


17 K 


7.65 


10.00 


7- 


8.50 


11.00 


5x5 


24.61 


12.00 


17.12 


18M 


8.15 


10.75 


7- 6 


9.00 


11.75 


5x5 


37.83 



N. D. 622 N. D. 623 

If beads are omitted, deduct list $0.60 $0.75 

1^" Thick 1^" Thick 

3W Stiles and Top Rail, deduct list $1.05 $1.60 

5J^" Stiles and Top Rail, add list 50 .75 

IIH" Bottom Rail, add list 35 .55 

12 J^" Bottom Rail, add hst 55 .85 

For other door extras, see pages 147-155. 
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=( STANDARD LISTS 1936 }= 



=»<>•• 




Layouts 



Stiles and Top Rail not over 4J^* 

wide overall. 
Bottom Rail not over 9^" wide overall. 
Bars J^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber^ s Single Light List and are 
not subject to door discount. 



nn 



N. D. 624 



N. D. 625 



Glass 

List Glass Size 
DS Top Lights 



Open Open 
List List 



Size 

of 
Door 



Open 
List 



Open 

List 



Glass 
Size 



Glass Glass 

List List 

DS SS 



111.78 


4Hx4H 


$7.55 


$ 9.70 


2- 0x6- 6 


$7.25 


$ 9.35 


7Hxl2J4 


$8.00 


$ 5.90 


11.78 


4H 


7.65 


9.80 


6- 8 


7.35 


9.45 


12K 


8.00 


5.90 


11.78 


4H 


8.00 


10.25 


6-10 


7.70 


9.90 


ISH 


8.00 


5.90 


11.78 


4ii 


8.05 


10.40 


7- 


7.75 


10.05 


13 ii 


8.00 


5.90 


14.29 


6H^^ 


7.70 


9.90 


2- 4x6- 6 


7.40 


9.55 


93^x12 >^ 


6.80 


10.00 


14.29 


7.80 


10.00 


6- 8 


7.50 


9.65 


12^ 


6.80 


10.00 


16.31 


6M 


8.10 


10.45 


6-10 


7.80 


10.10 


13 M 


7.30 


10.00 


16.31 


6^ 


8.20 


10.60 


7- 


7.90 


10.25 


13 H 


7.30 


10.00 


14.52 


6Hx6 


7.75 


10.00 


2- 6x6- 6 


7.45 


9.65 


10>4xl2i^ 


7.40 


10.80 


16.50 


6 


7.85 


10.10 


6- 8 


7.55 


9.75 


12 >^ 


7.40 


10.80 


16.81 


6 


8.20 


10.60 


6-10 


7.90 


10.25 


13 M 


8.30 


11.90 


16.81 


6 


8.25 


10.70 


7- 


7.95 


10.35 


13 H 


8.30 


11.90 


19.26 


6H 


8.80 


11.40 


7- 6 


8.50 


11.05 


UVs 


9.50 


13.60 


17.06 


7Hx7^ 


7.90 


10.20 


2- 8x6- 8 


7.60 


9.85 


llMxl2K 


9.10 


13.00 


17.37 




8.25 


10.70 


6-10 


7.95 


10.35 


im 


9.10 


13.00 


19.15 


7M 


8.35 


10.80 


7- 


8.05 


10.45 


\i^ 


9.10 


13.00 


21.20 


73^ 


8.85 


11.55 


7- 6 


8.55 


11.20 


9.70 


14.70 


18.41 


8Hx8H 


8.00 


10.30 


2-10x6- 8 


7.70 


9.95 


IZHxUVs 


10.50 


15.10 


21.18 


SVs 


8.35 


10.80 


6-10 


8.05 


10.45 


13^ 


10.50 


15.10 


21.55 


SVs 


8.40 


10.90 


7- 


8.10 


10.55 


13 H 


10.50 


15.10 


22.14 


SVs 


8.95 


11.65 


7- 6 


8.65 


11.30 


14^ 


12.20 


17.40 


21.50 


BHxS 


8.05 


10.40 


3- 0x6- 8 


7.75 


10.05 


13^x12 K 


10.50 


15.10 


21.50 


8 


8.40 


10.90 


6-10 


8.10 


10.55 


13 M 


10.50 


15.10 


21.50 


8 


8.50 


11.00 


7- 


8.20 


10.65 


13 H 

14 H 


10.50 


15.10 


26.64 


8H 


9.00 


11.75 


7- 6 


8.70 


11.40 


12.20 


17.40 



Side Lights, J 
Toilet and 
Blind Doors" < 

Pine 

139 , 

Extras, 
Pine 
Doors 
147 



Doors and 
Extras 
16T 



N. D. 624 N. D. 625 

If beads are omitted, deduct list $0.75 $0.70 

1^" Thick IJi" Thick 

ZW Stiles and Top Rail, deduct list $1.05 $1.60 

53^" Stiles and Top Rail, add list 50 .75 

U}4" Bottom Rail, add list 35 .55 

12^" Bottom Rail, add list 55 .85 

For other door extras, see pages 147-155. 



Screens 
183 



Door Lists 

and Extras 

197 



Extras 
223 
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=( STANDARD LISTS 1936)= 




Layouts 



Stiles and Top Rail not over 4^" 

wide overall. 
Bottom Rail not over 9 J^" wide overall. 
Bars J^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber ^s Single Light List and are 
not subject to door discount. 




N. D. 626 



N. D. 627 



Glass Glass 
List List 
SS DS 



Glass 
Size 



Open Open 
List List 

IH IH 



Size 

of 

Door 



Open Open 
List List 



Glass Glass 
List List 
Glass Size 0S SS 



tS.22 


1 7.44 


4Hxl5^ 


$7.50 


$ 9.70 


2- 0x6- 6 


$8.05 


$10.35 


4Hxl2M 


$ 8.10 


$ 5.95 


5.82 


8.34 


16^ 


7.60 


9.80 


6- 8 


8.15 


10.45 


12 J^ 


8.10 


5.95 


5.82 


8.34 


16M 


7.95 


10.25 


6-10 


8.50 


10.90 


13 M 


8.70 


6.10 


5.82 


8.34 


17^ 


8.00 


10.40 


7- 


8.55 


11.05 


13 H 


8.70 


6.10 


7.32 


10.44 


eVaxl^H 


7.65 


9.90 


2- 4x6- 6 


8.20 


10.55 


6J/8X12H 


10.70 


6.95 


8.04 


11.52 


16H 


7.75 


10.00 


6- 8 


8.30 


10.65 


12 K 


10.70 


6.95 


8.04 


11.52 


16M 


8.05 


10.45 


6-10 


8.60 


11.10 


UH 


10.70 


7.50 


8.04 


11.52 


17M 


8.15 


10.60 


7- 


8.70 


11.25 


13 H 


10.75 


7.50 


7.32 


10.44 


6iixl5M 


7.70 


10.00 


2- 6x6- 6 


8.25 


10.65 


6Hxl2H 


12.00 


8.10 


8.04 


11.52 


16H 


7.80 


10.10 


6- 8 


8.35 


10.75 


12 K 


12.00 


8.10 


8.04 


11.52 


UH 


8.15 


10.60 


6-10 


8.70 


11.25 


13^ 


12.00 


8.85 


8.04 


11.52 


im 


8.20 


10.70 


7- 


8.75 


11.35 


13 H 


12.00 


8.85 


9.00 


12.84 


18M 


8.75 


11.40 


7- 6 


9.30 


12.05 


13.05 


9.15 


9.36 


14.40 


7Mxi6M 


7.85 


10.20 


2- 8x6- 8 


8.40 


10.85 


m^ll'A 


12.00 


8.10 


9.36 


14.40 


16M 


8.20 


10.70 


6-10 


8.75 


11.35 


13 K 


12.00 


8.85 


9.36 


14.40 


17M 


8.30 


10.80 


7- 


8.85 


11.45 


13 H 

14 K 


12.00 


8.85 


10.44 


16.08 


IBM 


8.80 


11.55 


7- 6 


9.35 


12.20 


13.65 


10.05 


10.68 


16.44 


SHxl6H 


7.95 


10.30 


2-10x6- 8 


8.50 


10.95 


8 3^x12 H 


13.35 


9.00 


10.68 


16.44 


16M 


8.30 


10.80 


6-10 


8.85 


11.45 


13 K 


13.35 


9.90 


10.68 


16.44 


17H 


8.35 


10.90 


7- 


8.90 


11.55 


13 H 


13.35 


9.90 


12.60 


18.02 


IBM 


8.90 


11.65 


7- 6 


9.45 


12.30 


14 H 


15.30 


11.25 


10.68 


16.44 


Biixl6M 


8.00 


10.40 


3- 0x6- B 


8.55 


11.05 


8Hxl2K8 


13.35 


9.00 


10.68 


16.44 


16M 


8.35 


10.90 


6-10 


8.90 


11.55 


13 M 


13.35 


9.90 


10.68 


16.44 


17M 


8.45 


11.00 


7- 


9.00 


11.65 


13 H 


13.35 


9.90 


12.60 


18.02 


IBM 


8.95 


11.75 


7- 6 


9.50 


12.40 


14 K 


15.30 


11.25 



N. D. 626 N. P. 627 

If beads are omitted, deduct list $0.85 $0.95 

1^-^ Thick 1^* Thick 

3 J^'' Stiles and Top Rail, deduct list $1.05 $1.60 

53^" Stiles and Top Rail, add hst 50 .75 

11}^" Bottom Rail, add list 35 .55 

12 J^" Bottom Rail, add list 55 .85 

For other door extras, see pages 147-155. 
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=( STANDARD LISTS 1936)= 



a<>«* 




of 
Door 



Layouts 



Stiles and Top Rail not over 4J^' 

wide overall. 
Bottom Rail not over 9%" wide overall. 
Bars J^*' between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobher^s Single Light List and are 
not subject to door discount. 



N. D. 628 



Open 
Liat 



Open 

List 



Glara Sise 



Glass 
Liat 

SS 



Glass 
Liat 
DS 



2- 0x6- 6 


$ 8.60 


111.00 


4iHixlOK6 


$5.70 


$ 7.65 




6- 8 


8.70 


11.10 


10^ 


5.70 


7.65 




6-10 


9.05 


11.55 


11 


5.70 


7.65 




7- 


9.10 


11.70 


11% 


5.82 


8.82 




2- 4x6- 6 


8.75 


11.20 


63^xl05/l'6 


6.75 


10.94 




6- 8 


8.85 


11.30 


10^ 


6.75 


10.94 


-^ 


6-10 


9.15 


11.75 


11 


6.75 


10.94 


Sidelights, 
Tfiitet and 


7- 


9.25 


11.90 


115^6 


6.75 


10.94 


2- 6x6- 6 


8.80 


11.30 


6^HqxIOHg 


8.19 


11.70 


BtiRd Doors : 


6- 8 


8.90 


11.40 


10^ 


8.19 


11.70 


Pin« 


6-10 


9.25 


11.90 


11 


8.19 


11.70 




7- 


9.30 


12.00 


11% 


8.19 


11.70 


Extras 


7- 6 


9.85 


12.70 


12% 


9.72 


14.40 


PiR8 


2- 8x6- 8 


8.95 


11.50 


7J^xlO% 


9.00 


12.24 


Doois 


6-10 


9.30 


12.00 


11 


9.00 


12.24 


M7 


7- 


9.4^ 


12.10 


11% 


9.00 


12.24 


- -^ 


7- 6 


9.90 


12.85 


12% 


9.72 


14.40 




2-10x6- 8 


9.05 


11.60 


8^x10^ 


9.36 


13.68 


Combination 


6-10 


9.40 


12.10 


11 


9.36 


13.68 


Doors and 


7- 


9.45 


12.20 


11% 


10.08 


13.68 


Extras 


7- 6 


10.00 


12.95 


12% 


10.80 


16.02 


161 


3- 0x6- 8 


9.10 


11.70 


8i%xl0^ 


9.36 


13.68 


jf^- 


6-10 


9.45 


12.20 


11 


9.36 


13.68 


Window 


7- 


9.55 


12.30 


11% 


10.08 


13.68 


Screens 


7- 6 


10.05 


13.05 


12% 


10.80 


16.02 


183 



N. D. 628 

If beads are omitted, deduct list $1.10 

1^^ Thick 1^" Thick 

3 J^' Stiles and Top Rail, deduct list 

5^" Stiles and Top Rail, add Ust 

llj^*' Bottom Rail, add list 

123^" Bottom Rail, add hst 

For other door extras, see pages 147-155. 



Veneered 
Door Lists 
and Extras 



$1.05 


$1.60 


19? 


.50 


.75 




.35 
.55 


.55 
.85 


Rush Da 
lists a« 

Extras 

223 



Page 133 



r 



••c>IE 



=( STANDARD LISTS 1936}= 



s<C>** 




Layouts 



Stiles up to and including 3-0 width, 

SH" wide overall. 
Over 3-0 width, stiles will be G^" 

wide overall. 
Top Rail not over 6^4" wide overall. 
Bottom Rail not over 18 J^'' wide 

overall. 
Bars l}4" between glass in N. D. 636. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber^s Single Light List and are 
not subject to door discount. 




N. D. 635 



N. D, 636 



Glaas Glass 




*\T«? 


Open 


Size 


Open 


^lTs? 




Glass Glass 


[List List 
SS DS 


Glass 


List 


of 


List 


Glass 


List Ust 


Size 


1^ 


IH 


Door 


1% 


IH 


Size 


DS SS 


$5.75 


8x54 


$6.35 


$ 8.30 


1- 6x6- 6 











5.75 


56 


6.40 


8.45 


6- 8 










5.75 


58 


6.85 


9.00 


6-10 











5.75 


60 


6.90 


9.10 


7- 











9.18 


14x54 


6.80 


8.95 


2- 0x6- 6 


$8.55 


$11.25 


3Kx54 


$ 7.08 


10.21 


56 


6.90 


9.10 


6- 8 


8.65 


11.40 


56 


8.50 


10.21 


58 


7.30 


9.65 


6-10 


9.05 


11.95 


58 


8.50 


10.21 


60 


7.40 


9.80 


7- 


9.15 


12.10 


60 


8.50 


12.15 


18x54 


7.10 


9.40 


2- 4x6- 6 


8.85 


11.70 


5 x54 


10.63 


12.15 


56 


7.20 


9.55 


6- 8 


8.95 


11.85 


56 


10.63 


12.15 


58 


7.65 


10.15 


6-10 


9.40 


12.45 


58 


10.63 


12.15 


60 


7.75 


10.25 


7- 


9.50 


12.55 


60 


10.63 


14.17 


20x54 


7.20 


9.50 


2- 6x6- 6 


8.95 


11.80 


5^x54 


12.15 


14.17 


56 


7.30 


9.65 


6- 8 


9.05 


11.95 


56 


12.15 


14.17 


58 


7.75 


10.25 


6-10 


9.50 


12.55 


58 


12.15 


14.17 


60 


7.85 


10.40 


7- 


9.60 


12.70 


60 


12.15 


18.00 


66 


8.50 


11.35 


7- 6 


10.25 


13.65 


66 


15.31 


18.00 


72 


8.80 


11.75 


8- 


10.55 


14.05 


72 


16.15 


14.17 


22x56 


7.45 


9.85 


2- 8x6- 8 


9.20 


12.15 


6AxS6 


12.15 


14.17 


58 


7.90 


10.50 


6-10 


9.65 


12.80 


58 


14.17 


17.00 


60 


8.00 


10.65 


7- 


9.75 


12.95 


60 


14.17 


18.00 


66 


8.65 


11.55 


7- 6 


10.40 


13.85 


66 


14.17 


18.00 


72 


8.95 


12.00 


8- 


10.70 


14.30 


72 


19.63 


17.00 


24x56 


7.60 


10.10 


2-10x6- 8 


9.35 


12.40 


7 x56 


14.17 


17.00 


58 


8.05 


10.70 


6-10 


9.80 


13.00 


58 


14.17 


17.00 


60 


8.15 


10.85 


7- 


9.90 


13.15 


60 


17.00 


18.00 


66 


8.85 


11.80 


7- 6 


10.60 


14.10 


66 


19.37 


27.90 


72 


9.15 


12.25 


8- 


10.90 


14.55 


72 


19.63 


17.00 


26x56 


7.75 


10.30 


3- 0x6- 8 


9.50 


12.60 


7Hx56 


14.17 


17,00 


58 


8.20 


10.95 


6-10 


9.95 


13.25 


58 


17.00 


18.00 


60 


8.30 


11.05 


7- 


10.05 


13.35 


60 


17.00 


24.53 


66 


9.00 


12.05 


7- 6 


10.75 


14.35 


66 


18.00 


28.60 


72 


9.30 


12.45 


8- 


11.05 


14.75 


72 


27.90 


22.50 


28x60 


9.50 


12.80 


3- 4x7- 


11.25 


15.10 


8Ax60 


18.00 


24.53 


66 


10.35 


13.95 


7- 6 


12.10 


16.25 


66 


24.53 


28.60 


72 


10.70 


14.50 


8- 


12.45 


16.80 


72 


28.60 


22.50 


30x60 


9.70 


13.00 


3- 6x7- 


11.45 


15.30 


9 x60 


22.50 


28.60 


66 


10.50 


14.15 


7- 6 


12.25 


16.45 


66 


24.53 


31.88 


72 


10.90 


14.70 


8- 


12.65 


17.00 


72 


28.60 



1 



N. D. 635 N. D. 636 

If beads are omitted, deduct list $0.50 $0.60 

1-Light Door N. D. 635 

When doors 3-0 wide aod under are made with stiles wider than 5^' add as per rule 5(A). 

If doors have Plain Flush Mould not over %xl K* one side, not including Fillet, add list $1.25 

If doors have Plain Raised Mould, not over %xlM, one side, not including Fillet, add list 1.75 

If doors have single Fillet around glass opening, add per foot 03 >f 

For other dour extras, see pages 147-155. 
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Layouts 



Stiles up to and including 3-0 widths, 

S}^'' wide overall. 
Over 3-0 width, stiles will be 6W 

wide overall. 
Top Rail not over 63^*^ wide overall. 
Bottom Rail not over 183^" wide 

overall. 
Bars }/^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 



Glass lists shown are taken from 
Jobber^ s Single Light List and are 
not subject to door discount. 





□cqa 


ir 






ni 





N, D. 637 



Glass 
List 

ss 



Glass 
List 
DS 



Glass 
Size 



Open Open 
List List 

1% m 



Size 

of 

Door 



Open 
List 



N. D. 638 



Open Glass Size Glass 
List Corner List 

IM Lights DS 



$4.20 


$ 6.04 


65ixl3H 
13 ys 


$ 8.20 


$10.65 


2- 0x6- 6 










4.20 


6.04 


8.30 


10.80 


6- 8 










4.88 


6.96 


UH 


8.70 


11.35 


6-10 










4.88 


6.96 


UVs 


8.80 


11.50 


7- 


.... 








5.28 


7.12 


SH^UH 


8.50 


11,10 


2- 4x6- 6 


$ 9.35 


$12.10 


5x5 


$ 9.51 


5.28 


7.12 


13^ 


8.60 


11.25 


6- 8 


9.45 


12.25 


5x5 


9.70 


5.68 


8.32 


14 H 


9.05 


11.85 


6-10 


9.90 


12.85 


5x5 


10.76 


5.68 


8.32 


14 H 


9.15 


11.95 


7- 


10.00 


12.95 


5x5 


10.76 


5.84 


8.00 


9Mxl3H 


8.60 


11.20 


2- 6x6- 6 


9.45 


12.20 


5x5 


10.98 


5.84 


8.00 


13^ 


8.70 


11.35 


6- 8 


9.55 


12.35 


5x5 


10.98 


6.24 


9.20 


14?^ 


9.15 


11.95 


6-10 


10.00 


12.95 


5x5 


10.98 


6.24 


9.20 


14 H 


9.25 


12.10 


7- 


10.10 


13.10 


5x5 


12.34 


7.76 


11.12 


UVs 


9.90 


13.05 


7- 6 


10.75 


14.05 


5x5 


15.61 


7.76 


11.12 


11% 


10.20 


13.45 


8- 


11.05 


14.45 


5x5 


15.61 


6.64 


9.52 


10»ixl3H 


8.85 


11.55 


2- 8x6- 8 


9.70 


12.55 


5x5 


12.47 


7.60 


10.88 


14?^ 


9.30 


12.20 


6-10 


10.15 


13.20 


5x5 


12.47 


7.60 


10.88 


14 H 


9.40 


12.35 


7- 


10.25 


13.35 


5x5 


13.45 


8.64 


13.36 


16 K 


10.05 


13.25 


7- 6 


10.90 


14.25 


5x5 


15.74 


8.64 


13.36 


17 M 


10.35 


13.70 


8- 


11.20 


14.70 


5x5 


18.57 


7.28 


10.40 


11^x13 H 


9.00 


11.80 


2-10x6- 8 


9.85 


12.80 


5x5 


12.62 


7.76 


12.00 


14 H 


9.45 


12.40 


6-10 


10.30 


13.40 


5x5 


15.58 


7.76 


12.00 


14 M 


9.55 


12.55 


7- 


10.40 


13.55 


5x5 


15.58 


9.44 


13.52 


16?^ 


10.25 


13.50 


7- 6 


11.10 


14.50 


5x5 


18.72 


9.44 


13.52 


11% 


10.55 


13.95 


8- 


11.40 


14.95 


5x5 


19.72 


8.28 


12.08 


12%xl3 % 


9.15 


12.00 


3- 0x6- 8 


10.00 


13.00 


5x5 


14.92 


9.04 


12.98 


14 H 


9.60 


12.65 


6-10 


10.45 


13.65 


5x5 


15.73 


9.04 


12.98 


14 M 


9.70 


12.75 


7- 


10.55 


13.75 


5x5 


15.73 


10.00 


15.36 


16 M 


10.40 


13.75 


7- 6 


11.25 


14.75 


5x5 


18.87 


10.00 


15.36 


17 5^ 


10.70 


14.15 


8- 


11.55 


15.15 


5x5 


24.37 


9.76 


13.92 


13Mxl4^ 


10.90 


14.50 


3- 4x7- 


11.75 


15.50 


5x5 


17.15 


10.72 


15.36 


16^ 


11.75 


15.65 


7- 6 


12.60 


16.65 


5x5 


19.11 


10.72 


15.36 


17 M 


12.10 


16.20 


8- 


12.95 


17.20 


5x5 


24.61 


10.48 


14.96 


14^x14 ^i 


11.10 


14.70 


3- 6x7- 


11.95 


15.70 


5x5 


18.67 


12.40 


17.84 


16 H 


11.90 


15.85 


7- 6 


12.75 


16.85 


5x5 


24.77 


12.40 


17.84 


17 5^ 


12.30 


16.40 


8- 


13.15 


17.40 


5x5 


26.80 



If beads are omitted, deduct list 

For other door extras, see pages 147-155. 



N. D. 637 N. D. 638 



$0.50 



$0.50 



Side Lielits, ' 
Toilet and . 
Blind Doon' < 

Pins 

139 

Extras, 

Pine 
Doors 

147 



CombinatioaT 



Window 

Screens 

183 



Veneered 
Door Lists 
and Extras 
197 , 



223 



Pane 135 



U 
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Layouts r~n 



Stiles up to and including 3-0 width, 

53^" wide overall. 
Over 3-0 width, stiles will be 63^' 

wide overall. 
Top Rail not over 6}4" wide overall. 
Bottom Rail not over 18}^" wide 

overall. 
Bars 3^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 

Glass lists shown are taken from 
Jobber'* s Single Light List and are 
not subject to door discount. 




N. D. 639 



N. D. 640 



Glass 

List Glass Size 
DS Top Lights 



OpCD 

List 

1^ 



Open 
List 



Size 

of 

Door 



Open Open 
List List 

1% IH 





Glass 


Glass 


Glass 


List 


List 


Size 


DS 


SS 



$7.29 


4^x4 A 


$9.05 


$ 11.65 


2- 0x6- 6 


$8.75 


$11.30 


6^x10 H 


$ 5.95 


$4.15 


7.77 


4^ 


9.15 


11.80 


6- 8 


8.85 


11.45 


lOM 


5.95 


4.15 


8.39 


4A 


9.55 


12.35 


6-10 


9.25 


12.00 


UA 


6.50 


4.55 


8.52 


4^ 


9.65 


12.50 


7- 


9.35 


12.15 


llA 


6.50 


4.55 


8.82 


5^x5^ 


9.35 


12.10 


2- 4x6- 6 


9.05 


11.75 


BH^lOH 


7.50 


5.20 


10.17 


5% 


9.45 


12.25 


6- 8 


9.15 


11.90 


lOH 


7.50 


5.20 


10.17 


5H 


9.90 


12.85 


6-10 


9.60 


12.50 


llA 


7.60 


5.60 


11.23 


SVb 


10.00 


12.95 


7- 


9.70 


12.60 


HA 


7.60 


5.60 


10.62 


6Ax6A 


9.45 


12.20 


2- 6x6- 6 


9.15 


11.85 


9MxlOH 


8.50 


6.20 


11.68 


6A 


9.55 


12.35 


6- 8 


9.25 


12.00 


lOM 


8.50 


6.20 


11.68 


6A 


10.00 


12.95 


6-10 


9.70 


12.60 


11 A 


8.50 


6.20 


11.68 


6^ 


10.10 


13.10 


7- 


9.80 


12.75 


UA 


8.50 


6.20 


14.29 


6^ 


10.75 


14.05 


7- 6 


10.45 


13.70 


12 H 


10.00 


6.80 


16.31 


6A 


11.05 


14.45 


8- 


10.75 


14.10 


14 


10.00 


7.30 


12.18 


7 x7 


9.70 


12.55 


2- 8x6- 8 


9.40 


12.20 


lOMxioM 


10.00 


7.20 


13.54 


7 


10.15 


13.20 


6-10 


9.85 


12.85 


11 A 


10.00 


7.40 


13.54 


7 


10.25 


13.35 


7- 


9.95 


13.00 


11 A 
12 H 


10.00 


7.40 


16.81 


7 


10.90 


14.25 


7- 6 


10.60 


13.90 


10.80 


7.40 


19.64 


7 


11.20 


14.70 


8- 


10.90 


14.35 


14 


11.90 


8.30 


12.74 


7^x7^ 


9.85 


12.80 


2-10x6- 8 


9.55 


12.45 


iiMxiOM 


10.00 


7.40 


14.10 




10.30 


13.40 


6-10 


10.00 


13.05 


HA 


10.20 


7.50 


14.10 


7M 


10.40 


13.55 


7- 


10.10 


13.20 


HA 


10.20 


7.50 


17.06 


7H 


11.10 


14.50 


7- 6 


10.80 


14.15 


12 H 


13.00 


9.10 


20.20 




11.40 


14.95 


8- 


11.10 


14.60 


14 


13.00 


9.10 


15.45 


8 1^x8 A 


10.00 


13.00 


3- 0x6- 8 


9.70 


12.65 


12MxlOM 


10.80 


7.40 


15.45 


8A 


10.45 


13.65 


6-10 


10.15 


13.30 


ilA 


13.00 


9.00 


17.26 


81^ 


10.55 


13.75 


7- 


10.25 


13.40 


HA 


13.00 


9.00 


18.41 


8ifV 


11.25 


14.75 


7- 6 


10.95 


14.40 


12 H 


15.10 


10.50 


21.55 


8A 


11.55 


15.15 


8- 


11.25 


14.80 


14 


15.10 


10.50 


17.58 


9 x9 


11.75 


15.50 


3- 4x7- 


11.45 


15.15 


l3MxilA 


13.00 


9.10 


21.50 


9 


12.60 


16.65 


7- 6 


12.30 


16.30 


12 M 


15.10 


10.50 


21.87 


9 


12.95 


17.20 


8- 


12.65 


16.85 


14 


15.10 


10.50 


18.39 


9^x9M 


11.95 


15.70 


3- 6x7- 


11.65 


15.35 


14MxllA 


15.00 


9.70 


22.31 


9^ 


12.75 


16.85 


7- 6 


12.45 


16.50 


12 H 


16.20 


11.30 


22.68 


9M 


13,15 


17.40 


8- 


12.85 


17.05 


14 


17.40 


12.20 



N. D. 639 N. D. 640 



If beads are omitted, deduct list 

For other door extras, see pages 147-155. 



$0.75 



$0.70 
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Layouts 



Stiles up to and including 3-0 width, 

53^" wide overall. 
Over 3-0 width, stiles will be 63^" 
wide overall. 

Top Rail not over 63^'" wide overall. 
Bottom Rail not over ISJ^" wide 

overall. 
Bars J^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 

Glass lists shown are taken from 
Jobber^ s Single Light List and are 
not subject to door discount. 




N. D. 641 



N. D. 642 



Glass 


Class 




Open 


Open 


Size 


Open 


Open 


List 


List 


Glass 


List 


List 


of 


List 


List 


SS 


DS 


Size 


1^ 


IH 


Door 


IH 


IM 



Glass 
Size 



Glass Glass 
List List 
BS SS 



$4.20 


$ 6.04 


4 Axis H 


$ 9.00 


$11.65 


2- 0x6- 6 


$9.55 


$12.30 


4AxlO^ 


$ 6.80 


$4.75 


4.20 


6.04 


135^ 


9.10 


11.80 


6- 8 


9.65 


12.45 


lOM 


6.80 


4.75 


4.26 


6.12 


14 H 


9.50 


12.35 


6-10 


10.05 


13.00 


llA 


7.35 


4.85 


4.26 


6.12 


14^ 


9.60 


12.50 


7- 


10.15 


13.15 


11 A 


7.35 


4.85 


5.36 


7.68 


5Hxl3^ 


9.30 


12.10 


2- 4x6- 6 


9.85 


12.75 


S^xlOH 


8.35 


5.40 


5.36 


7.68 


13^ 


9.40 


12.25 


6- 8 


9.95 


12.90 


lOM 


8.35 


5.40 


5.82 


8.82 


14 H 


9.85 


12.85 


6-10 


10.40 


13.50 


11 A 


8.45 


5.90 


5.&2 


8.82 


14 M 


9.95 


12.95 


7- 


10.50 


13.60 


11 A 


8.45 


5.90 


6.00 


8.56 


6^x13^ 


9.40 


12.20 


2- 6x6- 6 


9.95 


12.85 


6A^10H 


9.10 


6.35 


6.00 


8.56 


13 H 


9.50 


12.35 


6- 8 


10.05 


13.00 


lOM 


9.10 


6.35 


6.78 


9.72 


14 H 


9.95 


12.95 


6-10 


10.50 


13.60 


liA 


9.30 


6.50 


6.78 


9.72 


14 ys 


10.05 


12.10 


7- 


10.60 


13.75 


iiA 


9.30 


6.50 


6.48 


10.02 


16 H 


10.70 


14.05 


7- 6 


11.25 


14.70 


12 H 


10.70 


6.95 


6.48 


10.02 


17^ 


11.00 


14.45 


8- 


11.55 


15.10 


14 


10.70 
10.00 


7.50 


6.30 


9.06 


7 xl3^ 


9.65 


12.55 


2- 8x6- 8 


10.20 


13.20 


7 xlOK 


7.00 


7.32 


10.44 


14 H 


10.10 


13.20 


6-10 


10.65 


13.85 


11 A 


10.20 


7.20 


7.32 


10.44 


14^ 


10.20 


13.35 


7- 


10.75 


14.00 


HA 


10.20 


7.20 


8.04 


11.52 


16 M 


10.85 


14.25 


7- 6 


11.40 


14.90 


12 H 


13.10 


8.85 


8.04 


11.52 


17^ 


11.15 


14.70 


8- 


11.70 


15.35 


14 


13.20 


9.00 


7.08 


9.60 


THxISVb 


9.80 


12.80 


2-10x6- 8 


10.S5 


13.45 


iHxioH 


10.20 


7.50 


7.44 


10.92 


143^ 


10.25 


13.40 


6-10 


10.80 


14.05 


iiA 


10.20 


7.50 


7.44 


10.92 


14^ 


10.35 


13.55 


7- 


10.90 


14.20 


HA 


10.20 


7.50 


9.36 


14.40 


16?^ 


11.05 


14.50 


7 -6 


11.60 


15.15 


12 H 


14.25 


9.00 


9.36 


14.40 


17^ 


11.35 


14.95 


8- 


11.90 
10.50 


15.60 
13.65 


14 

8 Axiom 


14.45 
11.25 


9.85 


7.92 


10.68 


8 Axis H 


9.95 


13.00 


3- 0x6- 8 


7.80 


8.52 


12.24 


14 Ks 


10.40 


13.65 


6-10 


10.95 


14.30 


iiA 


11.40 


8.40 


8.52 


12.24 


14^ 


10.50 


13.75 


7- 


11.05 


14.40 


HA 


11.40 


8.40 


10.68 


16.44 


16 M 


11.20 


14.75 


7- 6 


11.75 


15.40 


12 M 


13.35 


9.90 


10.68 


16.44 


17 H 


11.50 


15.15 


8- 


12.05 


15.80 


14 


13.35 


9.90 


8.52 


13.24 


9 xl4^ 


11.70 


15.50 


S- 4x7- 


12.25 


16.15 


9 xllA 


11.40 


8.40 


10.68 


16.44 


16?^ 


12.55 


16.65 


7- 6 


13.10 


17.30 


12 H 


13.35 


9.90 


10.68 


16.44 


17 5^ 


12.90 


17.20 


8- 


13.45 


17.85 


14 


13.35 


9.90 


9.36 


13.80 


9^x14^ 


11.90 


15.70 


3- 6x7- 


12.45 


16.35 


9HxllA 


12.75 


9.30 


11.64 


16.68 


16 J^ 


12.70 


16.85 


7- 6 


13.25 


17.50 


12 H 


15.00 


10.95 


11.64 


16.68 


17 H 


IS.IO 


17.40 


8- 


13.65 


18.05 


14 


15.00 


10.95 



If beads are omitted, deduct list 

For other door extras, see pages 147-155. 



N. D. 641 N. D. 642 



$0.85 



0.95 



Side Lighls, 
Toilet and 
Blind Doors' 

Pine 

139 

Extras, 
Pine 
Doors 
147 



Combinatioii ' 

Doors and 

Extras 

161 



Window 

Screens 

183 



Veneerer 

Door lists 

and Exftas 

197 
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Layouts 



Stiles up to and including 3-0 width, 

53^" wide overall. 
Over 3-0 width, stiles will be 6H' 

wide overall. 
Top Rail not over 6}4" wide overall. 
Bottom Rail not over 18 J^" wide 

overall. 
Bars 3^" between glass. 
Beads for glass included. 
Standard Stock Sticking. 

Glass lists shown are taken from 
Jobber^ s Single Light List and are 
not subject to door discount. 



':\i 





N. D. 643 










Si*e 


Open 


Open 




Glass 


Glass 


of 


List 


List 




List 


List 


Boor 


IH 


IH 


Class Size 


SS 


DS 


2- 0x6- 6 


$10.10 


$12.95 


45/f6x89/r6 


$4.26 


$ 6.12 


6- 8 


10.20 


13.10 


SVs 


4.26 


6.12 


6-10 


10.60 


13.65 


9H 


4.68 


6.90 


7- 


10.70 


13.80 


9% 


4.68 


6.90 


2- 4x6- 6 


10.40 


13.40 


55^x8% 


5.34 


8.22 


6- 8 


10.50 


13.55 


SH 


5.34 


8.22 


6-10 


10.95 


14.15 


9H 


5.82 


8.34 


7- 


11.05 


14.25 


9% 


5.82 


8.34 


2- 6x6- 6 


10.50 


13.50 


65l6x8% 


6.21 


9.06 


6- 8 


10.60 


13.65 


m 


6.21 


9.06 


6-10 


11.05 


14.25 


9M 


6.48 


9.30 


7- 


11.15 


14.40 


9^6 


6.48 


9.30 


7- 6 


11.80 


15.35 


10% 


7.62 


10.92 


8- 


12.10 


15.75 


11% 


7.80 


11.16 


2- 8x6- 8 


10.75 


13.85 


7 xSVs 


6.96 


10.02 


6-10 


11.20 


14.50 


9H 


7.08 


10.14 


7- 


11.30 


14.65 


9% 


7.08 


10.14 


7- 6 


11.95 


15.55 


10% 


8.40 


12.00 


8- 


12.25 


16.00 


11% 


8.64 


12.24 


2-10x6- 8 


10.90 


14.10 


7^x 8J^ 


7.56 


10.26 


6-10 


11.35 


14.70 


9H 


7.56 


10.26 


7- 


11.45 


14.85 


9% 


7.56 


10.26 


7- 6 


12.15 


15.80 


10% 


9.00 


12.24 


8- 


12.45 


16.25 


11% 


9.00 


12.24 


3- 0x6- 8 


11.05 


14.30 


8%x nVs 


8.28 


10.26 


6-10 


11.50 


14.95 


9H 


8.88 


13.02 


7- 


11.60 


15.05 


9% 


8.88 


13.02 


7- 6 


12.30 


16.05 


10% 


10.08 


13.68 


8- 


12.60 


16.45 


11% 


10.08 


13.68 


3- 4x7- 


12.80 


16.80 


9 X 9% 


9.36 


13.50 


7- 6 


13.65 


17.95 


10% 


10.08 


13.68 


8- 


14.00 


18.50 


11% 


10.08 


13.68 


3- 6x7- 


13.00 


17.00 


9%x 9% 


10.08 


13.68 


7- 6 


13.80 


18.15 


10% 


11.16 


15.30 


8- 


14.20 


18.70 


11% 


11.16 


15.30 












N. D. 643 


If beads are 


omitted, deduct lisl 
>or extras, see pages 


I 






$1.10 


For other d{ 


147-155. 
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=( STANDARD LISTS 1936 }= 



Side Lights 



Stiles not over 23^" wide overall. 
Top Rail not over 6)4" wide overall. 
Bottom Rail not over 183^" wide overall. 
Standard Stock Sticking. 
Beads for glass included. 



Size of 
Side 
Light 


List 


Open 
List 


Glass 
Size 


Size of 
Side 
Light 


Open 
List 


Open 
List 


Glass 
Size 


1-0x6- 8 

6-10 

7- 


$4.10 
4.30 
4.35 


$5.05 
5.35 
5.40 


8x56 
58 
60 


1-4x6- 8 
6-10 
7- 


$4.40 
4.65 
4.70 


$5.45 
5.80 
5.85 


12x56 
58 
60 


7- 6 

8- 


4.65 
4.80 


5.80 
6.00 


66 
72 


7- 6 

8- 


5.00 
5.10 


6.25 
6.45 


66 

72 


1-2x6- 8 
6-10 
7- 


4.25 
4.50 
4.55 


5.25 
5.55 
5.60 


10x56 
58 
60 


1-6x6- 8 
6-10 
7- 


4.55 
4.80 
4.85 


5.70 
6.00 
6.05 


14x56 
58 
60 


7- 6 

8- 


4.85 
4.95 


6.05 
6.20 


66 
72 


7- 6 

8- 


5.15 
5.30 


6.50 
6.70 


66 
72 



S. L. 675 



15^" Thick IJi'' Thick 



For each 2" wider than 1-6, add list $0.20 

If beads are omitted, deduct list .35 



$0.25 
.35 



If made with divided lights, deduct |0.35 list for beads omitted, and add as follows: 

1^" Thick IM" Thick 

With Beads With Beads 

If made 3 lights high, add list $0.95 $1.10 

If made 4 hghts high, add list 1.15 1.30 

If made 5 lights high, add list 1.40 1.60 

If made 6 lights high, add list 1.55 1.80 

If made 8 lights (2 wide), add list 1.80 2.10 

If made 10 lights (2 wide), add list 2.35 2.75 

If made 12 lights (2 wide), add list 2.60 3.10 

If made 6 marginal lights, add list 1.85 2.10 

1^*^ Thick IM' Thick 

If made with 9^ Bottom Rail, deduct Hst $0.50 $0.65 

If made with 113^" Bottom Rail, deduct list .40 .50 

If made with 123^" Bottom Rail, deduct list .30 .40 

If beads are omitted in 3 light Side Light, deduct list $0.25 

If beads are omitted in 4 light Side Light, deduct list .30 

If beads are omitted in 5 light Side Light, deduct list .35 

If heads are omitted in 6 light Side Light, deduct list .40 

If beads are omitted in 8 light Side Light, deduct list .45 

If beads are omitted in 10 light Side Light, deduct list .55 

If beads are omitted in 12 light Side Light, deduct list .65 

If beads are omitted in 6 marginal light Side Light, deduct list .40 
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Side Lights, 
Toilet and 
Blind Doors;! 

Pine 

I3S 

Extras, 
Pine 
Doors 
147 



Dombinatiol. 
Doors and ff 

Extras 

161 



Window 

Screens 

183 



Veneered 
Door Lists 
and Extras ■ 
197 / 

FhisJiDc 

Lists MHl 

Extras 

223 



..€>IIC 



STANDARD LISTS 1936}= 



Side Lights 



Stiles not over 23^" wide overall. 
Top Rail not over 5J^" wide overall. 
Lock and Bottom Rail not over 9^" wide overall. 
Laminated Flat Panels two sides, not over ^g" thick, 
or solid raised or solid flat panels not over ^g" thick. 
Standard Stock Sticking. Beads for glass included. 



Size of 
Side 
Light 


Open 

List 

1%' 


Open 

List 


Glass 

Size 


Size of 
Side 
Light 


Open 
List 

1%' 


Open 
List 

1%' 


Glass 
Size 


1-0x6- 8 

6-10 

7- 


$4.15 
4.35 
4.40 


$5.10 
5.40 
5.45 


8x46 
48 
50 


1-4x6- 8 
6-10 
7- 


$4.45 
4.70 
4.75 


$5.50 
5.85 
5.90 


12x46 
48 
50 


7- 6 

8- 


4.70 
4.85 


5.85 
6.05 


56 
62 


7- 6 

8- 


5.05 
5.15 


6.30 
6.50 


56 
62 


1-2x6- 8 
6-10 

7- 


4.30 
4.55 
4.60 


5.30 
5.60 
5.65 


10x46 
48 
50 


1-6x6- 8 
6-10 

7- 


4.60 
4.85 
4.90 


5.70 
6.05 
6.10 


14x46 
48 
50 


7- 6 

8- 


4.90 
5.00 


6.10 
6.25 


56 
62 


7- 6 

8- 


5.20 
5.35 


6.55 
6.75 


56 
62 



S. L. 676 

13^^^ Thick 1^^^ Thick 

For each 2" or fraction'thereof wider, add list, . . . $0.20 $0.25 

If beads are omitted, deduct list. .35 .35 

If made with divided lights, deduct $0.35 list for beads omitted and add as follows: 

13^" Thick 1^" Thick 

With Beads With Beads 

If made 3 Hghts high, add list. . $0.95 $1.10 

If made 4 lights high, add list 1.15 1-30 

If made 5 lights hi^h, add list 1.40 1.60 

If made 6 hghts (2 wide), add list 1.55 1.80 

If made 8 lights (2 wide), add list 1.80 2.10 

If made 6 marginal lights, add list 1.85 2.15 

If made 1 long flat panel, and 1 light 18" high, add hst 80 .80 

If made 1 long flat panel, and 1 Hght 18" high divided 4 

lights (2 wide), add list 1.90 2.05 

If made 1 long flat panel and 1 Hght 18" high divided 2 Hghts 

wide, add list 1*45 1.55 

1^" Thick IM'^ Thick 

If made with 11 J^" Bottom Rail, add Hst $0.10 $0.15 

If made with 123^" Bottom Rail, add Hst 20 .25 



Panel thickness: 



If made with raised panel, add list . 



w 



IH" 



$0.10 $0.20 $0.25 



IW 



$0.40 



If beads 
If beads 
If beads 
If beads 
If beads 
If beads 
If heads 
If beads 
If beads 



are omitted in 3 light Side Light, deduct list $0.25 

are omitted in 4 Hght Side Light, deduct list .30 

are omitted in 5 light Side Light, deduct list .35 

are omitted in 6 Hght Side Light, deduct Hst .40 

are omitted in 8 Hght Side Light, deduct list .45 

are omitted in 6 marginal light Side Light, deduct Hst .40 

are omitted in 1 light 18" high, deduct list • .10 

are omitted in 1 light 18" high, divided 4 Hghts, 2 wide, deduct Hst .20 

are omitted in I Hght 18" high, divided 2 Hghts wide, deduct Hst. . .15 



Page 140 



=( STANDARD LISTS 1936)= 



an^- 




Storm Doors 

In the White 
Not Painted or Primed 

Stiles, Top and Cross Rails not over 

4^^" wide overall. 
Bottom Rail not over 934'^ wide overall. 
Standard Stock Sticking. 




N. D. 702 



N. D. 703 



Size of Door 

2- 6j^x6- 7 ^ $6.90 



N. D. 702 
Panel Door List 



6- 9. 

7- 1. 

2- 83^x6- 9. 

7- 1. 

2-10^x6- 9. 

6-11. 

7- 1- 

3- 03^x6- 9- 

7- 1. 



7.00 
7.60 
7.30 
7.90 
7.60 
8.10 
8.25 
7.90 
8.55 



N. D. 703 
List Open 
With Beads 

$6.65 
6.70 

7.15 
6.90 
7.35 
7.05 
7.45 
7.50 
7.20 
7.70 



Glass 

Size 

22x28 
30 
34 

24x30 
34 

26x30 
32 
34 

28x30 
34 



NOTE 1 — If above panel storm door is made with 6 cross panels instead 
of 5, add 

NOTE 2 — If above storm door is made with 3 cross panels, with 4" 
shorter glass, add 

NOTE 3 — If above storm door is made with 3 cross panels below the 
light, and 1 cross panel above the light with 4* shorter glass, 
add 

NOTE 4— If beads are omitted in S. D. 703, deduct 

NOTE 5 — If Hght is divided into more than one light, deduct for beads 
per Note No. 4 and add as per Rule No. 7 of the door extras. 

NOTE 6 — For storm doors made over -size up to J^" wider than sizes 
shown, add 

NOTE 7 — For beveling stiles on the face, for H'' thick casing, add per 
door 



Class 

List 

SS Glass 

$3.86 
4.32 
5.00 
4.75 
5.54 
5.56 
5.56 
6.80 
5.56 
6.80 



45c List 
I5c List 

35c List 
30c List 

30c List 
20c List 



Extras, 



147 



Combination 
Doors and I ! 
Extras '! 
161 



I 



Window 

Screens 

183 



Veneere 

Door Lis? 

and Extras 

197 



m 
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y\ 



< STANDARD LISTS 1936 > 

Toilet Doors 



3i<»» 



□ 






vr 



"N 




AJ 



IV 



A 




"M 



N. D. 726 



N. D. 727 



N. D. 728 



N. D, 726— Stiles, Top, Cross and Bottom Rails not over 45^" wide overall. 3 Cross 
Raised Panels, 2 Sides. Standard Stock Sticking. 

N. D. 727^S tiles. Top and Bottom Rails not over 33^* wide overall. Cross Rails 
and MuUions not over 23^" wide overall. 4 Stationary Slat Panels. Square Sticking. 
N. D. 728 — Stiles, Top and Bottom Rails not over 33^" wide overall. 3 Stationary 
Slat Panels. Square Sticking, 



Size of 
Door 



N, D. 726 

List IM' 

Thick 



N. D. 727 N. D. 728 
ListlH' 
Thick 



ListlH' 
Thick 



Size of 
Door 



N. D. 726 

List Ij^' 

Thick 



N. D. 727 

LiBtlH' 
Thick 



N. D. 728 

ListlH' 

Thick 



2-0x4-0. . 
4-6.. 


$4.35 
4.75 
5.20 


$5.50 
5.70 
6.00 


$5.55 
5.75 
5.90 


2-4x5-6. . 
6-0.. 


$6.05 
6.50 


$6.30 
6.50 


$6.25 
6.40 


5-0.. 


2-6x4-0.. 
4-6.. 
5-0.. 
5-6.. 
6-0.. 


4.90 
5.35 
5.80 
6.30 
6.75 


5.70 
5.85 
6.15 
6.35 
6.60 


5.75 


5-6.. 
6-0.. 


5.60 
6.00 


6.20 
6.40 


6.10 
6.25 


5.95 
6.15 


2-4x4-0. . 
4-6.. 
5-0.. 


4.70 
5.15 
5.60 


5.65 
5.80 
6.10 


5.70 
5.90 
6.05 


6.30 
6.50 



Above lists are based on lugs extending not over 33^" over door height at top and 

bottom. 
Height of doors with extended lug stiles is taken from top of top rail to bottom of 

bottom rail. 

Extras for Door N. D. 726 

For higher than listed sizes, add for each 6" higher or fraction thereof 60c List. 
For shorter than listed sizes, deduct for each 6" shorter or fraction thereof 30c List. 
Por wider than listed sizes, add for each 2" wider or fraction thereof 25c List. 

For doors l^^" thick add 10% 

For doors 1^" thick, add 35% 

For stiles, rails or mullions wider than standard layouts shown, add as per Rule 5. 

Extras for Doors N. D. 727 and N. D. 728 / 

For higher than listed sizes, add for each 6" higher or fraction thereof 25c list. 
For shorter than listed sizes, deduct for each 6 ' shorter or fraction thereof 20c Hst. 
For wider than listed sizes, add for each 2* wider or fraction thereof 5c list. 

For doors 1^" thick, add 10% 

For doors 1 J^" thick, add 35% 

For stiles, rails or mullions wider than standard layouts shown, add as per Rule 5. 

If lugs are omitted, deduct for each pair omitted - . 30c List 
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Single Blind Doors 







N. D. 729 



N. D. 730 



N. D. 731 



N. D, 729 — Stiles, Top and Cross Rails not over 4J^" wide overall. Bottom Rail 
not over 8* wide overall. Mullion not over 23^" wide overall. Raised Panels 2 sides. 
Stationary Slats. Square Sticking. 

N. D. 730 — Stiles, Top and Cross Rails not over 4^" wide overall. Bottom Rail not 
over 8* wide overall. Stationary Slats. Square Sticking. 

N, D, 731 — Stiles and Top Rail not over 4^" wide overall. Cross Rail not over 5 J^* 
wide overall. Bottom Rail not over 8'^ wide overall. Mullion not over 2^" wide 
overall. Stationary Slats. Square Sticking. 



N. D. 729 N. D. 730 N. D. 731 N. D. 729 

Size of lABtl%' List IK' List IK' Size of List 1^' 

Door Thick Thick Thick Door Thick 



N. D, 730 N. D. 731 

ListlH' List K' 

Thick Thick 



2-0x4-6. 

5-0. 

5-6. 

6-0. 
2-4x4-6. 

5-0. 

5-6. 

6-0. 
2-6x4-6. 

5-0. 

5-6. 

6-0. 

6-6. 

6-8. 



$6.20 
6.40 
6.70 



$5.10 
5.30 
5.50 



$6.00 
6.20 
6.50 



6.90 
6.45 
6.65 



5.75 
5.30 
5.50 



6.70 
6.15 
6.40 



6.90 
7.15 
6.55 



5.70 
5.90 
5.35 



6.65 
6.90 
6.25 



6.75 
7.05 
7.25 



5.60 
5.80 
6.00 



6.50 
6.75 
7.00 



7.50 
7.55 



6.20 
6.30 



7.25 
7.35 



2- 8x6- $7.35 
6- 6 7.60 
6- 8 7.70 



$6.10 
6.30 
6.40 



$7.10 
7.35 
7.45 



7- 





8.25 


6.85 


8.00 


2-10x6- 





7.50 


6.20 


7.20 


6- 


6 


7.75 


6.40 


7.45 


6- 


8 


7.80 


6.50 


7.55 


6-10 


8.30 


6.90 


8.00 


7- 





8.40 


6.95 


8.10 



0x6- 7.65 

6- 6 7.85 

6- 8 7.95 

7- 8.50 



6.30 
6.50 
6.60 
7.05 



7.30 
7.55 
7.65 
8.20 



Extras for Above Designs of Doors 

For higher than listed sizes, add for each 6" higher or fraction thereof list . $0.25 

For wider than listed sizes, add for each 2" wider or fraction thereof list. . . .10 

For doors Wg' thick, add 10% 

For doors 1 J^' thick, add 35% 

If door N. D. 731 is made with 45^" stiles, top and cross rails, 8" bottom 
rail, 2}^" mulHons, overall measurements, use list of N. D, 731 of size 

wanted, and deduct list .05 

For stiles, rails or muUions wider than standard layouts shown, add as per Rule 5. 
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3a(>* 



New England Door Basis 



These additions are to be made to the fuD door hst, no deduction for beads from 
the base list, as this deduction is taken care of in providing i;he extra. 



Pattern New England Doors ' 

N. D. 651 B Raised Mould 1/S, Flush Mould 1/S Flat Panels 
not over %" thick, with 4^" wide muUions overall. 
Use list of N. D. 549 of size wanted and add per door 
If Mullions are not over 33^'^ wide overall 

Flush Mould 2/S Raised Panels 1/S Flat Panels 1/S, 
Panels not over %" thick, 4^" mulUons overall. 
Use list of N. D. 549 of size wanted, and add per door. 
If Mullions are not over 3}^'' wide overall 



IM' or IH' 
List 



N. D. 652 DD 



N. D. 653 



N. D. 654 



N, D. 655 



N. D. 656 



N. D. 657 



N. D. 658 



N. D. 659 



H 



K 



Flush Mould 2/S Raised Panels 1/S, Flat Panels 1/S, 

Panels not over J^" thick. 

Use hst of N. D. 530 of size wanted, and add per door 

Flush Mould 2/S, Flat Panels 2/S, Panels not over 

Ke" thick. 

Use list of N. D. 530 of size wanted, and add per door 

Flush Mould 2/S, Raised Panels 1/S, Flat Panels 
1/S, Panels not over J^" thick, 9 lights, mould around 
panels only. 
Use Ust of N. D. 591 of size wanted, and add per door 

4 Panels Colonial and 11 lights, Circle Top light, S*' 
face stile, 9" Bottom Rail, Flush Mould 2/S, Raised 
Panels 1/S, Flat Panels 1/S, Panels not over M^ 
thick. Mould around panels only. 
Use list of N. D. 600 of size wanted, and add per door 

Raised Mould 1/S, Flush Mould 1/S, Flat Panels 

2/S, Panel not over %" thick. 

Use list of N. D. 507 of size wanted, and add per door 

Raised Mould 1/S, Flush Mould 1/S, Flat Panels 

2/S, Panels not over %*' thick. 

Use list of N, D, 567 of size wanted, and add per door 

Flush Mould 2/S, Flat Panels 2/S, Panels not over 

%" thick. 

Use Ust of N. D. 567 of size wanted, and add per door 

Use hst of N. D. 517, Panels not over %' thick. 
If Panels are %" thick, add per door. 



Flush Mould and Flat Panels 2/S, Panels not over 
%* thick, 4 lights, no beads for glass. Mould around 
panels only. 
Use list of N. D. 560 of size wanted, and add per door 

Flush Mould and Flat Panels 2/S, Panels not over 
%*' thick, 4 lights, with beads for glass. Mould 
around panels only. 
Use list of N. D. 560 of size wanted, and add per door 

Flush Mould and Flat Panels 2/S, Panels not over 
^ie" thick, 9 lights, no beads for glass. Mould around 
panels only. 
Use list of N. D. 562 of size wanted, and add per door 



$ 6.15 
6.00 



6.45 
6.30 



4.95 



4.35 



12.20 



15.65 



3.55 



4.50 



3.95 

No extra 
.40 



1.30 



1.70 



1.05 
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SMC.. 



New England Door Basis — Continued 



N. D. 659 L 
Continued 



N. D. 660 M 



N. D. 661 P 



N. D. 662 R 



N. D. 663 S-1 



N. D. 664 V-1 



N. D. 665 W 



N. D. 666 X 



N. D. 667 Y-1 



N. D. 668 Z-1 



Pattern Ncw England Doors 

Flush Mould and Flat Panels 2/S, Panels not over 
%'' thick, 9 hghts, with beads for glass. Mould 
around panels only. 
Use list of N. D. 562 of size wanted, and add per door 

Flush Mould and Flat Panels 2/S, Panels not over 

S/fe" thick. 

Use list of N. D. 549 of size wanted, and add per door 

Raised Mould 1/S, Flush Mould 1/S, Flat Panels 2/S, 
Panels not over ^e" thick, 8 lights with beads for 
glass. Moulding around panels only. 
Use list of N. D. 595 of size wanted, and add per door 

Raised Mould and Raised Panels 1/S, Flush Mould 
and Flat Panels 1/S, Panels not over j^" thick, 8 
lights with beads for glass. Moulding around panels 
only. Use list of N. D. 595 of size wanted, and add 
per door 

Cove and Bead Sticking and Flat Panels 2/S, Panels 

not over %" thick. 

Use list of N. D. 594 of size wanted, and add per door 

Flush Mould and Flat Panels 2/S, Panels not over 

^/i^" thick. Moulding around panels only. 

Use list of N. D. 594 of size wanted, and add per door 

Plain Raised Mould 1/S, Plain Flush Mould 1/S, 

Panel not over ^g* thick. Dentil Stool. 

Use list of N. D. 500 of size wanted, and add per door 

Plain Raised Mould 1/S, Plain Flush Mould 1/S, 

Dentil Stool. 

Use list of N. D. 635 of size wanted, and add per door 

Flush Mould 2/S, Flat Panel 2/S, Panel not over %" 
thick, 9 lights, no beads for glass. Moulding around 

?anel only. 
Fse list of N. D. 511 of size wanted, and add per door 

Flush Mould and Flat Panel 2/S, Panel not over ^"^ 
thick, 9 lights, with beads for glass. Moulding around 
panel only. 
Use list of N. D. 511 of size wanted, and add per door 

Flush Mould and Flat Panel 2/S, Panel not over 
%' thick, 12 lights, no beads for glass. Moulding 
around panel only. 
Use list of N. D. 512 of size wanted, and add per door 

Flush Mould and Flat Panel 2/S, Panel not over 
%' thick, 12 lights, with beads for glass. Moulding 
around panel only. 
Use list of N. D. 512 of size wanted, and add per door 

Plain Raised Mould 1/S, Plain Flush Mould 1/S, 

Flat Panel 2/S, Dentil Stool. 

Use list of N. D. 500 of size wanted, and add per door 

Plain Raised Mould 1/S, Plain Flush Mould 1/S, 
Use list of N. D. 635 of size wanted, and add per door 



List 



$ 1.70 



4.90 



2.85 



3.70 



.25 



4.50 



4.65 



a. i\f 

.50 


Extras, 
Pine 
Doors 
147 


1.20 


Combination i 
Doors and 
Extras 1 
161 




-'3**^ 




Window 
Screens 


.30 


183 1 


1.20 


Veneered 
Door Lists 
and Extras / 

197 / 




-r.-A^Jljr 


10.15 

10.05 


nushD{K., 
Lists and 

Extras 

223 
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New England Door Basis — Continued 

Pattern New England Doors '^lLV^' 

N. D. 669 No. 100 Flush Mould 2/S, Raised Panel 1/S, Flat Panel 1/S, 
no stooL 
Use list of N. D. 502 of size wanted, and add per door 6.65 

4 Panels Flush Mould and Flat Panels 2/S, 
Use Standard Panel Door List of size wanted, and 

add per door $4.00 

See note, page 87. 

5X Panels, Flush Mould and Flat Panels 2/S. 

Use Standard Panel Door List of size wanted, and 

add per door 4.70 

See note, page 87. 

6 Panels, Colonial, Ovolo Sticking, Panels ^" thick. 

Raised 1/S. 

Use the 6 panel list of the size wanted, and add per 

door 1.05 

See note, page 89. 

6 Panels, Colonial, Flush Mould and Flat Panels 1/S, 

Flush Mould and Raised Panels 1/S, Panels not 

over %" thick. 

Use the 6 Panel List of the size wanted, and add 

per door 6.30 

6 Panels, Colonial, Flush Mould and Flat Panels 1/S, 

Raised Mould and Raised Panels 1/S, Panels not 

over M" thick. 

Use the 6 Panel List of the size wanted, and add 

per door 7,05 

6 Panels, Colonial, Flush Mould and Flat Panels 2/S, 

Panels not over ^g" thick. 

Use the 6 Panel List of the size wanted, and add 

per door 5,25 

See note, page 89. 

N. D. 670 U-130 4 Panels and 1 Circle Head Light, divided 4 lights, 
C and B Sticking, Raised Panels 2/S, Panels not 
over %'' thick. 
Use list of N. D. 600 of size wanted. 

4 Panels and 1 Circle Head Light, divided 4 lights. 
Raised Mould 1/S around panels only, G and B 
Sticking 1/S, Raised Panels 2/S, not over ^/(q" thick. 
Use list of N. D. 600 of size wanted, and add per door 2.20 

4 Panels and 1 Circle Head Light, divided 4 lights. 
Flush Mould 1/S, around panels only, C and B 
Sticking 1/S, Raised Panels 2/S, not over %* thick. 
Use list of N. D. 600 of size wanted, and add per door 1.90 

4 Panels and 1 Circle Head Light, divided 4 lights. 

Flush Mould 1/S, Raised Mould 1/S, Flat Panels y 

2/S, Panels not over %" thick. Moulding around ^/ 

panels only. 

Use list of N. D. 600 of size wanted, and add per door 3.70 

If Panels in U-130 are wanted ^" thick, add an 
additional extra of .50 

Oval. Insert as in Y-1, add to similar 1 light door 6.00 

Oval. Insert as in Z-1, add to similar 1 light door 6.30 
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Panel and Sash Door Extras 

These extras are intended to enable the forming of a complete list on all designs and 

sizes not regularly listed. 
For intermediate sizes, use list of the next larger listed size. 
For doors narrower than listed sizes, use list of narrowest door of same height, and 

deduct therefrom for each 2'^ or fraction narrower. . 10c List 



Rule 1 Larger Than Listed Sizes 

(A) — Wider than listed sizes, use widest list shown for same height, 

and add for each additional 2" or fraction thereof 

(B) — Higher than listed sizes, use list of highest listed size of same 

width, and add for each additional 4" or fraction thereof 

NOTE — Apply width and height percentages separately, by bas- 
ing second computation on the list plus first computation 
EXAMPLE— You want a list on a 5X panel door, 3-6x8-6 iy^\ 
Take the list of a 3-4x-8-0 1^^ of $11.30 and add 5% for 
extra width or 57c, equals $11.87. Then add 10% for 
extra height, or $1.19, making a total list of $13.06. 
(C) — Single doors made to represent pairs, use twice the list of a door 
one-half the width, (and if larger than listed size, add as per sec- 
tions A and B of this rule) and then add 



5% 
5% 



$3.50 List 



Rule 2 Sash Doors 

(With Altered Glass Height or Divided Panels) 

(A) — For shortening or lengthening glass in doors that are listed, thus 
increasing or decreasing the height of panels, add or deduct for 
each one inch or fraction thereof. 

(B) — Full length panels when cut up into small 

f)anels, add to the list of a door of similar 
ayout with full length panels, for each 
additional muntin or cross rail not over 
33^*^ wide overall and not over 1-0 long. . . . 
Over 1-0 in length add to the above for each 
additional 6" longer, per each additional 

muntin or cross rail 

Wider than 33^", add as per Rule 5, Section B, 



\H 



3c List 



10c List 



2>^c List 



12>^c List 



4c List 



Rule 3 Sash Doors Not Illustrated 

(A) — To make list for open sash doors, with panels 
and one light, not otherwise listed or pro- 
vided for. 

Use the list of N. D. 620 or 635 depending 
on layout desired, of the size wanted, and 
deduct for glass beads, and proceed as follows: 

Cross Rails and MuUions 

(B) — For each cross rail and mullion 2 '5" and 
under in length, not over 4%" wide overall, 

add . 35c List 

Longer than 2 '5" and not longer than 2 '11", 

add 47c List 

Longer than 2 '11* and not longer than 3 '5*, 

add 55c List 

Longer than 3'$" and not longer than 3'11", 

add 71c List 

Longer than 3 '11", for each 6" longer or 

fraction thereof, add to the 3'ir' list 20c List 

For beads, add per lineal foot around glass 

opening 3Mc List 

For wider stiles, cross rails, muUions or 
bottom rail, use Rule 5, Sections A, B and C. 



50c List 
65c List 
80c List 
95c List 
30c List 
3}^c List 
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Panel and Sash Door Extras — Continued 
Panels, Solid Raised or SoUd Flat Not Over ^fg" Thick. 
Rule 3 Laminated Flat Panels Not Over %" Thick. 

(C) — For each panel 2 '5'' and under in length, not over 8j^'' wide, add 35c List 
Longer than 2 '5" and not longer than 2'11" not over 83^" wide, add 47c List 
Longer than 2'11" and not longer than 3 '5" not over 83^" wide, add 51c List 
Longer than 3'5" and not longer than 3'11" not over 83^'' wide, add 71c List 
Longer than B'lV and not over 8)^" wide, for each 6' longer or 

fraction thereof, add to the 3'H" list 16c List 

For each panel 2 '5" and under in length over 8J^*' wide, and up to 

and including 11^" wide, add 45c List 

Longer than 2'5" and not longer than 2 '11" and not over 11^" 

wide, add 62c List 

Longer than 2'11*' and not longer than 3'5", and not over 11 J^" 

wide, add 65c List 

Longer than 3 '5" and not longer than 3'11", and not over 11?^" 

wide, add 96c List 

Longer than 3'11", and not over 11^' wide, for each 6* or fraction 

thereof, add to the 3'1 1" Ust 20c List 

For solid softwood panels wider than llJi", use Rule 5 Section D 
For solid softwood panels, thicker than %", use Rule 8, Section B. 
For Laminated Raised Panels or Flat Panels thicker than ^g". 
see Rule 8, Sections E-F-G. 

Rule 4 Thick Doors 

(A) — Doors thicker than 1^", up to and including 214" (single or 
double thick), not splined, screwed or plugged, add to the list of 
1 Ji" thick door of same size 65% 

(B)— Doors thicker than 23^", up to and including 2^" (single or 
double thick), not splined, screwed or plugged, add to the list of a 
134" thick door of same size. 100% 

(C) — If double thick doors are splined, 2 splines to a stile, add in addi- 
tion to Sections A or B of this rule $ 2.25 List 

If double thick doors are screwed and plugged, add in addition to 

Sections A or B of this rule 12.50 List 

(D) — Panels not over \%" thick permitted in 23^*^ and 23^" doors with- 
out extra charge. For thicker panels, see Rule 8. 

Rule 5 Wide Stiles, Rails, Munts and Panels 

(A)— For stiles including top rail, wider than l%" 1^" 

layouts shown, add for each additional ^i" ' 

wider or fraction thereof 16c List 25c List 

(B)— Top, cross, lock or bottom rails, wider than 
layouts shown, and not wider than 10% add 
for each additional 3i^ wider or fraction 

thereof 4c List 6c List 

Over 10" wide and up to and including 11 ^'', 
add for each additional }4:" or fraction 

thereof 5c List 7}4c List 

Wide rails over 11^\ add for each addi- 
tional 3€" or fraction thereof 73^c List 10c List 

(C) — For mullions wider than layouts shown, add 
for each additional 3^" wider or fraction 

thereof. For lengths not over I'll*' 2c List 23^c List 

For lengths over I'll" to 3'IV 53^c List 8c List 

For lengths over 3'11" to 5M1'' 8c List 12c List 

(D) — Solid softwood panels (not otherwise speci- 
fied) wider than 11^", add extra for each 
one inch or fraction thereof wider 73^c List 73^c List 

PaKO 148 



■^ >i ( STANDARD LISTS 1936 ) ■»■ 

Panel and Sash Door Extras — Continued 

Rule 6 Standard Arrangement of Raised 

Panel Doors 

(A) — 4 regular and 5 regular panel doors when over S'O** and not wider 
than 4'2'' will be made 3 upright panels wide. 
Over 4'2'' and not wider than 5'6 will be made 4 upright panels 
wide. 

Over 5 '6" and not wider than 6 '8*' will be made 5 upright panels 
wide. 

Over 6'8*' and not wider than S'O" will be made 6 upright panels 
wide. 

(B) — Cross panel doors, up to and including 7'2'' high, will be made 
5 panels high. 

Over 7'2'' and not higher than 8'6'', will be made 6 panels high. 
Over 8'6" and not higher than 9'10'' will be made 7 panels high, 

(C) — For a less number of panels than shown above, (making wider 
panels necessary) add extra per Rule 5, Section D. 

(D) — For a greater number of panels than provided, for 4 regular, 5 

regular and 5 cross panel doors, add for each additional panel . . , 45c List 

This includes only the 3 designs of doors mentioned above. 

(E) — For other types of doors containing 6 or 8 or more panels, see 
page 89. 

Rule 7 Divided Lights 

In doors not listed or otherwise provided for, and special designs. 

(A) — Rectangular lights (not marginal) including 1%" 1%'^ 

beads for glass, add as follows: 

Up to and including lights 16" high, add 

per light 30c List 35c List 

Over 16", up to and including 30" high, add 

per light 35c List 40c List 

Over 30", up to and including 50" high, add 

per light 45c List 50c List 

Over SO*', add per light 75c List 85c List 

(B) — Marginal lights, add to the rectangular 

light basis, per light 2c List 23^c List 

(C) — Diamond, triangular or irregular shaped 

lights, if formed by straight bars, add per Combinatioii 

Hght 90c List $1.00 List Ooorsand 

^ Extras 

(D) — Diamond lights, entirely suspended by ^Bl 

bars, add per light $5.00 List 5.20 List ^»^ - 

And for surrounding lights, add per the Wm^m 

rectangular light basis per Section A of this Screens 

rule. 183 ^ 

(E) — Circular or oval lights, entirely suspended .cvrr^'-^*' 

by bars, add per hght 6.60 List 7.05 List ^^^^^^^, 

And for surrounding lights, add per the Door Lis 

rectangular light basis, per Section A of andExtr; 

this rule. 197 

(F) — Serpentine lights, add per full length bar, ""^^ 

for each bar 6.00 List 6.45 List Flush Dow 

And for the other lights, add per light, per Lists and 

Section C of this rule. ^ 
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Panel and Sash Door Extras — Continued 

Rule 7 (Continued) Ws" IW 

(G) — Half circle lights, add per bar $3.00 List $3.25 List 

And for the lights jformed by circle and 
straight bar, add per Section C of this rule. 

(H) — Segment lights, add per bar 1.50 List 1.60 List 

(I) — For lights similar to lights in doors N. D. 606 
and 607 (scalloped lights) add to the rec- 
tangular light basis, per light 2.15 List 2.20 List 

(J) — For hghts with "Sunken Bars", add to the 

basic price, per light ,15 List ,15 List 

(K) -For hghts with "Bars Coped to Nailed in 

moulding," add to the basic price per light .20 List ,20 List 

If bars are "Sunken Face" add also the 
"Sunken Bar" extra, per Section J of Rule 7. 

(L) — Oval or circle lights cut in panels, add per 

light 4.50 List $4.50 List 

(M) -Rectangular lights cut in panels, add per 

light 1.50 List 1.50 List 

(N) — Diamond lights cut in panels, add per light 2,50 List 2.50 list 

(O) — For glass beads omitted from rectangular 
lights, deduct as follows: 
For rectangular lights up to and including 

lights 16" high, deduct per Hght ,08 List .08 List 

Over 16", and up to and including lights 

30" high. ,10 List .10 List 

Over 30", and up to and including lights 

50" high .15 List ,15 List 

Over 50" .20 List .20 List 

For glass beads omitted from diamond, 
triangular and irregular shaped lights, 
deduct per Hght .20 List .2; List 

(P) — For bars wider than 3^" between glass, for 

each 34" wider, add per light .03 List .03 List 

(Q) — For lights in doors over 1%" thick, figure 
the entire door IJi" thick and then add as 
per Rule 4, Sections A or B according to the 
thickness desired. 

Rule 8 Thick Panels 

(A) — For solid raised or solid flat panels, thicker than %", add to the list of regular 
listed panel doors, list extra per door as below, for the desired thickness 
of panel and design of door, for doors up to and including 3-0x7-0. For doors 
higher or wider, see Sections B-1, 2 or 3. 

H' IK' IH' Wa' 

Thick Thick Thick Thick 

1 Panel $2.25 $3.60 $4.55 $7.90 

2 Regular Panels 1.65 2.85 3.75 6.20 

2 Vertical Panels 1.55 2.60 3.80 6.95 

2 Vertical and 1 X Panel 1.60 3.00 3.85 6.50 

4 Regular Panels 1.40 2.35 3.70 6.10 

5 Regular Panels. 1.15 2.15 3.25 5.55 

5 Cross Panel 85 1.75 2.80 4.70 

6 Colonial Panel 1.05 2.05 3.05 4.95 

8 Panel, 80 1.60 2.65 4.20 
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Panel and Sash Door Extras — Continued 



Rule 8 (Continued) 

(B-1) — For thick solid raised or solid flat 
not shown or otherwise provided 
standard thickness of panels. 

For panels up to and including: 



panels in designs of panel or sash doors 
for, add to the list of desired door with 

LIST PER PANEL 

iH' iHT im: 



12x15 $ A2}4 



20. 
30 
36. 
45. 
60. 
75 

20x20 
30. 
36 
45 
60 
75 

28x20 
30 
36 
45 
60 
75. 

(B-2) 

(B-3) 
(C)- 



.20 

.25 

.40 

.55 

.80 

.90 

.50 

.80 

.95 

1.20 

1.50 

2.30 

.65 

1.10 

1.30 

1.60 

1.90 

3.15 



$ .30 
.35 
.40 
.70 
1.05 
1.30 
1.50 
1.05 
1.50 
1.75 
1.95 
2.45 
3.60 
1.35 
1.95 
2.30 
2.60 
3.55 
4.95 



$ .40 
.55 
.60 
1.00 
1.35 
1.90 
2.00 
1.25 
1.85 
2.20 
2.50 
3.25 
4.60 
1.65 
2.45 
2.70 
3.35 
4.50 
6.00 



—For each 2" or fraction thereof in width over 28", add to the 28* 

width for same height 

For each 6" or fraction thereof in height over 75", add to the 75" 

height of same width 

For panels 2" or 234" thick in 23^" or 23^" thick doors, add to the 
list of desired door with standard thickness panels per square 

foot of panel surface 

For panels 21^" thick in 23^" thick doors, add to the list of de- 
sired door with standard thickness panels per square foot of 

panel surface 

-For irregular shaped thick panels, add to the price of a regular 

panel of similar size and thickness 

For 3 ply laminated raised panels regardless of thickness, add in 
addition to the above thick panel extras where required, per door 
For 3 ply laminated flat panels over ^q" thick add for each 34" 

or fraction in thickness, per door 

-For 5 ply laminated panels double the three ply extras. 



$ .60 
.85 
1.05 
1.70 
2.30 
3.50 
4.00 
2.00 
2.75 
3.35 
4.20 
5.60 
8.00 
2.50 
3.75 
4.50 
5.35 
7.75 

10.05 

10% 
10% 

$ 1.40 List 



1.80 List 




10.00 List 




1.50 List 




.75 List 
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$0.55 List 
.40 List 
.25 List 
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(D) 

(E)- 

(F)- 

(G) 

Rule 9 Special Raised Panels 

(A) — If raise is wider than 2" and not over 3", add per panel . 

1 Panel 

2 or 3 Panel 

For more than 3 Panels 

(B) — When panels are of a different raise on the two sides of a door, 
add per panel 

Rule 10 Irregular Shaped Panels 

(A) — ^For rectangular suspended panels, solid stuck and flat panels, 
(per sketch "X") add to the base list price of a door with an 
equal number of panels $18.00 List 

(B) — For diamond shaped suspended panels, solid stuck and flat 
panels, (per sketch "Y") add to the base list price of a door with 
an equal number of panels 24.00 List 

(C) — For oval or circle shaped suspended panels, solid stuck and flat 
panels, (per sketch "Z") add to the base list price of a door with 
an equal number of panels 24.00 List 



.60 List 
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Panel and Sash Door Extras — Continued 

Rule 10 — (Continued) 

(D) — For small sunken triangular panel, in stiles or rails at top of 

special head doors, add extra for each panel, one side $1.50 List 

(E) — For door with diamond shaped panels, solid stuck, (per sketch 
"ZZ") add to the base list price of a door with an equal number 
of panels, per panel 5.50 List 



i 




M 




X Y Z ZZ 

(F) — For triangular panels, standard thickness, when set in stiles and 
rails, add to the base list price of a door with an equal number 

of panels, per panel 2.00 Liat 

(This extra covers the diagonal rails) 
NOTE: — The extras on the foregoing three types of doors apply where 
the irregular shaped Panel covers practically the full length of the door 
within the frame, like the sketches. Where such panels are inserted in 
either the top or bottom section of a door divided into a greater number 
of panels; deduct 35% from the three foregoing extras. 
(G)— For flush or raised moulding around panels described in Sections 
A and B, add to the regular moulding extras for doors with an 

equal number of panels 

For flush or raised moulding around panels described in Section 
C, add to the regular moulding extras for doors with an equal 

number of panels 

For doors described in Section E, if flush or raised moulded, add 
to the regular moulding basis for an equal number of panels, 
per panel . 

Rule 11 



50% 



100% 



.90 List 



^ - ^ 






o 



n 



Clipped Corner Raised Panels 

(Per Sketch A) 
Add per panel (4 corners) two sides $2.50 List 

Rule 12 Blocking In Corner Of Panels 

(Per Sketch B) 
Add per panel for blocked in corners two «ides .... $5.00 List 

If moulded, add in addition to the foregoing price 
over the regular Moulded Extra, per panel 1.50 List 

Rule 13 Offsetting Corners Of Panels 

(Per Sketch C) 
Add for extra width stiles and rails, for the width 
they are at the widest part, and add extra $9.00 List 

Rule 14 Stiles Different Face Width At Panels 

Than At Light 

When face width of stiles is different at the light than at the 
panels, add per door $7 

Rule 15 Grooves In Panels 

For V grooves in panels, add for each groove or bead, per side .... $0.15 List 

Rule 16 Ceiling Panels 

For vertical ceiling panels use same extras as provided for raised 

panels of same number and thickness, as shown under Rule 8. 

For thinner than J^^, use ^" extra. 

For diagonal ceiling panels, add to the vertical panel basis 50% 



00 List ^ 
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Panel and Sash Door Extras — Continued 
Rule 17 Diagonal Braces 

(A) — For one diagonal cross brace planted on face of panel, one side, 

add per panel $2.50 List 

Two sides, add per panel 4.50 List 

(B) — For two diagonal cross braces planted on face of panel, one side, 

add per panel 4.50 List 

Two sides, add per panel 8.00 List 

Rule 18 Chamfering Stiles and Rails 

(A) — Ordinary machine chamfer, one side, add per cut $0.08 List 

(B) — Stop chamfering, one side, add per cut ,15 List 

Rule 19 Lock Blocks 

For lock blocks where required, add $2.00 List 

Rule 20 Wood Louvers 

Up to 12" high, add. ... $2.50 List 

For each 6" or fraction thereof, higher than 12", add .65 List 

If louvre has center vertical muUion, add per mullion. .85 List 



Rule 21 Moulding Around Panels Or Lights 

(A) — Plain flush or raised moulding two sides for panel doors, with or 
without fillet, add per door as follows: 

Flush Mould not Raised Mould not 

over ^i'xlM* over^'xlJi' 

1 Panel $2.10 List $3.10 List 

2 Regular Panel. 2.70 List 3.50 List 

2 Vertical Panel 3.20 List 4.15 List 

3 Panel 3.45 List 4.55 List 

4 Panel 4.00 List 4,95 List 

5 Panel 4.70 List 5.70 List 

6 Panel 5.25 List 6.70 List 

8 Panel 6.35 List 8.15 List 

(B) — Plain flush or raised moulding two sides for the following designs of sash doors* 
no fillet included, add per door as follows: 

Flush Mould Flush Mould Raised Mould Raised Mould 

not over ^x not over ^x not over M^ not over %x 

IM around 1M2/S 1^ around 1% 2/S 

panel and around panel and around 

light 2/S panel only light 2/S panel only 

N. D. 500 and 575 $3.10 List $1.35 List $3.85 List $1.65 List 

N. D. 507 3.15 List 1.20 List 3.90 List 1.40 List 

N. D. 514 3.35 List 2.15 List 4.25 List 2,55 List 

N. D. 522 3.95 List 2.55 List 5.15 List 3.10 List 

N. D. 530 4.10 List 3.05 List 4.95 List 3.65 List 

N. D, 537 4.15 List 3.00 List 5.C0 List 3.55 List 

N. D. 544 4.60 List 3.45 List 6.20 List 4.20 List 

N. D. 549 4.90 List 3.85 List 5.90 List 4.55 List 

N, D. 554 5.35 List 4.30 List 6.50 List 5.20 List 

N. D. 559 3.20 List 1.70 List 4.15 List 2.05 List 

N, D. 567 3.95 List 2.55 List 5.05 List 3.05 List 

N. D. 591 3.60 List 2.50 List 4.60 List 3.15 List 

N. D, 600, 601, 602 9.80 List 3.40 List 10.45 List 4.00 List 

N. D. 603 21.70 List 9.00 List 22.20 List 9.50 List 

N. D. 604 9.25 List 2.50 List 9.90 List 3.00 List 

N. D. 605 11.05 List 10.50 List 14.05 List 13.30 List 

N. D. 606, 607 3.10 List 4.35 List 

N, D. 635 2.10 List 3.10 List 
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Panel and Sash Door Extras — Continued 
Rule 21 — Continued 

(C) — Flush or raised moulding for doors not listed or otherwise provided for, or 
around extra panels. 
Flush moulding not over ^" xlj^" add per lineal foot or fraction 

thereof around panel or light for each side $0.09 List 

Raised moulding not over M"xlM'% add per lineal foot or 

fraction thereof around panel or light for each side 12 List 

For fillet around glass opening, add per lineal foot or fraction 

thereof around opening 03 J^ List 

For flush moulding one side, raised moulding one side, use 
average of both extras. 

(D) — Doors solid stuck one side and moulded one side, use one half of 

the regular flush or raised moulded basis and add .20 List 

(E) — For moulding narrower or wider than specified above, add to or 
deduct from the foregoing for each 3^" or fraction thereof, for one 

or two panels .15 List 

For two vertical or two vertical and one X Panel .25 List 

For four or more panels .30 List 

(F) — For flush or raised moulding over ^" thick and up to and includ- 
ing 1}4" thick, to the Ji" thick basis, add . 50% 

For flush or raised moulding over 13^" thick and up to and in- 
cluding iVs" thick, to the W thick basis, add 75% 

(G) — For glueing moulding around panels and lights, in addition to 
the extras for flush and raised moulding, add the following: 

For the first opening, add .50 List 

For each additional opening, add . .25 List 

Hip Raised Moulding 

(H) — ^Use flush moulding basis for same design of door, and size of 

mould, and add per door $0.30 List 

Rule 22 Mirror Doors 

For preparing doors for flush mirror including beads. 
(A) — Add to regular panel door list, the following list extras. 

1 Panel Door $0.75 List 

2 Regular Panel Door 1.75 List 

2 Vertical Panel Door 2.50 List 

3 and 4 Panel Door 3.00 List 

5 and 6 Panel Door 3.50 List 

8 Panel Door 5.00 List 

Insert Frame Door ■ . 1.60 List 

(B) — Moulding planted on face, for mirror, all designs 2.00 List 

If shipped loose . 1.50 List 

(C) — Bars and beads for divided lights, planted on one side of panel 

doors, add per light .60 List 

(D) — Panel mirror back in divided light doors, add extra to sash door 

list of equal number of lights, per light .30 List 

Rule 23 Dutch Doors 

(A)— Made with double width lock rail so as to permit cutting through . 

center, but not cut $1.50 List / 

(B) — Cut through center rail, not rabbeted 2.00 List 

(C) — Cut through center rail, and rabbeted 3.50 List 

(D) — Shelf and bracket one side, loose 6.00 List 

(E) — Shelf and bracket two sides, loose, add to the one side basis. . . . 3.00 List 

Rule 24 Banding 

Banding sliding doors two sides, add to proper list for such doors, 

for each lineal foot around opening of each door $0.20 List 
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Panel and Sash Door Extras — Continued 



Rule 25 



Rabbeting and Rule Joint 



(A) — Rabbeting and beading folding doors including wide stiles for 

rabbeting, add to list for such doors, per pair $1.75 List 

(B) — Astragal Joint or Rule Joint on stiles add per pair. 

(C)^Doors plain rabbeted, including wide stiles for rabbeting, add to 
list for such doors per pair 

(D) — Minimum charge for any one order 



2.00 List 

1.00 List 
5.00 List 



Rule 26 



Segment, Circle and Gothic Top Doors, Etc. 

For doors 3 '6" wide and under, add per door: 



Square 

Head 

Outside 

Special 

Inside, 

List 



In and 
Out, List 



Standard 

Insert 

Frame 

Doors In 

and Out, 

List 



For Flush or 
Raised Mould- 
ing bordering 
on Special 
Tops, add to 1st 
or 2nd 
Column, List 



$ 5.75 

11.00 

11.00 

9.00 

6.50 

10.40 



$11.00 
20.00 
20.00 
13.60 
10.40 
15.00 



(A) — Segment Top $ 4,50 

(B)— Circle and Elliptic Tops. . . . 9.60 
(C) — Gothic and Tudor Tops .... 10.40 

(D)— Clipped Corner Top 7.20 

(E)— Rake Top 4.50 

(F)— Peak Top 7.20 

(G)— Circle Top glass opening 

with Panel Corners 15.00 ..... 

(H) — Shaped Top Rail for one 

light, (Scroll Light) 5.50 

For head shaped for 3 or 4 lights, follow rule 7, Section 1. 
(I) — For segment, circle or gothic top doors in pairs douhle the fore- 

foing extras, and deduct 
^or doors with segment and circle top etc., wider than 3'6'', add 

for each 6^ wider 

Note: For five or more doors of the size and kind, deduct from Rule-26 
extras 



14.00 
6,50 
8.00 
1.60 
1.10 
2.00 

6.50 



20% 
10% 
10% 



Rule 27 



Blind Mortising and Tenoning 



Add per rail 

Minimum per door 

If wedged, add extra per rail 

Minimum per door. . 

Rule 28 Caps and Sills 

(A) — One member plain moulded, not over 13^"x _ 
1 J^\ add for each 

(B) — One member plain moulded, not over lj^"x 
1^*, add for each 

(C) — One member stool and 3 blocks S4S, add .... 

Rule 29 Letter Slots 

Straight cut, add per opening 

Bevel cut, add per opening 



Loose 



$0.25 List 

1.00 List 

.15 List 

.50 List 



Put on 



$0.20 List 

.26 List 
.65 List 



Rule 30 Special Sticking 

(A) — For any sticking other than standard stock C & B, B & C, Bead, 

Ovolo, Quarter Round, P. G. or O. G., add per door 

Minimum charge on any one order 

Maximum charge on any one order 

(B)^ — When different sticking is used around the lights than what is 

used around the panels, add per door 

Minimum charge on any one order. 

Maximum charge on any one order 



$0,aO List 

.36 List 
1.05 List 



.45 List 
.70 List 



S 0.30 List 

8.00 List 

15.00 List 

.50 List 
13.00 
25.00 



Combinatim 



Screens 
183 



Veneered 

Door Lists 

and Extras 

197 



riuiii uuut 

Lists SBd 
Extns 

m 
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=>K>- 



Garage Doors 




N, D. 718 




N. D. 719 



Prices quoted on application. 
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51<>» 



Garage Doors 



DDD I DDD 
DDD DDD 

IbssssJ Ibs^s^ V ■ ST — 'I II- ■ H II' H l i- II 

1 , 



N. D. 720 



= 


D 




D 





DD 



I II ■ > 



N. D. 721 



Prices quoted on application. 



Combination ^ 
Doors and 

Extras 

161 

Window 

Screens 

183 



Veneered 
Door Lists 
and Extras i 
197 



Flush Dt. 
Lists tBd 

Extras 

223 
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Garage Doors 




N. D. 722 



DU 00 DD 

n n n n n n 

LJ LJ LJ LJ LJ LJ 

DD DO DD 



N. D. 723 



Prices quoted on application. 
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Garage Doors 



nnn nun 



N. I>. 724 




N. D. 725 



Prices quoted on application. 



Combinathm ' 

Doors and 

Extras 

161 



Window 

Screens 

183 



Veneered 

Door Lists 

and Extras 

197 



Flush Dc„. 
lists Bid 

Extras 

223 
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Combination Door Lists 

13^" Thick, Open and Glazed 

Stiles, Top and Cross Rails not over 4%*^ wide overall. 
Bottom Rail not over 9^" wide overall. 
Sash Section for putty glazing. 
Screen Wired, 14 Mesh Galvanized Wire. 

Fasteners for sash and screen sections included and installed. 
Doors made not more than 3^* wider and 1' higher than ac- 
tual door size. 
Sash and Screen Sections fitted. 



N. D. 736 



Note: For wire other than shown above including 
16 -Mesh Bronze and other extras, see page 180, 
For Glazed Doors use lists shown below. 



Net Size List 

of Door Door Section 

2- 6x6- 6...... $6.20 

6-8 6.25 

7-0 6.70 

2- 8x6- 8 6.40 

7-0 6.85 

2-10x6- 8 6.55 

6-10 6.95 

7- 0. 7.00 

3- 0x6- 8 6.65 

7-0 . 7.15 

Net Size List 

of Door D€>or Section 

2- 6x6- 6 6,20 

6- 8 6.25 

7-0 6.70 

2- 8x6- 8 6.40 

7-0 6.85 

2-10x6- 8 6.55 

6-10 6.95 

7-0 7.00 

3- 0x6- 8 6.65 

7-0 7.15 

Net Size List 

of Door Door Section 

2- 6x6- 6 6.20 

6-8 6.25 

7-0 6.70 

2- 8x6- 8 6.40 

7-0 6,85 

2-10x6- 8 6.55 

6-10 6.95 

7-0 7.00 

3- 0x6- 8 6,65 

7-0 7.15 

For extras, see page 180. 



List 
Sash Section 
Open 



List 

Scsreen Section 

Not Wired 



Total 
Open List 
No Wire 



$1.35 
1.40 
1.50 

1.45 
1.50 
1.50 
1.50 
1.55 
1.50 
1.55 



$1.25 
1.30 
1.35 
1.30 
1.40 
1.35 
1.40 
1.45 
1.40 
1.45 



$3.80 
8.95 
9.55 
9.15 
9.75 
9.40 
9.85 

10.00 
9.55 

10,15 



List 

Sash Section 
Open 



List 

Screen Section 

Wired 14-lVIesh 

Galv. Wire 



Total List 

Sash Open 

Screen Section 

Wired 



1.35 

1.40 
1.50 
1.45 
1.50 
1.50 
1.50 
1.55 
1,50 
1.55 



2.05 
2.10 
2.20 
2.20 
2.25 
2,25 
2.30 
2.35 
2.30 
2.40 



9.60 
9.75 
10.40 
10.05 
10.60 
10.30 
10.75 
10.90 
10.45 
11.10 



List 

Sash Section 

Glazed 

SS Glass 



List 
Screen Section 
Wired 14-lVIesh 
Galv. Wire 



Total List 

Sash Glazed 

Screen Section 

Wired 



2.50 

2.70 
2.80 
2.85 
2.90 
3.00 
3.00 
3.05 
3.10 
3.15 



2.05 
2.10 
2.20 
2.20 
2.25 
2.25 
2.30 
2.35 
2.30 
2.40 



10.75 
11.05 
11.70 
11,45 
12.00 
11,80 
12.25 
12,40 
12.05 
12.70 



Page 160 



=: STANDARD LISTS 1936 }= 



Combination Door Lists 

11^" Thick, Open and Glazed 

Stiles, Top and Cross Rails not over 4^" wide overall. 

Bottom Rail not over 9^" wide overall. 

Sash Section for putty glazing. 

Screen Wired, 14 Mesh Galvanized Wire. 

Fasteners for sash and screen sections included and installed. 

Doors made not more than 34" wider and 1" higher than 

actual door size. 
Sash and Screen Sections fitted. 



Note: For wire other than shown above including 
16-Mesh Bronze and other extras, see page 180. 
For Glazed Doors use lists shown below. 




N. D. 737 



Net Size 
of Door 



List 
Door Section 



List 
Sash Section 
Open 



List 

Screen Section 

Not Wired 



Total 
Open List 
No Wire 



2- 6x6- 6, . $5.85 11.85 $1.55 $ 9.25 

6-8 5.95 1.85 1.55 9.35 

7-0 6.50 1.85 1.55 9.90 

2-8x6-8 6.05 1.90 1.60 9.55 

7-0 6.60 1.90 1.60 10.10 

2-10x6-8 6.10 1.90 1.65 9.65 

6-10 6.55 1.90 1.65 10.10 

7-0 6.70 1.90 1.65 10.25 

3-0x6-8 6.20 1.95 1.65 9.80 

7-0 6.80 1.95 1.65 10.40 









List 


Total List 






List 


Screen Section 


Sash Open 


Net Size 


List 


Sash Section 


Wired 14-Me8h 


Screen Section 


of Door 


Door Section 


Open 


Galv. Wire 


Wired 



2-6x6-6 $5.85 $1.85 $2.55 $10.25 

6-8 5.95 1.85 2.55 10.35 

7-0 6.50 1.85 2.55 10.90 

2-8x6-8.... 6.05 1.90 2.60 10.55 

7-0.. 6.60 1.90 2.60 11.10 

2-10x6- 8 6.10 1.90 2.70 10.70 

6-10 6.55 1.90 2.70 11.15 

7-0 6.70 1.90 2.70 11.30 

3-0x6-8 6.20 1.95 2.80 10.95 

7-0 6.80 1.95 2.80 11.55 







List 


List 


Total List 






Sash Section 


Screen Section 


Sash Glazed 


Net Size 


List 


Glazed 


Wired 14-Mesh 


Screen Section 


of Door 


Door Section 


SS Class 


Galv. Wire 


Wired 



2-6x6-6 $5.85 $3.65 $2..55 $12.05 

6-8 5.95 3.65 2.55 12.15 

7-0 6.50 3.65 2.55 12.70 

2-8x6-8 6.05 3.90 2.60 12.55 

7-0 6.60 3.90 2.60 13.10 

2-10x6- 8 6.10 4.00 2.70 12.80 

6-10 6.55 4.00 2.70 13.25 

7-0 6.70 4.00 2.70 13.40 

3-0x6-8 6.20 4.20 2.80 13.20 

7-0 6.80 4.20 2.80 13.80 

For extras, see page 180. 
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Combination Door Lists 

13^" Thick, Open and Glazed 

Stiles, Top and Cross Rails not over 4^^*^ wide overall. 

Bottom Rail not over 9^^" wide overall. 

Sash Section for putty glazing. 

Screen Wired, 14 Mesh Galvanized Wire. 

Fasteners for sash and screen sections included and installed. 

Doors made not more 

actual door size. 
Sash and Screen Sections fitted 



than 3^" wider and 1" higher than 



Note: For wire other than shown above including 
16 -Mesh Bronze and other extras, see page 180. 
For Glazed Doors use lists shown below. 



N. D. 738 



Net Size 
of Door 



List 
Door Section 



Liat 

Sash Section 

Open 



List 

Screen Section 

Not Wired 



Total 
Open List 
No Wire 



2-6x6-6 $5.85 $2.10 $1.55 $9.50 

6-8 5.95 2.10 1.55 9.60 

7-0 6.50 2.10 1.55 10.15 

2-8x6-8 6.05 2.10 1.60 9.75 

7-0 6.60 2.10 1.60 10.30 

2-10x6- 8 6.10 2.15 1.65 9.90 

6-10 6.55 2.15 1.65 10.35 

7-0 6.70 2.15 1.65 10.50 

3-0x6-8 6.20 2.20 1.65 10.05 

7-0 6.80 2.20 1.65 10.65 



Net Size Liat 

of Door Door Section 

2- 6x6- 6. . . ... $5.85 

6- 8 5.95 

7-0 6.50 

2- 8x6- 8 6.05 

7-0 6.60 

2-10x6- 8 6.10 

6-10 6.55 

7-0 6.70 

3- 0x6- 8 6.20 

7- 6.80 

Doo 

2- 6x6- 6 $5.85 

6-8 5.95 

7-0... 6.50 

2- 8x6- 8 6.05 

7-0 6.60 

2-10x6- 8 6.10 

6-10 6.55 

7-0 6.70 

3- 0x6- 8 6.20 

7-0 6.80 

For extras, see page 180. 



List 

Saah Section 

Open 



Liat 

Screen Section 

Wired 14-Me8h 

Galv. Wire 



Total List 

Sash Open 

Screen Section 

Wired 



$2.10 
2.10 

2.10 
2.10 
2.10 
2.15 
2.15 
2.15 
2.20 
2,20 



$2.55 
2.55 
2.55 
2.60 
2.60 
2.70 
2.70 
2.70 
2.80 
2.80 



$10.50 
10.60 
11.15 
10.75 
11,30 
10.95 
11.40 
11.55 
11.20 
11.80 







Liat 


Liat 


Total Liat 






Saah Section 


Screen Section 


Sash Glazed 


Net Size 


Liat 


Glazed 


Wired 14-IVIeah 


Screen Section 


of Door 


Door Section 


SS Glass 


Galv. Wire 


Wired 



$4.65 
4.65 
4.65 
4.95 
4.95 
5.25 
5,25 
5.25 
5.30 
5.30 



$2.55 
2.55 
2,55 
2.60 
2.60 
2.70 
2.70 
2.70 
2.80 
2.80 



$13.05 
13.15 
13.70 
13.60 
14.15 
14.05 
14.50 
14.65 
14.30 
14.90 
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Combination Door Lists 

IH" Thick, Open and Glazed 

Stiles, Top and Cross Rails not over 4Ji" wide overall. 

Bottom Rail not over 9J^" wide overall. 

Sash Section for putty glazing. 

Screen Wired, 14 Mesh Galvanized Wire. 

Fasteners for sash and screen sections included and installed. 

Doors made not more than J^" wider and 1" higher than 

actual door size. 
Sash and Screen Sections fitted. 



Note: For wire other than shown above including 
16-Mesh Bronze and other extras, see page 180. 
For Glazed Doors use lists shown below. 




N. D. 7S9 



Net Size 
of Door 



List 
Door Section 



List 
Sash Section 
Open 



List 

Screen Section 

Not Wired 



Total 
Open List 
No Wire 



2- 6x6- 6 


$5.85 


$2.15 


$1.55 


$ 9.55 




6-8 


5.95 


2.15 


1.55 


9.65 




7-0 


6.50 


2.15 


1.55 


10.20 




2- 8x6- 8 


6.05 


2.20 


1.60 


9.85 




7-0 


6.60 


2.20 


1.60 


10.40 




2-10x6- 8 


6,10 


2.20 


1.65 


9.95 




6-10 


6.55 


2 20 


1.65 
1.65 


10.40 
10.55 




7-0 


6.70 


2.20 




3- 0x6- 8 


6.20 


2.25 


1.65 


10.10 




7-0 


6.80 


2.25 


1.65 


10.70 










List 


Total List 








List 


Screen Section 


Sash Open 




Net Size 


List 


Sash Section 


Wired 14-Me8h 


Screen Section 




of Door 


Door Section 


Open 


Galv. Wire 


Wired 




2- 6x6- 6 


$5.85 


$2.15 


$2.55 


$10.55 




6-8 


5.95 


2.15 


2.55 


10.65 




7-0 


6.50 


2.15 


2.55 


11.20 




2- 8x6- 8 


6.05 


2.20 


2.60 


10.85 




7-0 


6.60 


2.20 


2.60 


11.40 




2-10x6- 8 


6.10 


2.20 


2.70 


11.00 




6-10 


6.55 


2.20 


2.70 
2.70 


11.45 
11.60 




7-0 


6.70 


2.20 




3- 0x6- 8 


6.20 


2.25 


2.80 


11.25 




7-0 


6.80 


2.25 


2.80 


11.85 


/iR^rr 






List 


List 


Total List 


Window 






Sash Section 


Screen Section 


Sash Glazed 


Screens 


Net Size 


List 


Glazed 


Wired 14-Mesh 


Screen Section 




of Df»or 


Door Section 


SS Class 


Galv. Wire 

$2.55 


Wired 
$12.70 


183 


2- 6x6- 6 


$5.85 


$4.30 


^ ,.««.,— ^ 


6-8 


5.95 


4.30 


2.55 


12.80 


"■ 


7-0 


6.50 


4.30 


2.55 


13.35 


Veneered 
Door Lists 
and Extras 


2- 8x6- 8 


6.05 


4.75 


2.60 


13.40 


7- 


6.60 


4.75 


2.60 


13.95 


197 


2-10x6- 8 


6.10 


4.80 


2,70 


13.60 




6-10 


6.55 


4.80 
4.80 


2.70 
2.70 


14.05 
14.20 




7-0 


6.70 


RushDoi 


3- 0x6- 8 


6.20 


4.85 


2.80 


13.85 


Lists and 


7-0 


6.80 


4.85 


2.80 


14.45 


Extras 


For extras, see page 180. 
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Combination Door Lists 

13^" Thick, Open and Glazed 

Stiles, Top and Cross Rails not over 4^" wide overall. 

Bottom Rail not over 9^" wide overall. 

Sash Section for putty glazing. 

Screen Wired, 14 Mesh Galvanized Wire. 

Fasteners for sash and screen sections included and installed. 

Doors made not more than J^" wider and 1" higher than 

actual door size. 
Sash and Screen Sections fitted. 



Note: For wire other than shown above including 
16 -Mesh Bronze and other extras, see page 180, 
For Glazed Doors use lists shown below. 



N. D. 740 



List 



List 



Total 



Net Size 


List 


Sash Section 


Screen Section 


Open List 


of Door 


Door Section 


Open 


Not Wired 


No Wire 


2- 6x6- 6 


. $5.85 


$2.25 


$1.55 


$ 9.65 


6-8 


5.95 


2.25 


1.55 


9.75 


7-0 


6.50 


2.25 


1.55 


10.30 


2- 8x6- 8 


6.05 


2.30 


1.60 


9.95 


7-0 


6.60 


2.30 


1.60 


10.50 


2-10x6- 8 


6.10 


2.35 


1.65 


10.10 


6-10 


6.55 
6.70 


2.35 
2.35 


1.65 
1.65 


10.55 


7-0 


10.70 


3- 0x6- 8 


6.20 


2.40 


1.65 


10.25 


7-0 


6.80 


2.40 


1.65 


10.85 








List 


Total List 






List 


Screen Section 


Sash Open 


Net Size 


List 


Sash Section 


Wired 14-Mesh 


Screen Section 


of Door 


Door Section 


Open 


Galv. Wire 


Wired 


2- 6x6- 6 


$5.85 


$2.25 


$2.55 


$10.65 


6-8 


5.95 


2.25 


2.55 


10.75 


7-0 


6.50 


2.25 


2.55 


11.30 


2- 8x6- 8 


6.05 


2.30 


2.60 


10.95 


7- 


6.60 


2.30 


2.60 


11.50 


2-10x6. 8 


6.10 


2.35 


2.70 


11.15 


6-10 


6.55 
6.70 


2.35 
2.35 


2.70 

2.70 


11.60 


7-0 


11.75 


3- 0x6- 8 


6.20 


2.40 


2.80 


11.40 


7- 


6.80 


2.40 


2.80 


12.00 






List 


List 


Total List 






Sash Section 


Screen Section 


Sash Glazed 


Net Size 


List 


Glazed 


Wired 14-Me8h 


Screen Section 


of Door 


Door Section 


SS Glass 


Galv. Wire 


Wired 


2- 6x6- 6 


$5.85 


$4.65 


$2.55 


$13.05 


6-8 


5.95 


4.65 


2.55 


13.15 / 


7-0 


6.50 


4.65 


2.55 


13.70 


2- 8x6- 8 


6.05 


4.85 


2.60 


13.50 


7- 


6.60 


4.85 


2.60 


14.05 


2-10x6- 8 


6.10 


5.00 


2.70 


13.80 


6-10 


6.55 
6.70 


5.00 
5.00 


2.70 
2.70 


14.25 


7- 


14.40 


3- 0x6- 8 


6.20 


5.35 


2.80 


14.35 


7-0 


6.80 


5.35 


2.80 


14.95 


For extras, see page 180. 
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Combination Door Lists 

l>^" Thick, Open and Glazed 

Stiles, Top and Cross Rails not over 4^* wide overall. 

Bottom Rail not over 9%" wide overall. 

Sash Section for putty glazing. 

Screen Wired, 14-Mesh Galvanized Wire. 

Fasteners for sash and screen sections included and installed. 

Doors made not more than J^" wider and 1" higher than 

actual door size. 
Sash and Screen Sections fitted. 



Note: For wire other than shown above including 
16-Mesh Bronze and other extras, see page 180. 
For Glazed Doors use lists shown helow. 




N. D. 741 



Net Size 
of I>oor 



List 
Door Section 



List 
Sash Section 
Open 



List 

Screen Section 

Not Wired 



Total 
Open List 
No Wire 



2-6x6-6 $5.85 $2.20 $1.55 $9.60 

6-8 5.95 2.20 1.55 9.70 

7-0 6.50 2.20 1.55 10.25 

2-8x6-8 6.05 2.25 1.60 9.90 

7-0 6.60 2.25 1.60 10.45 

2-10x6-8 6.10 2.30 1.65 10.05 

6-10 6.55 2.30 1.65 10.50 

7-0 6.70 2.30 1.65 10.65 

3-0x6-8 6.20 2.35 1.65 10.20 

7-0 6.80 2.35 1.65 10.80 



Net Size 
of Door 



List 
DcKir Section 



List 

Sash Section 

Open 



List 

Screen Section 

Wired 14-Me8h 

Calv. Wire 



Total List 

Sash Open 

Screen Section 

Wired 



2- 6x6- 6 $5.85 $2.20 $2.55 $10.60 

6-8 5.95 2.20 2.55 10.70 

7-0 6.50 2.20 2.55 11.25 

2-8x6-8 6.05 2.25 2.60 10.90 

7-0 6.60 2.25 2.60 11.45 

2-10x6-8 6.10 2.30 2.70 11.10 

6-10 6.55 2.30 2.70 11.55 

7-0 6.70 2.30 2.70 11.70 

3-0x6-8 6.20 2.35 2.80 11.35 

7-0 6.80 2.35 2.80 11.95 



Net Size List 

of Door Door Section 

2- 6x6- 6... . . $5.85 

6-8 5.95 

7-0 6.50 

2- 8x6- 8 6.05 

7-0 6.60 

2-10x6- 8 6.10 

6-10 6.55 

7-0 6.70 

3- 0x6- 8 6.20 

7-0 6.80 

For extras, see page 180. 



List 

Sash Section 

Glazed 

SS Glass 



List 

Screen Section 

Wired 14.Mesh 

Galv. Wire 



Total List 

Sash Glazed 

Screen Section 

Wired 



$4.35 
4.35 

4.35 
4.65 
4.65 
4.75 
4.75 
4.75 
5.05 
5.05 



$2.55 
2.55 
2.55 
2.60 
2.60 
2.70 
2.70 
2.70 
2.80 
2.80 



$12.75 
12.85 
13.40 
13.30 
13.85 
13.55 
14.00 
14.15 
14.05 
14.65 
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Combination Door Lists 

IVs'' Thick, Open and Glazed 

Stiles, Top and Cross Rails not over 4J^" wide overall. 

Bottom Rail not over 9M" wide overall. 

Sash Section for putty glazing. 

Screen Wired, 14-Mesh Galvanized Wire. 

Fasteners for sash and screen sections included and installed. 

Doors made not more than J^" wider and 1" higher than 

actual door size. 
Sash and Screen Sections fitted. 



Note: For wire other than shown ahove including 
16 -Mesh Bronze and other extras, see page 180. 
For Glazed Doors use lists shown below. 



N. D. 742 



List 



List 



Total 



Net Size 


List 


Sash Section 


Screen Section 


Open list 


of Door 


Door Section 


Open 


Not Wired 


No Wire 


2- 6x6- 6 


$5.85 


$2.25 


$1.55 


$ 9.65 


6-8 


5.95 


2.25 


1.55 


9.75 


7-0 


6.50 


2.25 


1.55 


10.30 


2- 8x6- 8 


6.05 


2.30 


1.60 


9.95 


7-0 


6.60 


2.30 


1.60 


10.50 


2-10x6- 8 


6.10 


2.35 


1.65 


10.10 


6-10 


6.55 
6.70 


2.35 
2.35 


1.65 
1.65 


10.55 


7-0 


10.70 


3- 0x6- 8 


6.20 


2.40 


1.65 


10.25 


7-0 


6.80 


2.40 


1.65 


10.85 








List 


Total List 






List 


Screen Section 


Sash Open 


Net Size 


List 


Sash Section 


Wired 14-Me8h 


Screen Section 


of Door 


Door Section 


Open 


Galv. Wire 


Wired 


2- 6x6- 6 


. $5.85 


$2.25 


$2.55 


$10.65 


6-8 


5.95 


2.25 


2.55 


10.75 


7-0 


6.50 


2.25 


2.55 


11.30 


2- 8x6- 8 


6.05 


2.30 


2.60 


10.95 


7-0 


6.60 


2.30 


2.60 


11.50 


2-10x6- 8 


6.10 


2.35 


2.70 


11.15 


6-10 


6.55 
6.70 


2.35 
2.35 


2.70 
2.70 


11.60 


7-0 


11.75 


3- 0x6- 8 


6.20 


2.40 


2.80 


11.40 


7-0 


6.80 


2.40 


2.80 


12.00 






List 


List 


Total List 






Sash Section 


Screen Section 


Sash Glazed 


Net Size 


List 


Glazed 


Wired 14-Me8h 


Screen Section 


of Door 


Door Section 


SS Glass 


Galv. Wire 


Wu^d 


2- 6x6- 6 


. $5.85 


$4.40 


$2.55 


$12.80 


6-8 


5.95 


4.40 


2.55 


12.90 


7-0 


6.50 


4.40 


2.55 


13.45 


2- 8x6- 8 


6.05 


4.60 


2.60 


13.25 


7-0 


6.60 


4.60 


2.60 


13.80 


2-10x6- 8 


6.10 


4.75 


2.70 


13.55 


6-10 


6.55 
6.70 


4.75 
4.75 


2.70 
2.70 


14.00 


7-0 


14.15 


3- 0x6- 8 


6.20 


4.95 


2.80 


13.95 


7-0 


6.80 


4.95 


2.80 


14.55 


For extras, see page 180. 












] 
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Combination Door Lists 

13^" Thick, Open and Glazed 

Stiles, Top and Cross Rails not over 4^^* wide overall. 

Bottom Rail not over 9Ji" wide overall. 

Sash Section for putty glazing. 

Screen Wired, 14-Mesh Galvanized Wire. 

Fasteners for sash and screen sections included and installed. 

Doors made not more than 3^" wider and V higher than 

actual door size. 
Sash and Screen Sections fitted. 



Note; For wire other than shown above including 
16-Mesh Bronze and other extras, see page 180. 
For Glazed Doors use lists shown below. 




N. D. 743 



Net Size List 

of Door Door Section 

2- 6x6- 6 ... $5.85 

6-8 5.95 

7-0 6.50 

2- 8x6- 8 6.05 

7-0 6.60 

2-10x6- 8 6.10 

6-10 6.55 

7-0 6.70 

3- 0x6- 8 6.20 

7-0 6.80 

Net Size List 

of Door Door Section 

2- 6x6- 6... $5.85 

6-8 5.95 

7-0 ... 6.50 

2- 8x6- 8 6.05 

7-0 6.60 

2-10x6- 8 6.10 

6-10 6.55 

7-0 6.70 

3- 0x6- 8 6.20 

7 -0 6.80 

ce 

* Doo 

2- 6x6- 6. . $5.85 

6-8 5.95 

7-0 6.50 

2- 8x6- 8 6.05 

7-0 6.60 

2-10x6- 8 6.10 

6-10 6.55 

7-0 6.70 

3- 0x6- 8 6.20 

7-0 6.80 

For extras, see page 180. 



List 

Sash Section 

Open 



List 

Screen Section 

Not Wired 



Total 
Open List 
No Wire 



$2.20 

2.20 
2.20 
2.25 
2.25 
2.35 
2.35 
2.35 
2.40 
2.40 



$1.55 
1.55 
1.55 
1.60 
1.60 
1.65 
1.65 
1.65 
1.65 
1.65 



$ 9.60 
9.70 
10.25 
9.90 
10.45 
10.10 
10.55 
10.70 
10.25 
10.85 



List 

Sash Section 

Open 



List 
Screen Section 
Wired 14-Me8h 
Galv. Wire 



Total List 

Sash Open 

Screen Section 

Wired 



$2.20 
2.20 

2.20 
2.25 
2.25 
2.35 
2.35 
2.35 
2.40 
2.40 



$2.55 
2.55 
2.55 
2.60 
2.60 
2.70 
2.70 
2.70 
2.80 
2.80 



$10.60 
10.70 
11.25 
10.90 
11.45 
11.15 
H.60 
11.75 
11.40 
12.00 







List 


List 


Total List 






Sash Section 


Screen Section 


Sash Glazed 


Net Size 


List 


Glazed 


Wired 14-Mesh 


Screen Section 


of Door 


Door Section 


SS Glass 


Galv. Wire 


Wired 



$3.75 
3.75 
3.75 
3.95 
3.95 
4.20 
4.20 
4.20 
4.40 
4.40 



$2.55 
2.55 
2.55 
2.60 
2.60 
2.70 
2.70 
2.70 
2.80 
2.80 



$12.15 
12.25 
12.80 
12.60 
13.15 
13.00 
13.45 
13.60 
13.40 
14.00 
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Combination Door Lists 

1>^" Thick, Open and Glazed 

Stiles, Top and Cross Rails not over 4^" wide overall. 

Bottom Rail not over 9^" wide overall. 

Sash Section for putty glazing. 

Screen Wired, 14-Mesh Galvanized Wire. 

Fasteners for sash and screen sections included and installed. 

Doors made not more than J^" wider and 1"' higher than 

actual door size. 
Sash and Screen Sections fitted. 



N. D. 744 



Note: For wire other than shown above including 
16-Mesh Bronze and other extras, see page 180. 
For Glazed Doors use lists shown below. 



Net Size 
of Door 



List List Total 

List Sash Section Screen Section Open List 
Door Section Open Not Wired No Wire 



2- 6x6- 6 


$5.85 


$2.25 


$1.55 


$ 9.65 


6-8 


5.95 


2.25 


1.55 


9.75 


7-0 


6.50 


2.25 


1.55 


10.30 


2- 8x6- 8 


6.05 


2.30 


1.60 


9.95 


7- 


6.60 


2.30 


1.60 


10.50 


2-10x6- 8 


6.10 


2.40 


1.65 


10.15 


6-10 


6.55 
6.70 


2.40 
2.40 


1.65 
1.65 


10.60 


7-0 


10.75 


3- 0x6- 8 


6.20 


2.45 


1.65 


10.30 


7-0 


6.80 


2.45 


1.65 


10.90 








List 


Total List 






List 


Screen Section 


Sash Open 


Net Size 


List 


Sash Section 


Wired 14-Me8h 


Screen Section 


of Door 


Door Section 


Open 


Galv. Wire 


Wired 


2- 6x6- 6 


$5.85 


$2.25 


$2.55 


$10.65 


6-8 


5.95 


2.25 


2.55 


10.75 


7-0 


6.50 


2.25 


2.55 


11.30 


2- 8x6- 8 


6.05 


2.30 


2.60 


10.95 


7-0 


6.60 


2.30 


2.60 


11.50 


2-10x6- 8 


6.10 


2.40 


2.70 


11.20 


6-10 


6.55 
6.70 


2.40 
2.40 


2.70 
2.70 


11.65 


7-0 


11.80 


3- 0x6- 8 


6.20 


2.45 


2.80 


11.45 


7-0 


6.80 


2.45 


2.80 


12.05 






List 


List 


Total List 






Sash Section 


Screen Section 


Sash Glazed 


Net Size 


List 


Glazed 


Wired 14-Mesh 


Screen Section 


of Door 


Door Section 


SS Glass 


Galv. Wire 


Wired 


2- 6x6- 6 


$5.85 


$3.95 


$2.55 


$12.35 


6- 8 


5.95 


3.95 


2.55 


12.45 


7-0 


6.50 


3.95 


2.55 


13.00 


2- 8x6- 8 


6.05 


4.15 


2.60 


12.80 


7-0 


6.60 


4.15 


2.60 


13.35 


2-10x6- 8 


6.10 


4.25 


2.70 


13.05 


6-10 


6.55 


4.25 


2.70 


13.50 


7-0 


6.70 


4.25 


2.70 


13.65 


3- 0x6- 8 


6.20 


4.70 


2.80 


13.70 


7-0 


6.80 


4.70 


2.80 


14.30 


For extras, see page 180. 
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Combination Door Lists 

l>g" Thick, Open and Glazed 

Stiles, Top and Cross Rails not over 4%" wide overall. 

Bottom Rail not over 9%" wide overall. 

Sash Section for putty glazing. 

Screen Wired, 14-Mesli Galvanized Wire. 

Fasteners for sash and screen sections included and installed. 

Doors made not more than 3^" wider and 1" higher than 

actual door size. 
Sash and Screen Sections fitted. 



Note: For wire other than shown above including 
16-Mesh Bronze and other extras, see page 180. 
For Glazed Doors use lists shown below. 



D^3D 




N. D. 745 



Net Size 
of Door 



List 
Door Section 



List 
Sash Section 
Open 



List 

Screen Section 

Not^iWired 



Total 
Open List 
No Wire 



2- 6x6- 6 


$5.85 


$2.65 


$1.55 


$10.05 


6-8 


5.95 


2.65 


1.55 


10.15 


7-0 


6.50 


2.65 


1.55 


10.70 


2- 8x6- 8 


6.05 


2.70 


1.60 


10.35 


7-0 


6.60 


2.70 


1.60 


10.90 


2-10x6- 8 


6.10 


2.80 


1.65 


10.55 


6-10 


6.55 
6.70 


2.80 
2.80 


1.65 
1.65 


11.00 


7-0 


11.15 


3- 0x6- 8 


6.20 


2.85 


1.65 


10.70 


7-0 


6.80 


2.85 


1.65 


11.30 








List 


Total List 






List 


Screen Section 


Sash Open 


Net Size 


List 


Sash Section 


Wired 14-Mesh 


Screen Section 


of Door 


Door Section 


Open 


Galv. Wire 


Wired 


2- 6x6- 6 


$5.85 


$2.65 


$2.55 


$11.05 


6-8 


5.95 


2.65 


2.55 


11.15 


7-0 


6.50 


2,65 


2.55 


11.70 


2- 8x6- 8 


6.05 


2.70 


2.60 


11.35 


7- 


6.60 


2.70 


2.60 


11.90 


2-10x6- 8 


6.10 


2.80 


2.70 


11.60 


6-10 


6.55 
6.70 


2.80 
2.80 


2.70 
2.70 


12.05 


7-0 


12.20 


3- 0x6- 8 


6.20 


2.85 


2.80 


11.85 


7-0 


6.80 


2.85 


2.80 


12.45 






List 


List 


Total List 






Sash Section 


Screen Section 


Sash Glazed 


Net Sire 


List 


Glazed 


Wired 14-Me8h 


Screen Section 


of Door 


Door Section 


SS Glass 


Galv. Wire 


Wired 


2- 6x6- 6 


. $5.85 


$4.60 


$2.55 


$13.00 


6-8 


5.95 


4.60 


2.55 


13.10 


7-0 


6.50 


4.60 


2.55 


13.65 


2- 8x6- 8 


6.05 


4.85 


2.60 


13.50 


7-0 


6.60 


4.85 


2.60 


14.05 


2-10x6- 8 


6.10 


5.00 


2.70 


13.80 


6-10 


6.55 
6.70 


5.00 
5.00 


2.70 
2.70 


14.25 


7-0 


14.40 


3- 0x6- 8 


6.20 


5.15 


2.80 


14.15 


7-0 


6.80 


5.15 


2.80 


14.75 


For extras, see page 180. 
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Window 

Screens 

183 



Veneered 

Door Lists 

and Extras 

197 

Flush 1)1' 

Lists and 

Extfas 



223 
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Combination Door Lists 

13^" Thick, Open and Glazed 

Stiles, Top and Cross Rails not over 4^" wide overall. 

Bottom Rail not over 9^" wide overall. 

Sash Section for putty glazing. 

Screen Wired, 14-Mesh Galvanized Wire. 

Fasteners for sash and screen sections included and installed. 

Doors made not more than J^" wider and 1" higher than 

actual door size. 
Sash and Screen Sections fitted. 



N. D. 746 



Note; For wire other than shown above including 
16 -Mesh Bronze and other extras, see page 180. 
For Glazed Doors use lists shown below. 



Net Size 
of Door 



List 
Door Section 



List 
Sash Section 
Open 



List 

Screen Section 

Not Wired 



Total 
Open List 
No Wire 



2- 6x6- 6. 

6- 8. 

7- 0. 

2- 8x6- 8. 

7- 0. 

2-10x6- 8. 

6-10. 

7- 0. 

3- 0x6- 8. 

7- 0. 



2- 6x6- 6. 

6- 8. 

7- 

2- 8x6- 8. 

7- 0. 

2-10x6- 8. 

6-10. 

7- 0. 

3- 0x6- 8. 

7- 0. 



$5.85 
5.95 
6.50 
6.05 
6.60 
6.10 
6.55 
6.70 
6.20 
6.80 



$2.70 
2.70 
2.70 
2.75 
2.75 
2.85 
2.85 
2.85 
2.90 
2.90 



$1.55 
1.55 
1.55 
1.60 
1.60 
1.65 
1.65 
1.65 
1.65 
1.65 



$10.10 
10.20 
10.75 
10.40 
10.95 
10.60 
11.05 
11.20 
10.75 
11.35 









List 


Total List 






List 


Screen Section 


Sash Open 


Net Size 


List 


Sash Section 


Wired 14-Me8h 


Screen Section 


of Door 


DcM>r Section 


Open 


Calv. Wire 


Wired 



$5,85 
5.95 
6.50 
6.05 
6.60 
6.10 
6.55 
6.70 
6.20 
6.80 



$2.70 
2.70 
2.70 
2.75 
2.75 
2.85 
2.85 
2,85 
2.90 
2.90 



$2.55 
2.55 
2.55 
2.60 
2.60 
2.70 
2.70 
2.70 
2.80 
2.80 



$11.10 
11.20 
11.75 
11.40 
11.95 
11.65 
12.10 
12.25 
11.90 
12.50 







List 


List 


Total List 






Sash Section 


Screen Section 


Sash Glazed 


Net Size 


List 


Glazed 


Wired 14-Mesh 


Screen Section 


1 of Door 


Door Section 


SS Glass 


Galv. Wire 


Wired 



2- 6x6- 6 

6-8 

7-0 

2- 8x6- 8 

7-0 

2-10x6- 8 

6-10 

7-0 

3- 0x6- 8 

7-0 

For extras, see page 180. 



$5.85 
5.95 
6.50 
6.05 
6.60 
6.10 
6.55 
6.70 
6.20 
6.80 



$4.75 
4.75 
4.75 
4.85 
4.85 
5.05 
5.05 
5.05 
5.20 
5.20 



$2.55 
2.55 
2.55 
2.60 
2.60 
2,70 
2.70 
2.70 
2.80 
2.80 



$13.15 
13.25 
13.80 
13.50 
14.05 
13.85 
14.30 
14,45 
14.20 
14.80 



Page 170 



=( STANDARD LISTS 1936 )= 



Combination Door Lists 

13^" Thick, Open and Glazed 

Stiles, Top and Cross Rails not over 4 3^" wide overall. 

Bottom Rail not over 9M" wide overall. 

Sash Section for putty glazing. 

Screen Wired, 14 -Mesh Galvanized Wire. 

Fasteners for sash and screen sections included and installed. 

Doors made not more than 3^" wider and 1" higher than 

actual door size. 
Sash and Screen Sections fitted. 



Note: For wire other than shown above including 
16-Mesh Bronze and other extras, see page 180. 
For Glazed Doors use lists shown below. 




N. D. 747 



Net Size 
of D<»or 



List 
Door Section 



List 
Sash Section 
Open 



List 

Screen Section 

Not Wired 



Total 
Open List 
No Wire 



2- 6x6- 6 $5.85 $2.35 $1.55 $ 9.75 

6-8 5.95 2.35 1.55 9.85 

7-0 6.50 2.35 1.55 10.40 

2-8x6-8 6.05 2.40 1.60 10.05 

7-0 6.60 2.40 1.60 10.60 

2-10x6- 8 6.10 2.50 1.65 10.25 

6-10 6.55 2.50 1.65 10.70 

7-0 6.70 2.50 1.65 10.85 

3- 0x6- 8 6.20 2.60 1.65 10.45 

7- 6.80 2.60 1.65 11.05 



Net Size 
of Door 



List 
Door Section 



List 
Sash Section 
Open 



List 

Screen Section 

Wired M-Mesh 

Galv. Wire 



Total List 

Sash Open 

Screen Section 

Wired 



2-6x6-6 $5.85 $2.35 $2.55 $10.75 

6-8 5.95 2.35 2.55 10.85 

7-0 6.50 2.35 2.55 11.40 

2-8x6-8 6.05 2.40 2.60 11.05 

7-0 6.60 2.40 2.60 11.60 

2-10x6-8 6.10 2.50 2.70 11.30 

6-10 6.55 2.50 2.70 11.75 

7-0 6.70 2.50 2.70 11.90 

3-0x6-8 6.20 2.60 2.80 11.60 

7-0 6.80 2.60 2.80 12.20 



Net Size List 

of Door Door Section 

2- 6x6- 6 $5.85 

6-8 5.95 

7-0 6.50 

2- 8x6- 8 6.05 

7-0 6.60 

2-10x6- 8 6.10 

6-10 6.55 

7-0 6.70 

3- 0x6- 8 6.20 

7-0 6.80 

For extras, see page 180. 



List 

Sash Section 

Glazed 

SS Glass 



List 

Screen Section 

Wired 14-Mesh 

Galv. Wire 



Total List 

Sash Glazed 

Screen Section 

Wired 



$3.60 
3.60 

3.60 
3.70 
3.70 
3.95 
3.95 
3.95 
4.15 
4.15 



$2.55 
2.55 
2.55 
2.60 
2.60 
2.70 
2.70 
2.70 
2.80 
2.80 



$12.00 
12.10 
12.65 
12.35 
12.90 
12.75 
13.20 
13.35 
13.15 
13.75 




Page 171 



=( STANDARD LISTS 1936)= 



1 


L 


1 
1 




II — ^1 





Combination Door Lists 

13^" Thick, Open and Glazed 

Stiles, Top and Cross Rails not over 4%'' wide overall. 

Bottom Rail not over 9Ji" wide overall. 

Sash Section for putty glazing. 

Screen Wired, 14-Mesh Galvanized Wire. 

Fasteners for sash and screen sections included and installed. 

Doors made not more than 3^" wider and V higher than 

actual door size. 
Sash and Screen Sections fitted. 



N. D. 748 



Note: For wire other than shown above including 
16-Me8h Bronze and other extras, see page 180. 
For Glazed Doors use lists shown below. 







List 


List 


Total 


NetSUe 


List 


Sash Section 


Screen Section 


Open List 


of Door 


Door Section 


Open 


Not Wired 


No Wire 


2- 6x6- 6 


$5.85 


$2.55 


$1.55 


$ 9.95 


6-8 


5.95 


2.55 


1.55 


10.05 


7-0 


6.50 


2.55 


1.55 


10.60 


2- 8x6- 8 


6.05 


2.65 


1.60 


10.30 


7-0 


6.60 


2.65 


1.60 


10.85 


2-10x6- 8 


6.10 


2.75 


1.65 


10.50 


6-10 


6.55 


2.75 


1 65 


10.95 
11.10 


7-0 


6.70 


2.75 


1.65 


3- 0x6- 8 


6.20 


2.85 


1.65 


10.70 


7-0 


6.80 


2.85 


1.65 


11.30 








List 


Total List 






List 


Screen Section 


Sash Open 


Net Size 


List 


Sash Section 


Wired 14-Me8h 


Screen Section 


of Door 


Door Section 


Open 


Galv. Wire 


Wired 


2- 6x6- 6 


$5.85 


$2.55 


$2.55 


$10.95 


6- 8 


5.95 


2.55 


2.55 


11.05 


7- 


6.50 


2.55 


2.55 


11.60 


2- 8x6- 8 


6.05 


2.65 


2.60 


11.30 


7-0 


6.60 


2.65 


2.60 


11.85 


2-10x6- 8 


6.10 


2.75 


2.70 


11.55 


6-10 


6.55 


2.75 


2 70 


12 00 


7-0 


6.70 


2.75 


2.70 


12.15 


3- 0x6- 8 


6.20 


2.85 


2.80 


11.85 


7-0 


6.80 


2.85 


2.80 


12.45 






List 


List 


Total List 






Sash Section 


Screen Section 


Sash Glazed 


Net Size 


List 


Glazed 


Wired 14-Me8h 




of Door 


Door Section 


SS Glass 


Galv. Wired 


Wire 


2- 6x6- 6 


$5.85 


$3.85 


$2.55 


$12.25 


6- 8 


5.95 


3.85 


2.55 


12.35 


7-0 


6.50 


3.85 


2.55 


12.90 


2- 8x6- 8 


6.05 


4.05 


2.60 


12.70 


7- 


6.60 


4.05 


2.60 


13.25 


2-10x6- 8 


6.10 


4.25 


2.70 


13.05 


6-10. 


6.55 


4.25 


2.70 


13.50 


7-0 


6.70 


4.25 


2.70 


13.65 


3- 0x6- 8 


6.20 


4.45 


2.80 


13.45 


7- 


6.80 


4.45 


2.80 


14.05 


For extras, see page 180. 
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Gombmation Door Lists 

13^" Thick, Open and Glazed 

Stiles, Top and Cross Rails not over 4J^" wide overall. 

Bottom Rail not over 9M" wide overall. 

Sash Section for putty glazing. 

Screen Wired, 14-Mesh Galvanized Wire. 

Fasteners for sash and screen sections included and installed. 

Doors made not more than 3^" wider and 1" higher than 

actual door size. 
Sash and Screen Sections fitted. 



Note: For wire other than shown ahove including 
16-Mesh Bronze and other extras, see page 180. 
For Glazed Doors use lists shown below. 




N, D. 749 



Net Size List 

of Door Door Section 

2- 6x6- 6 $5.85 

6-8 5.95 

7-0 6.50 

2- 8x6- 8 6.05 

7-0 6.60 

2-10x6- 8 6.10 

6-10 6.55 

7-0 6.70 

3- 0x6- 8 6.20 

7-0 6.80 

Net Size List 

of Door Door Section 

2- 6x6- 6 $5.85 

6-8 5.95 

7-0 6.50 

2- 8x6- 8 6.05 

7-0 6.60 

2-10x6- 8 6.10 

6-10 6.55 

7-0 6.70 

3- 0x6- 8 6.20 

7-0 6.80 

Net Sixe List 

of Door Door Section 

2- 6x6- 6 . $5.85 

6-8 5.95 

7-0 6.50 

2- 8x6- 8 6.05 

7-0 6.60 

2-10x6- 8 6.10 

6-10 6.55 

7-0 6.70 

3- 0x6- 8 6.20 

7-0 6.80 

For extras, see page 180. 



List 
Sash Section 
Open 



List 

Screen Section 

Not Wired 



Total 
Open List 
No Wire 



$2.70 

2.70 
2.70 
2.80 
2.80 
2.90 
2.90 
2.90 
2.95 
2.95 



$1.55 
1.55 
1.55 
1.60 
1.60 
1.65 
1.65 
1.65 
1.65 
1.65 



$10.10 
10.20 
10.75 
10.45 
11.00 
10.65 
11.10 
11.25 
10.80 
11.40 



List 
Sash Section 
Open 



List 

Screen Section 

Wired 14-Me8h 

Galv. Wire 



Total List 

Sash Open 

Screen Section 

Wired 



$2.70 

2.70 
2.70 

2.80 
2.80 
2.90 
2.90 
2.90 
2.95 
2.95 



$2.55 
2.55 
2.55 

2.60 
2.60 
2.70 
2.70 
2.70 
2.80 
2.80 



$11.10 
11.20 
11.75 
11.45 
12.00 
11.70 
12.15 
12.30 
11.95 
12.55 



List 

Sash Section 

Glazed 

SS Glass 



List 

Screen Section 

Wired 14-Mesh 

Galv. Wired 



Total List 
Sash Glazed 
Screen Section 
Wire 



$4.15 

4.15 
4.15 
4.35 
4.35 
4.40 
4.40 
4.40 
4.75 
4.75 



$2.55 
2.55 
2.55 
2.60 
2.60 
2.70 
2.70 
2.70 
2.80 
2.80 



$12.55 
12.65 
13.20 
13.00 
13.55 
13.20 
13.65 
13.80 
13.75 
14.35 
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Combination Door Lists 

IH" Thick, Open and Glazed 

Stiles, Top and Cross Rails not over 4J^" wide overall. 

Bottom Rail not over 9^*^ wide overall. 

Sash Section for putty glazing. 

Screen Wired, 14-Me8h Galvanized Wire, 

Fasteners for sash and screen sections included and installed. 

Doors made not more than J^" wider and 1" higher than 

actual door size. 
Sash and Screen Sections fitted. 



N. D. 750 



Note: For wire other than shown above including 
16-Mesh Bronze and other extras, see page 180. 
For Glazed Doors use lists shown below. 



List 



List 



Total 



Net Size 


List 


Sash Section 


Screen Section 


Open List 


of Door 


Door Section 


Open 


Not Wired 


No Wire 


2- 6x6- 6 


$5,85 


$2.85 


$1.55 


$10.25 


6-8 


5,95 


2,85 


1,55 


10.35 


7-0 


6.50 


2,85 


1.55 


10.90 


2- 8x6- 8 


6,05 


2.95 


1,60 


10.60 


7-0 


6.60 


2,95 


1.60 


11.15 


2-10x6- 8 , 


6.10 


3.05 


1,65 


10.80 


6-10 


6,55 
6,70 


3.05 
3.05 


1,65 
1,65 


11.25 


7-0 


11.40 


3- 0x6- 8 


6.20 


3.20 


1.65 


11,05 


7-0 


6.80 


3.20 


1.65 


11.65 








List 


Total List 






List 


Screen Section 


Sash Open 


Net Size 


List 


Sash Section 


Wired 14-Mesh 


Screen Section 


of Door 


Door Section 


Open 


GalT. Wire 


Wired 


2- 6x6- 6 


. $5,85 


$2.85 


$2.55 


$11.25 


6-8 


5.95 


2.85 


2.55 


11,35 


7-0 


6,50 


2.85 


2,55 


11.90 


2- 8x6- 8 


6.05 


2.95 


2,60 


11,60 


7-0 


6,60 


2.95 


2,60 


12,15 


2-10x6- 8 


6.10 


3,05 


2.70 


11.85 


6-10 


6,55 
6,70 


3.05 
3.05 


2.70 
2.70 


12.30 


7- 


12.45 


3- 0x6- 8 


6.20 


3,20 


2.80 


12.20 


7-0 


6,80 


3.20 


2.80 


12.80 






List 


List 


Total List 






Sash Section 


Screen Section 


Sash Glazed 


Net Size 


List 


Glazed 


Wired 14-Me8h 


Screen Section 


of Door 


Door Section 


SS Glass 


Galv. Wire 


Wired 


2- 6x6- 6 


, 15,85 


$3.70 


$2.55 


$12.10 


6-8 


5.95 


3.70 


2.55 


12.20 


7-0 


6.50 


3,70 


2.55 


12.75 


2- 8x6- 8 


6.05 


3.90 


2.60 


12.55 


7- 


6.60 


3,90 


2,60 


13,10 


2-10x6- 8 


6.10 


4.05 


2,70 


12,85 


6-10 


6.55 
6.70 


4,05 
4.05 


2.70 
2.70 


13.30 


7-0 


13.45 


3- 0x6- 8 


6.20 


4.30 


2.80 


13.30 


7-0 


6.80 


4,30 


2.80 


13,90 


For extras, see page 180. 
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Combination Door Lists 

13^" Thick, Open and Glazed 

Stiles, Top and Cross Rails not over 4%" wide overall. 

Bottom Rail not over 9%" wide overall. 

Sash Section for putty glazing. 

Screen Wired, 14-Mesh Galvanized Wire. 

Fasteners for sash and screen sections included and installed. 

Doors made not more than 3^" wider and 1" higher than 

actual door size. 
Sash and Screen Sections fitted. 



Note: For wire other than shown above including 
16-Mesh Bronze and olher extras, see page 180. 
For Glazed Doors use lists shown below. 




N. D, 751 



Net SiEe 
of Door 



List 
Door Section 



List 
Sash Section 
Open 



List 

Screen Section 

Not Wired 



Total 
Open List 
No Wire 



2- 6x6- 6 

6-8 

7-0 

2- 8x6- 8 


$5.85 
5.95 
6.50 
6.05 
6.60 
6.10 
6.55 
6.70 
6.20 
6.80 


$3.00 
3.00 
3.00 
3.15 
3.15 
3.25 
3.25 
3.25 
3.40 
3.40 


$1.55 

1.55 
1.55 
1.60 
1.60 
1.65 
1.65 
1.65 
1.65 
1.65 


$10.40 
10.50 
11.05 
10.80 
11.35 
11.00 
11.45 
11.60 
11.25 
11.85 




7-0 

2-10x6- 8 

6-10 




7-0 

3- 0x6- 8 




7-0 




Net Sise 
of Door 


List 
Door Section 


List 

Sash Section 

Open 


List 

Screen Section 

Wired 14-Meah 

Galv. Wire 


Total List 

Sash Open 

Screen Section 

Wired 




2- 6x6- 6 

6-8 

7-0 

2- 8x6- 8 

7-0 


$5.85 
5.95 
6.50 
6.05 
6.60 
6.10 
6.55 
6.70 
6.20 
6.80 


$3.00 
3.00 
3.00 
3.15 
3.15 
3.25 
3.25 
3.25 
3.40 
3.40 


$2.55 
2.55 
2.55 
2.60 
2.60 
2.70 
2.70 
2.70 
2.80 
2.80 


$11.40 

11.50 
12.05 
11.80 
12.35 
12.05 
12.50 
12.65 
12.40 
13.00 




2-10x6- 8 

6-10 




7-0 

3- 0x6- 8 

7-0 


-;»»'■ •■ 


Net Size 
of Door 


List 
Door Section 


List 

Sash Section 

Glazed 

SS Class 


List 

Screen Section 

Wired 14-Mesh 

Galv. Wire 


Total List 

Sash Glazed 

Screen Section 

Wired 


Window 

Screens 

183 


2- 6x6- 6 

6-8 

7-0 

2- 8x6- 8... 

7-0 

2-10x6- 8 

6-10 


$5.85 
5.95 
6.50 
6.05 
6.60 
6.10 
6.55 
6.70 
6.20 
6.80 


$4.10 
4.10 
4.10 
4.35 
4.35 
4.55 
4.55 
4.55 
4.85 
4.85 


$2.55 
2.55 
2.55 
2.60 
2.60 
2.70 
2.70 
2.70 
2.80 
2.80 


$12.50 
12.60 

13.15 
13.00 
13.55 
13.35 
13.80 
13.95 
13.85 
14.45 


Veneered 

Door Lists 

and Extras 

197 


7-0 

3- 0x6- 8 

7-0 

For extra?, see page 180. 


Flush Do. 
Lists BRd 

Extras 

223 
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Combinatiou Door Lists 

IK" Thick, Open and Glazed 

Stiles, Top and Gross Rails not over 4^" wide overall. 

Bottom Rail not over 9^" wide overall. 

Sash Section for putty glazing. 

Screen Wired, 14-Me8h Galvanized Wire. 

Fasteners for sash and screen sections included and installed. 

Doors made not more than ^^ wider and 1" higher than 

actual door size. 
Sash and Screen Sections fitted. 



Note: For wire other than shown above including 
16-Mesh Bronze and other extras, see page 180. 
For Glazed Doors use lists shown helow. 



N. D. 752 

List 
Door Sectio 

$5.85 

5-95 

6.50 

6.05 

6.60 

6.10 

6.55 

6.70 

6.20 
6.80 

List 
Door Sectioi 

$5.85 

5.95 

6.50 

6.05 

6.60 

6.10 

6.55 

6.70 

6.20 

6.80 

List 
Door Sectioi 

$5.85 

5.95 

6.50 

6.05 

6.60 

6.10 

6.55 

6.70 

6.20 

6.80 

age 180, 

Page 176 







List 


List 


Total 


Net Size 


List 


Sash Section 


Screen Section 


Open List 
No Wire 


of Door 


Door Section 


Open 


Not Wired 


2- 6x6- 6 


. $5.85 


$3.15 


$1.55 


$10.55 


6-8 


5.95 


3.15 


1.55 


10,65 


7-0 


6.50 


3.15 


1,55 


11.20 


2- 8x6- 8 


6.05 


3.30 


1.60 


10.95 


7- 


6.60 


3.30 


1.60 


11,50 


2-10x6- 8 


6.10 


3.40 


1.65 


11.15 


6-10 


6.55 


3 40 


1,65 
1.65 


11.60 
11.75 


7-0 


6.70 


3.40 


3- 0x6- 8 


6.20 


3.50 


1.65 


11.35 


7-0 


6.80 


3.50 


1.65 


11.95 








List 


Total Ust 






List 


Screen Section 


Sash Open 


Net Size 


List 


Sash Section 


Wired 14-Mesh 


Screen Section 


of Door 


DtMjr Section 


Open 


Galv. Wire 


Wired 


2- 6x6- 6 


. $5.85 


$3.15 


$2.55 


$11.55 


6- 8... 


5.95 


3.15 


2,55 


11.65 


7- 


6.50 


3.15 


2.55 


12.20 


2- 8x6- 8 


6.05 


3.30 


2,60 


11.95 


7-0 


6.60 


3.30 


2,60 


12.50 


2-10x6- 8 


6.10 


3,40 


2.70 


12.20 


6-10 


6.55 


3.40 


2.70 
2.70 


12.65 
12.80 


7-0 


6.70 


3.40 


3- 0x6- 8 


6,20 


3.50 


2.80 


12.50 


7- 


6.80 


3.50 


2.80 


13.10 






List 


List 


Total List 






Sash Section 


Screen Section 


Sash Glazed 


Net Size 


List 


Glazed 


Wired 14-Mesh 


Screen Section 


of Door 


Door Section 


SS Glass 


Galv. Wire 


Wired 


2- 6x6- 6 


. $5.85 


$4.25 


$2.55 


$12.65 


6- 8 


5.95 


4.25 


2,55 


12.75 


7- 0. 


6.50 


4.25 


2.55 


13.30 


2- 8x6- 8 


6.05 


4,45 


2.60 


13.10 


7-0 


6.60 


4.45 


2.60 


13.65 


2-10x6- 8 


6.10 


4,65 


2.70 


13.45 


6-10 


6.55 


4,65 


2.70 

2.70 


13.90 
14.05 


7-0 


6.70 


4.65 


3- 0x6- 8 


6.20 


4,85 


2.80 


13,85 


7-0 


6.80 


4,85 


2.80 


14.45 


For extras, see page 180. 
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Combination Door Lists 

13^" Thick, Open and Glazed ' 

Stiles, Top and Cross Rails not over 4J^" wide overall. 

Bottom Rail not over 9^" wide overall. 

Sash Section for putty glazing. 

Screen Wired, 14-Mesh Galvanized Wire. 

Fasteners for sash and screen sections included and installed. 

Doors made not more than }^" wider and 1* higher than 

actual door size. 
Sash and Screen Sections fitted. 



Note: For wire other than shown above including 
16-Mesh Bronze and other extras, see page 180. 
For Glazed Doors use lists shown below. 




N. D. 753 



Net Size 
of Door 



List 
Door Section 



Ust 
Saah Section 
Open 



List 

Screen Section 

Not Wired 



2-6x6-6 $5.85 $3.25 $1,55 

6-8 5.95 3.25 1.55 

7-0 6.50 3.25 1.55 

2-8x6-8 6.05 3.40 1.60 

7-0 6.60 3.40 1.60 

2-10x6-8 6.10 3.50 1.65 

6-10 6.55 3.50 1,65 

7-0 6.70 3.50 1.65 

3-0x6-8 6.20 3.60 1.65 

7-0 6.80 3.60 1.65 



Total 
Open List 
No Wire 



Net Size List 

of Door Door Section 

2- 6x6- 6 V $5.85 

6- 8 5.95 

7-0 6.50 

2- 8x6- 8 6.05 

7-0 6.60 

2-10x6- 8 6.10 

6-10 6.55 

7-0 6.70 

3- 0x6- 8 6.20 

7-0 6.80 

Net Size List 

of Door Door Section 

2- 6x6- 6 $5.85 

6-8 5.95 

7-0 6.50 

2- 8x6- 8 6.05 

7-0 6.60 

2-10x6- 8 6.10 

6-10 6.55 

7-0 6.70 

3- 0x6- 8 6.20 

7-0 6.80 

For extras, see page 180. 



List 
Sash Section 
Open 



List 

Screen Section 

Wired 14>Me8h 

Galv. Wire 



$10.65 

10.75 
11.30 
11.05 
11.60 
11.25 
11,70 
11.85 
11.45 
12.05 

Total List 

Sash Open 

Screen Section 

Wired 



$3.25 

3.25 
3.25 
3.40 
3.40 
3.50 
3.50 
3.50 
3.60 
3.60 



$2.55 
2.55 
2.55 
2.60 
2.60 
2.70 
2.70 
2.70 
2.80 
2.80 



$11.65 
11.75 
12.30 
12.05 
12.60 
12.30 
12.75 
12.90 
12.60 
13.20 



List 

Sash Section 

Glazed 

SS Glass 



List 

Screen Section 

Wired 14.Me8h 

Galv. Wire 



$4.35 
4.35 

4.35 
4.50 
4.50 
4.75 

4.75 
4.75 
4.85 
4.85 



$2.55 
2.55 
2.55 
2.60 
2.60 
2.70 
2.70 
2.70 
2.80 
2.80 



Total List 


Window 


Sash Glazed 


Screens 


Screen Section 


183 


Wired 


$12.75 


_ . r>.^-^..^^ 


12.85 
13.40 


Door Lists 


13.15 


and Extras 


13.70 


197 


13.55 


- '^ sC^SBk 


14.00 




14.15 


nustiDoo. 


13.85 


Lists and 


14.45 


Extras 




223 
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Combination Door Lists 

11^" Thick, Open and Glazed 

Stiles, Top and Cross Rails not over 4^* wide overall. 

Bottom Rail not over 9 5^" wide overall. 

Sash Section for putty glazing. 

Screen Wired, 14-Mesh Galvanized Wire. 

Fasteners for sash and screen sections included and installed. 

Doors made not more than 3^" wider and 1" higher than 

actual door size. 
Sash and Screen Sections fitted. 



N. D. 754 



Net Siae 
of Door 



Note: For wire other than shown above including 
16-Mes!i Bronze and other extras, see page 180. 
For Glazed Doors use lists shown below. 



List 
Door Section 



List 

Sash Section 

Open 



List 

Screen Section 

Not Wired 



Total 
Open List 
No Wire 



2- 6x6- 6 $5.85 

6-8 5.95 

7- 0.. .\ 6.50 

2- 8x6- 8 6.05 

7-0 6.60 

2-10x6- 8 6.10 

6-10 6.55 

7- 6.70 

3- 0x6- 8 6.20 

7-0 6.80 



$3.40 


$1.55 


$10.80 


3.40 


1.55 


10.90 


3.40 


1.55 


11.45 


3.50 


1.60 


11.15 


3.50 


1.60 


11.70 


3.65 


1.65 


11.40 


3.65 


1.65 


11.85 


3.65 


1.65 


12.00 


3.75 


1,65 


11.60 


3.75 


1.65 


12.20 



Net Size 
of Door 



List 
Door Section 



List 

Sash Section 
Open 



List 

Screen Section 

Wired 14-Mesh 

Galv. Wire 



Total List 

Sash Open 

Screen Section 

Wired 



Pi 



2- 6x6- 6... $5.85 

6-8 5.95 

7-0 6.50 

2- 8x6- 8 6.05 

7-0 6.60 

2-10x6- 8 6.10 

6-10 6.55 

7-0 6.70 

3- 0x6- 8 6.20 

7-0 6.80 



$3.40 


$2.55 


$11.80 


3.40 


2.55 


11.90 


3.40 


2.55 


12.45 


3.50 


2.60 


12.15 


3.50 


2.60 


12.70 


3.65 


2.70 


12.45 


3.65 


2.70 


12.90 


3.65 


2.70 


13.05 


3.75 


2.80 


12,75 


3.75 


2.80 


13.35 







List 


List 


Total List 






Sash Section 


Screen Section 


Sash Glazed 


Net Size 


List 


Glazed 


Wired 14-Me8h 


Screen Section 


of Door 


Door Section 


SS Glass 


Galv. Wire 


Wired 



2- 6x6- 6 $5.85 

6-8 5.95 

7-0 6.50 

2- 8x6- 8 6.05 

7-0 6.60 

2-10x6- 8 6.10 

6-10 6.55 

7-0 6.70 

3- 0x6- 8 6.20 

7-0 6.80 

For extras, see page 180. 



$4.60 


$2.55 


$13.00 


4.60 


2.55 


13.10 


4.60 


2.55 


13.65 


4.75 


2.60 


13.40 


4.75 


2.60 


13.95 


4.95 


2.70 


13.75 


4.95 


2.70 


14.20 


4.95 


2.70 


14.35 


5.15 


2.80 


14.15 


5.15 


2.80 


14.75 
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Combination Door Lists 

IJ^" Thick, Open and Glazed 

Stiles, Top and Cross Rails not over 45^" wide overall. 

Bottom Rail not over 9^" wide overall. 

Sash Section for putty glazing. 

Screen Wired, 14-Mesh Galvanized Wire. 

Fasteners for sash and screen sections included and installed. 

Doors made not more than H*' wider and 1" higher than 

actual door size. 
Sash and Screen Sections fitted. 



Note; For wire other than shown ahove including 
16-Mesh Bronze and other extras, see page 180. 
For Glazed Doors use lists shown helow. 




N. D. 755 



Net Size 
of Door 



List 
Door Section 



List 
Saah Section 
Open 



List 

Screen Section 

Not Wired 



Total 
Open list 
No Wire 



2-6x6-6 $5.85 $1.45 $1.55 $8.85 

6-8 5.95 1.45 1.55 8.95 

7-0 6.50 1.45 1.55 9.50 

2-8x6-8 6.05 1.50 1.60 9.15 

7-0 6.60 1.50 1.60 9.70 

2-10x6-8 6.10 1.55 1.65 9.30 

6-10 6.55 1.55 1.65 9.75 

7-0 6.70 1.55 1.65 9.90 

3-0x6-8 6.20 1.55 1.65 9.40 

7-0 6.80 1.55 1.65 10.00 



Net Size 
of Door 



list 
Door Section 



List 

Sash Section 

Open 



List 

Screen Section 

Wired 14-Me8h 

Galv. Wire 



Total List 

Sash Open 

Screen Section 

Wired 



2-6x6-6 $5.85 $1.45 $2.55 $9.85 

6-8 5.95 1.45 2.55 9.95 

7-0 6.50 1.45 2.55 10.50 

2-8x6-8 6.05 1.50 2.60 10.15 

7-0 6.60 1.50 2.60 10.70 

2-10x6-8 6.10 1.55 2.70 10.35 

6-10 6.55 1.55 2.70 10.80 

7-0 6.70 1.55 2.70 10.95 

3-0x6-8 6.20 1.55 2.80 10.55 

7-0 6.80 1.55 2.J^0 11.15 







List 


List 


Total List 






Sash Section 


Screen Section 


Sash Glazed 


Net Siie 


List 


Glazed 


Wired li-Mesh 


Screen Section 


of Door 


Door Section 


SS Glass 


Galv. Wire 


Wired 



2- 6x6- 6 $5.85 

6- 8 5.95 

7-0 6.50 

2- 8x6- 8 6.05 

7-0 6.60 

2-10x6- 8 6.10 

6-10 6.55 

7-0 6.70 

3- 0x6- 8..... 6.20 

7-0 6.80 

For extras, see page 180. 



$3.55 
3.55 
3.55 
3.70 
3.70 
3.90 
3.90 
3.90 
4.10 
4.10 



$2.55 
2.55 
2.55 
2.60 
2.60 
2.70 
2.70 
2.70 
2.80 
2.80 



$11.95 
12.05 
12.60 
12.35 
12.90 
12.70 
13,15 
13.30 
13.10 
13.70 
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Rules for Combination Door Extras 

The following list extras are intended to enable the building of a list on those sizes 
and thicknesses not already listed, and providing extras not included in the regular 
list. 

Rule 1 — For irregular or intermediate sizes, use list of the next larg- 
est listed size. 

Rule 2 — For wider than listed sizes, use list of a 3-0 door of same 
height and add for each additional 2" or fraction thereof in 
width, 20c list to the open list for all sections open, and 30c 
Ust for sash section open and screen section wired 14 mesh 
galvanized wire to the wired list. 

Rule 3^For higher than listed sizes, use list of a 7-0 door of same 
width and add for each additional 2" or fraction thereof in 
height, 20c list to the open list for all sections open, and 40c 
list for sash section open and screen section wired 14 mesh 
galvanized wire to the wired list. 

Rule 4 — Combination Doors made oversize Ji" or 1" wider, add. . . . 30c List 

Rule 5^ (A) Doors with stiles and top rail wider than 4^* overall, 

for each additional J^" wider or fraction thereof, add. . . . 30c List 

(B) Top and lock rails wider than 4^" overall and bottom 
rail wider than 9%" overall, but not wider than 10", 

for each additional 3^" wider or fraction thereof, add. ... 4c List 

(C) For bottom rail over 10" wide for each additional 3<i" 

wider or fraction thereof, add 5c List 

Rule 6 — For doors 1 %" thick, add to the list of a 1 ^g" thick door 
section of same size 20%. Sash and screen sections l^s" 
thick. 

NOTE — Combination Doors l^^" thick will always be fur- 
nished with sash and screen sections 1^" thick, 
unless otherwise ordered. 

Rule 7 — For doors Ij^" thick, add to the list of a 114" thick door 
section of same size 60%. Sash and screen sections 13^" 
thick. 

NOTE — Combination Doors 1^" thick will always be fur- 
nished with sash and screen sections 1}4" thick, 
unless otherwise ordered. 

Rule 8 — For Sash and screen sections 1^" thick for 1^* or 1^" door 
section, add to the list of a IJ^" open sash and screen 
section, screen section not wired, 12J^%. 

Rule 9 — (A) For 12 mesh black or galvanized wire, deduct 10c List 

(B) For 16 mesh galvanized wire, add. 20c List 

(C) For 18 mesh galvanized wire, add 40c List 

(D) For 14 or 16 mesh bronze wire, add 85c List 

(E) For 18 mesh bronze wire, add . $ 1.25 List 

(F) When screen sections are sold separately, the above 

extras must be added to the screen section list. y 

Rule 10— (A) Circle Top, add 19.50 List 

(B) Gothic or Semi-Gothic, add 19.50 List 

(C) Segment Head in and out, add 10.00 List 

(D) Peak Head, add 14.50 List 

Rule ll^Finishing combinations with 2 coats of varnish, add per door 3.50 List 
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Rules for Combination Door Extras — Continued 
Add for Beads for Glass in Sash Sections 

Rule 12— For S. D -736 $ .90 

For S. D.-737 1.20 

For S. D.-738 1,35 

y For S. D.-739 1.80 

/ For S. D.-740 2.25 

For S. D.-741 1.65 

For S. D.-742 1.80 

For S. D.-743 90 

For S. D.-744 90 

For S. D.-745. , 1.65 

For S. D.-746 1.80 

For S. D.-747 .25 

For S. D.-748 60 

For S. D.-749 90 

For S. D.-750 25 

For S. D.-751 45 

For S. D.-752 90 

For S. D.-753 90 

For S. D.-754 1.35 

For S. D.-755 55 
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Standard List of Full Size Window Screens 



Two-Light Full Size Window Screens 

Frames IH" Thick - Pine - All ''In the White" - Flush Moulding 



2-Lt. Glass Screen 
Size Size 


12 Mesh 
Black 


14 Mesh 
Galv. 


16 Mesh 
Galv. 


14 Mesh 
Bronze 


16 Mesh 
Bronze 


18 Mesh 
Bronze 


10x10 
12 
14 


1-2x2- 33^,.. 
2- iVs... 
2-113^... 


. . $1.65 

. . 1,75 
. . 1.85 


$1.70 

1.80 
1.90 


$1.75 
1.85 
1.95 


$2.10 
2.25 
2.40 


$2.15 
2.30 
2.45 


$2.20 
2.35 
2.50 


16 

18 
20 


3-3^... 
3- 7Vs... 
3-11^.. • 


. . 1.95 

. . 2.05 

. 2.10 


2.00 
2.10 
2.20 


2.05 
2.15 
2.30 


2.55 
2.70 
2.85 


2.60 
2.75 
2.90 


2.65 
2.80 
2.95 


22 
24 
26 


4- 3?^... 
4- iVs.,. 
4-11%... 


. . 2.20 
. . 2.30 
. . 2.40 


2.35 
2.45 
2.55 


2.40 
2.50 

2.60 


3.00 
3.20 
3.35 


3.05 
3.25 
3.40 


3.10 
3.30 
3.45 


28 
30 
32 


5- 3^... 
5-11^... 


. . 2.50 

. 2.60 

. . 2.70 


2.65 
2.75 
2.85 


2.70 
2.85 
2.95 


3.50 
3.60 
3.75 


3.55 

3.70 
3.85 


3.60 
3.80 
3.95 


34 
36 


6- 3^... 
6- 7%... 


. . 2.80 
. . 2.90 


2.95 
3.05 


3.05 
3.15 


3.90 
4.05 


4.00 
4.15 


4.10 

4.25 


12x10 
12 
14 


1-4x2- SVs... 

2- iVs... 
2-11^... 


. . 1.70 
. . 1.80 
. . 1.90 


1.80 
1.90 

2.00 


1.85 
1.95 
2.05 


2.25 

2.40 
2.55 


2.30 
2.45 
2.60 


2.35 
2.50 
2.65 


16 
18 
20 


3- 3^... 
3- 7^... 
3-113^... 


. . 2.00 
. . 2.10 
. . 2.20 


2.10 
2.20 
2.35 


2.20 
2.30 
2.40 


2.75 
2.90 
3.05 


2.80 
2.95 
3.10 


2.85 
3.00 
3.15 


22 
24 
26 


4- 3%... 
4-73^... 
4-113^... 


. . 2.30 
. . 2.40 
. . 2.50 


2.45 
2.55 
2.65 


2.50 
2.65 
2.75 


3.25 
3.40 
3.55 


3.30 
3.45 
3.65 


3.35 
3.50 
3.75 


28 
30 
32 


5. Ws-.- 
5- 73^... 
5-11^... 


. . 2.60 
. . 2.70 
. . 2.80 


2.75 
2.85 
3.00 


2.85 
3.00 
3.10 


3.70 
3.90 
4.05 


3.80 
4.00 
4.15 


3.90 
4.10 
4.25 


34 
36 


6-3^... 
6- iVs... 


. . 2.90 
. . 3.00 


3.10 
3.20 


3.20 
3.35 


4.25 
4.35 


4.35 
4.50 


4.45 

4.65 


14x10 
12 
14 


1-6x2- 3J^... 
2-7^... 
2-11^... 


. . 1.80 
. . 1.90 
. . 2.00 


1.85 
2.00 
2.10 


1.90 
2.05 
2.15 


2.40 
2.55 
2.75 


2,45 

2.60 
2.80 


2.50 

2.65 
2.85 


16 
18 
20 


3- 3^.., 

3-73^... 
3-113^... 


. . 2.10 

. . 2.20 
. . 2.30 


2.20 
2.35 
2.45 


2.30 
2.40 
2.55 


2.95 
3.15 
3.30 


3.00 
3,20 
3.35 


3.05 
3.25 

3.40 


22 

24 
26 


4- 3^... 
4- iVs... 
4-11^... 


. . 2.40 
. . 2.50 
. . 2.60 


2.55 
2.65 
2.80 


2.65 
2.75 
2.90 


3.50 
3.65 
3.85 


3.55 
3.75 
3.95 


3.60 
3,85 
4.05 


28 
30 
32 


5.3^... 
5- 7^... 
5-11^... 


. . 2.70 

. . 2.80 
. . 2.90 


2.90 
3.00 
3.10 


3.00 
3.15 
3.25 


4.00 
4.20 
4.35 


4.10 
4.30 
4.50 


4.20 
4.40 
4.65 


34 
36 


6- 33^... 
6- 7^.,. 


. . 3.00 
. . 3.10 


3.25 
3.35 


3.40 
3.50 


4.55 
4.70 


4.70 
4.85 


4.85 
5.00 


16x10 
12 
14 


1-8x2- 33^... 

2- 73^... 
2-11^... 


. . 1.85 
. . 1.95 
. . 2.05 


1.95 

2.05 
2.20 


2.00 
2.15 
2.25 


2.55 
2.75 
2.95 


2.60 
2.80 
3.00 


2.65 
2.85 
3.05 



16 3-33^ 2.20 2.30 2.40 3.15 3.20 3.25 

18 3-7^ 2.30 2.45 2.50 3.35 3.40 3.45 

20 3-11 H 2.40 2,55 2.65 3.50 3.60 3.70 
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Two-Light Full Size Window Screens {Continued) 

Frames IH" Thick - Pine - All "In the White" Flush Moulding 



2.Lt. Glass 
Size 



Screen 
Size 



12 Mesh 
Black 



14 Mesh 
Galv. 



16 Mesh 

Galv. 



14 Mesh 
Bronze 



16 Mesh 18 Mesh 
Bronze Bronze 



16x22 
24 

26 


1-8x4- 33^8... 
4- 7^... 
4-llJ^ ... 


.. $2.50 
. . 2.60 
. . 2.70 


$2.65 
2.80 
2.90 


$2.75 
2.90 
3.05 


$3.70 
3.90 
4.10 


$3.80 
4.00 
4.20 


$3.90 
4.10 
4.30 


28 
30 
32 


5- 33^... 

5-7^... 
5-11^... 


. 2.80 
. . 2.90 
. . 3.00 


3.05 
3.15 
3.25 


3.15 
3.30 
3.40 


4.30 
4.45 
4.65 


4.40 
4.60 
4.80 


4.50 
4.75 
4.95 


34 
36 


6- 3^... 

6- iVs--. 


. . 3.10 
. . 3.25 


3.40 
3.50 


3.55 
3.70 


4.85 
5.00 


5.00 
5.20 


5.15 
5.40 


18x10 
12 
14 


1-10x2- SVs... 
2- 7^8.-. 
2-11^... 


. . 1.95 
. . 2.05 
. . 2.15 


2.05 
2.15 
2.30 


2.10 
2.20 
2.35 


2.70 
2.90 
3.15 


2.75 
2.95 
3.20 


2.80 
3.00 
3.25 


16 

18 
20 


3- 3^... 
3- 7^... 
3-11^... 


. . 2.25 
. . 2.35 
. . 2.45 


2.40 
2.55 
2.65 


2.50 
2.65 
2.75 


3.35 
3.50 
3.75 


3.40 
3.60 
3.85 


3.45 
3.70 
3.95 


22 
24 
26 


4- 3^... 
4- 7^... 
4-11^... 


. . 2.60 
. . 2.70 
. . 2.80 


2.80 
2.90 
3.05 


2.90 
3.05 
3.15 


3.95 
4.15 
4.35 


4.05 
4.25 
4.50 


4.15 
4.35 
4.65 


28 
30 
32 


5- SVs.,. 
5-7^... 
5-113^... 


. . 2.90 
. . 3.00 
. . 3.10 


3.15 
3.30 
3.40 


3.30 
3.45 
3.60 


4.55 
4.75 
4.95 


4.70 
4.90 
5.15 


4.85 
5.05 
5.35 


34 
36 


6- 3J^... 
6- 7H... 


. . 3.25 
. . 3.35 


3.55 
3.65 


3.70 
3.85 


5.15 
5.35 


5.35 
5.55 


5.55 
5.75 


20x10 
12 
14 


2-0x2- SVs... 
2- iVs... 


. . 2.00 
. . 2.10 
. . 2.20 


2.10 
2.25 
2.35 


2.15 
2.30 
2.45 


2.85 
3.05 
3.30 


2.90 
3.10 
3.35 


2.95 
3.15 
3.40 


16 
18 

20 


3-3^... 
3- 7?^... 

3-11^... 


. . 2.35 
. . 2.45 
. . 2.55 


2.50 
2.65 
2.75 


2.60 
2.75 
2.90 


3.50 
3.70 
3.95 


3.55 
3.80 
4.05 


3.60 
3.90 
4.15 


22 
24 
26 


4- SVs... 
4- 7^... 
4-11^... 


. . 2.65 
. . 2.80 
. . 2.90 


2.90 
3.05 
3.15 


3.05 
3.15 
3.30 


4.15 
4.35 
4.60 


4.25 
4.50 
4.75 


4.35 
4.65 
4.90 


28 
30 
32 


5- 3^... 
5- iVs... 
5-11^... 


. . 3.00 
. . 3.10 
. . 3.25 


3.30 
3.45 
3.55 


3.45 
3.60 
3.75 


4.80 
5.00 
5.25 


4.95 
5.20 
5.45 


5.10 
5.40 
5.65 


34 
36 


6- 3^... 
6- iVs... 


. . 3.35 
. . 3.45 


3.70 
3.85 


3.90 
4.05 


5.45 
5.70 


5.65 
5.90 


5.85 
6.10 


22x10 
12 
14 


2-2x2- 33^... 

2- 7^... 
2-113^... 


. . 2.05 
. - 2.20 
. . 2.30 


2.20 
2.30 
2.45 


2.25 
2.40 
2.55 


3.00 
3.25 
3,50 


3.05 
3.30 
3.55 


3.10 
3.35 
3.60 


16 
18 
20 


3- 3^... 
3. iVs... 
3-11^... 


. . 2.40 

. . 2.55 

. 2.65 


2.60 
2.75 
2.85 


2.70 
2.85 
3.00 


3.70 
3.95 
4.20 


3.80 
4.05 
4.30 


3.90 
4.15 
4.40 


22 

24 
26 


4- 3^... 
4- 73^... 
4-113^... 


. . 2.75 
. . 2.90 
. . 3.00 


3.00 
3.15 
3.30 


3.15 
3.30 
3.45 


4.40 
4.65 
4.90 


4.55 
4.80 
5.05 


4.70 
4.95 
5.20 


28 
30 
32 


5- 3^... 
5- iVs... 
5-11^... 


. . 3.10 
. . 3.25 
. . 3.35 


3.40 
3.55 
3.70 


3.60 
3.75 
3.90 


5.10 
5.35 
5.60 


5.30 
5.55 
5.80 


5.50 
5.75 
6.00 


34 
36 


6- 3^... 
6- 7H... 


. . 3.45 
. . 3.55 


3.80 
3.95 


4.05 
4.20 


5.85 
6.10 


6.05 
6.30 


6.25 
6.50 


24x10 
12 
14 


2-4x2- 33/8... 
2-7^... 
2-11^^... 


. . 2.15 
. . 2.25 
. . 2.40 


2.25 
2.40 
2.55 


2.35 
2.50 
2.65 


3.15 
3.40 
3.60 


3.20 
3.45 
3.70 


3.25 
3.50 
3.80 


16 

18 


3- 3^... 
3- 7%... 


. . 2.50 
. . 2.60 


2.70 
2.85 


2.80 
2.95 


3.90 
4.15 


4.00 
4.25 


4.10 
4.35 
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Two-Light Full Size Window Screens (Continued) 

Frames iVs" Thick - Pine - All ''In the White" Flush Moulding 



2-Lt. Glass Screen 
Size Size 


12 Mesh 
Black 


14 Mesh 
Galv. 


16 Mesh 
Galv. 


14 Mesh 
Bronze 


16 Mesh 
Bronze 


18 Mesh 
Bronze 


24x20 
22 
24 


2-4x3-11^8 - 

4- 33^.... 
4- 7^.... 


$2.75 
2.85 
2.95 


$2.95 
3.10 
3.25 


$3.10 
3.30 
3.45 


$4.35 
4.65 
4.90 


$4.50 
4.80 
5.05 


$4.65 
4,95 
5.20 


26 
28 
30 


4-113^.... 
5- 3^.... 
5- 7^.... 


3.10 
3.20 
3.35 


3.40 
3.55 
3.65 


3.60 
3.75 
3.90 


5.10 
5.40 
5.65 


5.30 
5.60 
5.85 


5.50 
5.80 
6.05 


32 
34 
36 


5-11^.... 
6- 3^.... 
6- iVs.... 


3.45 
3.55 
3,70 


3.80 
3.95 
4.10 


4.05 
4.20 
4.40 


5.90 
6.20 
6.40 


6.10 
6.40 
6.65 


6.30 
6.60 
6.90 


26x10 
12 
14 


2-6x2- Ws-..- 
2- 7^.... 
2-11^.... 


2.20 
2.35 
2.45 


2.35 
2.50 
2.65 


2.40 
2.60 
2.75 


3.30 
3.50 
3.80 


3.35 
3.60 
3.90 


3.40 

3.70 
4.00 


16 

18 
20 


3- 33^.... 
3- 73^.... 
3-113^. ... 


2.60 
2.70 
2.85 


2.80 
2.95 
3.10 


2.90 
3.10 
3.25 


4.05 
4.35 
4.55 


4.15 
4.45 
4.70 


4.25 
4.55 
4.85 


22 

24 
26 


4- 3^.... 
4- iVa.... 
4-113^.... 


2.95 
3.10 
3.20 


3.25 
3.40 
3.50 


3.40 
3.55 
3.75 


4.85 
5.10 
5.35 


5.00 
5.30 
5.55 


5.15 
5.50 
5.75 


28 
30 
32 


5- 3^.... 
5- 73^.... 
5-113^. ... 


3.35 
3.45 
3.60 


3.65 
3.80 
3.95 


3.90 
4.05 
4.25 


5.65 
5.90 
6.20 


5.85 
6.10 
6.40 


6.05 
6.30 
6.60 


34 
36 


6- 3J^.... 
6- 7^.... 


3.70 
3.85 


4.10 
4.25 


4.40 
4.55- 


6.45 
6.75 


6.70 
7.00 


6.95 
7.25 


28x10 
12 
14 


2-8x2- 3^.... 
2-73^.... 
2-11^ 


2.30 
2.40 
2.55 


2.45 
2.60 
2.75 


2.50 
2.65 
2.85 


3.45 
3.65 
3.95 


3.50 
3.75 
4.05 


3.55 
3.85 
4.15 


16 
18 
20 


3. 3^.... 
3- 7^.... 
3-11^.... 


2.70 
2.80 
2.95 


2.90 
3.05 
3.20 


3.00 
3.20 
3.35 


4.25 
4.50 
4.80 


4.35 
4.65 
4.95 


4.45 
4.80 
5.10 


22 
24 
26 


4- 3J^.... 
4- 73^.... 
4-113^.... 


3.10 
3.20 
3.35 


3.35 
3.55 
3.70 


3.55 
3.70 
3.85 


5.10 
5.35 
5.65 


5.25 
5.55 
5.85 


5.40 

5.75 
6.05 


28 
30 
32 


5- 3^.... 
5- 73^.... 

5-11^.... 


3.50 
3.60 
3.75 


3.85 
4.00 
4.15 


4.05 
4.20 
4.40 


5.95 
6.25 
6.50 


6.15 
6.45 
6.75 


6.35 
6.65 
7.00 


34 
36 


6- 33^.... 
6- 7^.... 


3.90 
4.00 


4.30 
4.50 


4.55 
4.75 


6.80 
7.10 


7.05 
7.35 


7.30 
7.60 


30x10 

12 
14 


2-10x2- 33^ . , 

2- 73^.... 
2-11^.... 


2.35 
2.50 
2.60 


2.50 
2.65 
2.85 


2.60 
2.75 
2.95 


3.55 
3.85 
4.15 


3.65 
3.95 
4.25 


3.75 
4.05 
4.35 


16 
18 
20 


3- 3^.... 
3-11^.... 


2.75 
2.90 
3.05 


3.00 
3.15 
3.35 


3.10 
3.30 
3.50 


4.40 
4.70 
5.00 


4.55 
4.85 
5.15 


4.70 
5.00 
5.30 


22 

24 
26 


4- 3^8.... 
4- 7^.... 

4-11^.... 


3.15 
3.30 
3.45 


3.50 
3.65 
3.80 


3.65 
3.85 
4.00 


5.30 
5.55 
5.85 


5.45 
5.75 
6.05 


5.60 
5.95 
6.25 


28 
30 
32 


5- 33^.... 

5- 73^ 

5-113^.... 


3.60 
3.70 
3.85 


4.00 
4.15 
4.30 


4.20 
4.35 
4.55 


6.20 
6.45 
6.80 


6.40 
6.70 
7.05 


6.60 
6.95 
7.30 


34 
36 


6- 3^.... 
6- 73^.... 


4.00 
4.15 


4.50 
4.65 


4.75 
4.90 


7.10 
7.45 


7.35 
7.70 


7.60 
7.95 


32x10 
12 
14 
16 


3-0x2- 3^.... 

2- 73^.... 

2-113/^.... 

3- 33^.... 


2.40 
2.55 
2.70 
2.85 


2.60 
2.75 
2.95 
3.10 


2.65 
2.85 
3.05 
3.25 


3.70 
4.00 
4.35 
4.60 


3.80 
4.10 
4.45 
4.75 


3.90 
4.20 
4.55 
4.90 
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Two-Light Full Size Window Screens (Continued) 

Frames 13^" Thick - Pine - All "In the White" Flush Moulding 



2-Lt. Glass 
Size 



Screen 

Size 



12 Mesh 
Black 



14 Mesh 
Galv. 



16 Mesh 
Galv. 



14 Mesh 
Bronze 



16 Mesh 18 Mesh 
Bronze Bronze 



32x18 
20 


3-0x3- 73/8... 

3-113/8... 


. . $3,00 
. . 3.15 


$3.25 
3.45 


$3.40 
3.60 


$4.95 
5.25 


$5.10 
5.40 


$5.25 
5.55 


22 
^ 26 


4- 3^8... 
4- iVs... 

4-113^... 


. . 3.30 
. . 3.45 
. . 3.55 


3.60 
3.80 
3.95 


3.80 
3.95 
4.15 


5.55 
5.85 
6.20 


5.75 
6.05 
6.40 


5.95 
6.25 
6.60 


28 
30 
32 


5- ^H... 

5- iVs.-- 

5-1134... 


. . 3.70 
. . 3.85 
. . 4.00 


4.15 
4.30 
4.50 


4.35 
4.50 
4.70 


6.45 
6.80 
7.15 


6.70 
7,05 
7.40 


6.95 
7.30 
7.65 


34 
36 


6- 3H--- 
6- 7H-.. 


. 4.15 
. . 4.30 


4.65 
4.80 


4.90 
5.10 


7.45 
7.80 


7.75 
8.10 


8.05 
8.40 


.34x10 
12 
14 


3-2x2- 'SH... 
2- iVs... 
2-113/^... 


. . 2.50 
. . 2.65 
. . 2.80 


2.65 
2.85 
3.00 


2.75 

2.95 
3.15 


3.85 
4.15 
4.45 


3,95 
4.25 
4.60 


4.05 
4.35 
4.75 


16 
18 
20 


3- Ws... 
3- 7^... 
3-11 J^.. 


. . 2.95 
. . 3.10 
. . 3.25 


3.20 
3.40 
3.55 


3.35 
3.50 
3.70 


4.80 
5.15 
5.45 


4.95 
5.30 
5.65 


5.10 
5.45 
5.85 


22 

24 
26 


4- $H-.- 

4- iVs... 
4-113^... 


. . 3.35 
. . 3.50 
. . 3.65 


3.70 
3.90 
4.05 


3.90 
4.10 
4.30 


5.80 
6.15 
6.45 


6.00 
6.35 
6.70 


6,20 
6.55 
6.95 


28 
30 


5- 3^g... 

5- 7H... 


. . 3.80 
. . 3.95 


4.25 
4.40 


4.50 
4.70 


6.80 
7.15 


7.05 
7.40 


7.30 
7,65 


32 
34 

36 


5-11^8- •■ 
6- 3^... 
6- 73^... 


. . 4.10 

. . 4.25 

4.40 


4.60 
4.75 
4.95 


4.85 
5.05 
5.25 


7.50 
7.80 
8.15 


7.75 
8.10 
8,45 


8.00 
8.40 
8,75 


36x10 
12 
14 


3-4x2- 33^... 
2- 73^... 
2-11^... 


. . 2.55 
. . 2.70 
. . 2.85 


2.75 
2.95 
3.10 


2.85 
3.05 
3.25 


4.00 
4.35 
4.65 


4,10 
4.45 
4.80 


4.20 
4.55 
4.95 


16 
18 
20 


3- 33^.., 
3- iVs... 
3-11^ .. 


. . 3.00 
. . 3.20 
. . 3.35 


3.30 
3.50 
3.65 


3.45 
3.65 
3.85 


5.00 
5.40 
5.70 


5,15 
5.55 
5,90 


5,30 
5.70 
6.10 


22 
24 
26 


4- 33^... 
4- 7%... 
4-11^^... 


. . 3.50 
. , 3.65 
. 3.80 


3.85 
4.00 
4.20 


4.05 
4.25 
4.45 


6.05 
6.40 
6.75 


6.25 
6.60 
7.00 


6.45 
6.80 
7.25 


28 
30 
32 


5- 3?4... 
5- 7H... 

5-11?^... 


. . 3.95 

. . 4.10 

4.25 


4.40 
4.55 
4.75 


4.65 
4.85 
5.05 


7.10 
7.45 
7.75 


7.35 
7,70 
8.05 


7.60 
7.95 
8.35 


34 
36 


6- 33^... 

6- 73.^... 


. . 4.40 
. . 4.55 


4.95 
5.10 


5.25 
5,50 


8.15 
8.50 


8.45 
8.80 


8.75 
9.10 


38x10 
12 
14 


3-6x2- 33^... 

2- 73.^... 

2-113^^8- •• 


. . 2.65 

. . 2.80 

. 2.95 


2.85 
3.00 
3.20 


2.90 
3.15 
3.35 


4.15 
4.45 
4.85 


4.25 
4.60 
5.00 


4.35 
4.75 
5.15 


16 
18 
20 


a- 33/8... 

3- iVs... 
3-11^ 


. 3.10 

. . 3.25 

. 3.40 


3.40 
3.60 
3.80 


3,55 
3.75 
3.95 


5.20 
5.55 
5.90 


5.35 
5.75 
6.10 


5.50 
5,95 
6.30 


22 
24 

26 


4- 33/8... 
4- 734... 
4-11^8... 


. . 3.60 
. . 3.75 
. . 3.90 


3.95 
4.15 
4.35 


4.20 
4,40 
4.60 


6.30 
6.60 
7.00 


6,50 
6.85 
7.25 


6.70 
7.10 
7.50 


28 
30 
32 


5- 3^... 
5- 73^... 
5-113.^... 


. . 4.05 
. . 4.20 
. . 4.35 


4.55 
4.70 
4.90 


4.80 
5.00 
5.25 


7.35 
7.70 
8.05 


7.60 
8.00 
8.35 


7.85 
8.30 
8.65 


34 
36 


6- 33^... 
6- 73^... 


. . 4.50 
. . 4.70 


5.10 
5.30 


5.4.> 

5.65 


8.45 
8.80 


8.75 
9.15 


9.05 
9.50 


40x10 
12 
14 


3-8x2- 33^... 
2- 73/^... 

2-113^... 


. . 2.70 
. . 2.85 
. . 3.05 


2.90 
3.10 
3.30 


3.00 
3.25 
3.45 


4.30 
4.60 
5.00 


4.40 
4.75 
5.15 


4.50 
4.90 
5.30 
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Two-Light Full Size Window Screens (Continued) 

Frames iVs" Thick - Pine - All ''In the White" Flush Moulding 



2-Lt. Glass 
Size 



Screen 
Size 



12 Mesh 
Black 



14 Mesh 
Galv. 



16 Mesh 
Galv. 



14 Mesh 
Bronze 



16 Mesh 
Bronze 



18 Mesh 
Bronze 



40x16 3-8x3-3^8 $3.20 $3.50 $3.65 $5.40 $5.55 $5.70 

18 3-73^ 3.35 3.70 3.90 5.75 5.95 6.15 

20 3-113^ 3.50 3.90 4.10 6.15 6.35 6.55 

22 4-33^ 3.70 4.10 4.35 6.55 6.75 6.95 

24 4-75^ 3.85 4.30 4.55 6.90 7.15 7.40 

26 4-11^ 4.00 4.50 4.75 7.30 7.55 7.80 

28 5- Ws 4.20 4.65 5.00 7.70 7.95 8.20 

30 5-73^ 4.35 4.85 5.20 8.05 8.35 8.65 

32 5-11^ 4.50 5.05 5.45 8.45 8.75 9.05 

34 6-3^ 4.65 5.25 5.65 8.80 9.15 9.50 

36 6-7^ 4.85 5.45 5.85 9.20 9.55 9.90 



Four-Light Full Size Window Screens 

Frames 1^" Thick - Pine - All ''In the White" Flush Moulding 



4-Lt. Glass Screen 
Size Size 


12 Mesh 
Black 


14 Mesh 
Galv. 


16 Mesh 
Galv. 


14 Mesh 
Bronze 


16 Mesh 
Bronze 


18 Mesh 
Bronze 


10x10 
12 
14 


2-1x2- SVs... 
2- 7^... 
2-11?^. •• 


.. $2.05 
. . 2.15 
. . 2.25 


$2.15 

2.30 
2.40 


$2.20 

2.35 
2.50 


$2.95 
3.15 
3.40 


$3.00 
3.20 
3.45 


$3.05 
3.25 
3.50 


16 
18 
20 


3- 33^... 
3- iVs..- 
3-11^... 


. 2.40 
. . 2.50 
. . 2.60 


2.55 
2.70 
2.85 


2.65 
2.80 
2.95 


3.60 
3.80 
4,05 


3.70 
3.90 
4.15 


3.80 
4.00 
4.25 


22 
24 
26 


4- 33^... 
4- 7%,.. 
4-11^... 


. . 2.75 
. . 2.85 
. . 2.95 


2.95 
3.10 
3.25 


3.10 
3.25 
3.40 


4.30 
4.45 
4.70 


4.40 
4.60 
4.85 


4.50 
4.75 
5.00 


28 
30 

32 


5-3^^... 
5- 7^^... 
5-113^..- 


. . 3.10 
. . 3.20 
. . 3.30 


3.40 
3.50 
3.65 


3.55 
3.70 
3.80 


4.95 
5.15 
5.40 


5.10 
5.35 
5.60 


5.25 
5.55 
5.80 


34 
36 


6- 3^... 

6- 73.^... 


. . 3.40 
. . 3.55 


3.80 
3.90 


3.95 
4.10 


5.65 
5.90 


5.85 
6.10 


6.05 
6.30 


12x10 
12 
14 


2-5x2- SVs... 

2- iVs... 
2-11^... 


. . 2.20 
. . 2.30 
. . 2.40 


2.30 
2.45 
2.60 


2.40 
2.55 
2.70 


3.25 
3.50 
3.75 


3.30 
3.55 
3.85 


3.35 
3.60 
3.95 


16 
18 
20 


3- 3^... 
3- iVs... 

3-11^... 


. . 2.55 
. . 2.65 
. . 2.80 


2.75 
2.90 
3.05 


2.85 
3.00 
3.20 


4.00 
4.30 
4.50 


4.10 
4.40 
4.65 


4.20 
4.50 
4.80 


22 

24 
26 


4.3^... 
4- 73^... 
4-11^... 


. . 2.90 
. . 3.05 
. . 3.15 


3.20 
3.35 
3.50 


3.35 
3.50 
3.65 


4.80 
5.05 
5.30 


4.95 
5.20 
5.50 


5.10 
5.35 
5.70 


28 
30 
32 


5- 3^... 
5- 73^... 
5-11^... 


. . 3.30 
. . 3.40 
. . 3.50 


3.65 
3.80 
3.95 


3.80 
4.00 
4.15 


5.55 
5.85 
6.10 


5.75 
6.05 
6.30 


5.95 
6.25 
6.50 


34 
36 


6- 3^... 

6- iVs... 


. . 3.65 
. . 3.75 


4.05 
4.20 


4.30 
4.45 


6.35 
6.60 


6.60 
6.85 


6.80 
7.10 


14x10 
12 
14 


2-9x2- 33^... 

2- 7%... 

2-11^... 


. . 2.30 

. 2.45 

. . 2.60 


2.45 

2.65 
2.80 


2.55 
2.70 
2.90 


3.50 
3.80 
4.10 


3.60 
3.90 
4.20 


3.70 
4.00 
4.30 


16 

18 


3- 33.8^.. 
3- 7^... 


. . 2.70 
. . 2.85 


2.95 
3.10 


3.05 
3.25 


4.35 
4.65 


4.50 
4.80 


4.65 
4.95 


20 
22 
24 
26 


3-11^... 

4- 3^... 
4- iVs... 
4-11^... 


. . 3.00 
. . 3.10 
. . 3.25 
. . 3.40 


3.25 
3.45 
3.60 
3.75 


3.40 
3.60 
3.75 
3.95 


4.95 
5.20 
5.50 
5.80 


5.10 
5.40 
5.70 
6.00 


5.25 
5.60 
5.90 
6.20 
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Four-Light Full Size Window Screens (Continued) 

Frames IVs" Thick - Pine - AH "In the White" Flush Moulding 



4-Lt. Glass Screen 

Size Size 


12 Mesh 
Black 


14 Mesh 
Galv. 


16 Mesh 
Galv. 


14 Mesh 
Bronze 


16 Mesh 
Bronze 


18 Mesh 
Bronze 


14x28 2-9x5- SVs... 

30 5- iVs... 
32 5-113/g .. 


.. $3.50 

. . 3.65 
. . 3.80 


$3.90 
4.10 
4.25 


$4.10 
4.30 
4.45 


$6.10 

6.55 
6.65 


$6.30 
6.60 
6.90 


$6.50 
6.85 
7.15 


34 6- 33/3.. . 
36 6-73^... 


. . 3.90 
. . 4.05 


4.40 
4.55 


4.65 
4.80 


6.95 
7.30 


7.20 
7.55 


7.45 
7.80 



One-Light Sash Screens 

HALF SCREENS SAME PRICE 

Frames 1^" Thick - Pine - All "In the White" Flush Moulding 

Half Screens are same width but 1" shorter than 1 -light. 

l-Lt. Glass Screen 12 Mesh 14 Mesh 16 Mesh 14 Mesh 16 Mesh 18 Mesh 

Size Size Black Galv. Galv. Bronze Bronze Bronze 

12x12 1-4x1- 6y8 $1.35 $1.40 $05 $1^65 $JT70 $I?75 

14 1-8^ 1.40 1.45 1.50 1.75 1.80 1.85 

16 1-10^^ 1.45 1.50 1.55 1.80 1.85 1.90 

la 2-0^8 1.50 1.55 1.60 1.90 1.95 2.00 

20 2-2?^ 1.55 1.60 1.65 2.00 2.05 2.10 

22 2-43^ 1.60 1.65 1.70 2.05 2.10 2.15 

24 2-6^^ 1.65 1.70 1.75 2.15 2.20 2.25 

26 2-83^ 1.70 1.75 1.80 2.25 2.30 2.35 

28 2-103.^ 1.75 1.80 1.85 2.35 2.40 2.45 

30 S' OVs 1.80 1.85 1.90 2.40 2.45 2.50 

32 3-23/^ 1.85 1.90 1.95 2.50 2.55 2.60 

14x12 1-6x1-6^ 1.40 1.50 1.55 1.75 1.80 1.85 

14 1-83^ 1.45 1.55 1.60 1.85 1.90 1.95 

16 1-10^ 1.50 1.60 1.65 1.95 2.00 2.05 

18 2-0^-... 1.55 1.65 1.70 2.05 2.10 2.15 

20 2-23^ 1.60 1.70 1.75 2.10 2.15 2.20 

22 2-4^ 1.65 1.75 1.80 2.20 2.25 2.30 

24 2-63^..... 1.70 1.80 1.85 2.30 2.35 2.40 

26 2-83^ 1.75 1.85 1.90 2.40 2.45 2.50 

28 2-103^ 1.80 1.90 1.95 2.50 2.55 2.60 

30 3-03.^ 1.85 1.95 2.00 2.55 2.60 2.65 

32 3-2^ 1.90 2.00 2.05 2.65 2.70 2.75 

16x12 1-8x1- 63^ 1.50 1.55 1.60 1.85 1.90 1.95 

14 1-8^ 1.55 1.60 1.65 1.95 2.00 2.05 

16 1-103^ 1.60 1.65 1.70 2.05 2.10 2.15 

18 2- 0^ 1.65 1.70 1.75 2.15 2.20 2.25 

20 2-2% 1.70 1.80 1.85 2.25 2.30 2.35 

22 2-43/^ 1.75 1.85 1.90 2.35 2.40 2.45 

24 2-63.8 1.80 1.90 1.95 2.45 2.50 2.55 

26 2-83/^ 1.85 1.95 2.00 2.55 2.60 2.65 

28 2-10^ 1.90 2.00 2.05 2.65 2.70 2.75 

30 3-03^ 1.95 2.05 2.10 2.75 2.80 2.85 

32 3-23^ 2.00 2.10 2.15 2.85 2.90 2.95 

18x12 1-10x1- 63^. ... 1.55 1.60 1.65 1.95 2.00 2.05 

14 1-8^ 1.60 1.70 1.75 2.05 2.10 2.15 

16 1-103^ 1.65 1.75 1.80 2.15 2.20 2.25 

18 2-0% 1.70 1.80 1.85 2.25 2.30 2.35 

20 2-23^ 1.75 1.85 1.90 2.40 2.45 2.50 

22 2-43^ 1.80 1.90 1.95 2.50 2.55 2.60 

24 2-63^ 1.85 2.00 2.05 2.60 2.65 2.70 

26 2-8% 1.90 2.05 2.10 2.70 2.75 2.80 
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One-Light Sash Screens (Continued) 

HALF SCREENS SAME PRICE 

Frames IJ^" Thick - Pine - All "In the White" Flush Moulding 

Half Screens are same width but 1" shorter than 1 -light. 

1-Lt. Glass Screen 12 Meeh 14 Mesh 16 Mesh 14 Mesh 16 Mesh 18 Mesh 

Size Size Black Gal v. Galv. Bronze Bronze Bronze 

18x28 1-10x2-10^ $1.95 $2.10 $2^5 $2^80 $2:85 $2:90 

30 ^- OVs 2.00 2.15 2.20 2.90 2.95 3.00 

32 3-23^ 2.05 2.20 2.30 3.00 3.05 3.10 

20x12 2-0x1-6^ 1.60 1.70 1.75 2.05 2.10 2.15 

14 1-83^ 1.65 1.75 1.80 2.15 2.20 2.25 

16 1-10^ 1:70 1.80 1.85 2.30 2.35 2.40 

18 2-03^ 1.75 1.85 1.90 2.40 2.45 2.50 

20 2-23^ 1.85 1.95 2.00 2.50 2.55 2.60 

22 2' 4H 1.90 2.00 2.05 2.60 2.65 2.70 

24 2- eVs 1.95 2.05 2.10 2.75 2.80 2.85 

26 2- HH 2.00 2.15 2.20 2.85 2.90 2.95 

28 2-10^ 2.05 2.20 2.25 2.95 3.00 3.05 

30 3-0^ 2.10 2.25 2.30 3.05 3.10 3.20 

32 3-23^ 2.15 2.30 2.40 3.15 3.20 3.30 

22x12 2-2x1-6^ 1.65 1.75 1.80 2.15 2.20 2.25 

14 1-8^ 1.70 1.80 1.85 2.25 2.35 2.40 

16 1-10^ 1.80 1.90 1.95 2.40 2.45 2.50 

18 2-0^.... 1.85 1.95 2.00 2.50 2.55 2.60 

20 2-23^ 1,90 2.00 2.05 2.65 2.70 2.75 

22 2- 43/g 1.95 2.10 2.15 2.75 2.80 2.85 

24 2-6^ 2.00 2.15 2.20 2.85 2.90 3.00 

26 2-8^ 2.05 2.20 2.30 3.00 3.05 3.10 

28 2-10^ 2.10 2.30 2.35 3.10 3.15 3.25 

30 3-03^ .... 2.15 2.35 2.40 3.25 3.30 3.35 

32 3-23^ 2.25 2.40 2.50 3.35 3.40 3.50 

24x12 2-4x1- 6^... 1.70 1.80 1.85 2.25 2.30 2.35 

14 1-83^ 1.80 1.90 1.95 2.40 2.45 2.50 

16 1-103^ 1.85 1.95 2.00 2.50 2.55 2.60 

18 2-03^ 1.90 2.05 2.10 2.65 2.70 2.75 

20 2-2^ 1.95 2.10 2.15 2.75 2.80 2.90 

22 2- 4^ 2.00 2.15 2.20 2.90 2.95 3.00 

24 2-63^. ... 2.10 2.25 2.30 3.00 3.05 3.15 

26 2-83^ 2.15 2.30 2.35 3.15 3.20 3.25 

28 2-103^ 2.20 2.40 2.45 3.25 3.30 3.40 

30 3-0^ 2.25 2.45 2.50 3.40 3.45 3.55 

32 3-23^ 2.30 2.50 2.60 3.50 3.55 3.60 

26x12 2-6x1-6^ 1.80 1.90 1.95 2.35 2.40 2.45 

14 1-8^ 1.85 1.95 2.00 2.50 2.55 2.60 

16 1-103^ 1.90 2.05 2.10 2.60 2.70 2.75 

18 2-03^ 1.95 2.10 2.15 2.75 2.80 2,90 

20 2-23^ 2.05 2.20 2.25 2.90 2.95 3.00 

22 2- 4H 2.10 2.25 2.30 3.00 3.10 3.15 

24 2- 63^ 2.15 2.30 2.40 3.15 3,20 3.30 

26 2-8^ 2.20 2.40 2.45 3.30 3.35 3.45 

28 2-10^ 2.30 2.45 2.55 3.40 3.45 3.60 

30 3-0^ 2.35 2.55 2.60 3.55 3.60 3,70 

32 3-23^ 2.40 2.60 2.70 3.70 3.75 3.85 

28x12 2-8x1-63^ 1.85 1.95 2.00 2.45 2.50 2.55 

14 1-8^ 1.90 2.00 2.10 2.60 2.65 2,70 

16 1-10^ 1.95 2.10 2.15 2.75 2.80 2.85 

18 2-03^..... 2.05 2.20 2.25 2.90 2.95 3.00 

20 2-23^ 2.10 2.25 2.30 3.00 3.10 3.15 

22 2-43^ 2.15 2.35 2.40 3.15 3.20 3,30 
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One-Light Sash Screens (Continued) 

HALF SCREENS SAME PRICE 

Frames 13^* Thick - Pine - All "In the White" Flush Moulding 

Half Screens are same width but i" shorter than 1 -light. 



1-Lt. Glass Screen 
Size Size 


12 Mesh 
Black 


14 Mesh 
Galv. 


16 Mesh 
Galv. 


14 Mesh 
Bronze 


16 Mesh 
Bronze 


18 Mesh 
Bronze 




28x24 
26 
28 


2-8x2- 6^... 

2- SH... 
2-10^... 


.. $2.20 
. . 2.30 
. . 2.35 


$2.40 
2.50 
2.55 


$2.50 
2.55 

2.65 


$3.30 
3.45 
3.55 


$3.35 
3.50 
3.65 
3.80 
3.95 


$3.45 
3.60 
3.75 
3.90 
4.05 




30 
32 


3-03^... 

3- 2^... 


. . 2.40 

. . 2.50 


2.65 
2.70 


2.70 

2.80 


3.70 
3.85 




30x12 
14 
16 


2-10x1- 6^ .. 
1- 8^... 
1-103^ .. 


. . 1.90 
. - 1.95 
. . 2.05 


2.00 
2.10 
2.15 


2.05 
2.15 
2.25 


2.55 
2.70 
2.85 


2.60 
2.75 
2.90 


2.65 
2.85 
3.00 




18 
20 
22 


2- 03^... 
2-2^... 
2- 4^... 


. . 2.10 
. . 2.15 
. . 2,25 


2.25 
2.35 
2.40 


2.30 
2.40 
2.50 


3.00 
3.15 
3,30 


3.05 
3.20 
3.35 


3.15 
3.30 
3.45 




24 
26 
28 


2- 63^... 
2- 8^... 
2-10^... 


. . 2.30 
. . 2.35 
. . 2.45 


2.50 
2.55 
2.65 


2.55 
2.65 
2.75 


3.45 
3.60 
3.75 


3.50 
3.65 
3.80 


3.60 
3.75 
3.90 




30 

32 


3- OVs... 
3- 2^... 


.. 2.50 

. - 2.55 


2.75 

2.80 


2.80 
2.90 


3.90 
4.00 


3.95 
4.10 


4.05 
4.20 




32x12 
14 
16 


3-0x1- 6%... 

1- 8%... 
1-10^... 


. . 1.95 
. . 2.05 

. . 2.10 


2.10 
2.15 
2.25 


2.15 
2.20 
2.30 


2.65 
2.80 
2.95 


2.70 
2.85 
3.00 


2.75 
2.95 
3.10 




18 
20 
22 


2-03^... 
2- 2^... 
2- 4^... 


. . 2.15 
. . 2.25 

. . 2.30 


2.35 
2.40 
2.50 


2.40 

2.50 
2.55 


3.10 
3.25 
3.40 


3.15 
3.35 
3.50 


3.25 
3.45 
3.60 




24 
26 
28 


2- 63^... 
2- 83^... 
2-lOH-.. 


. - 2.40 
. . 2.45 
. . 2.50 


2.60 
2.65 
2.75 


2.65 
2.75 
2.85 


3.60 
3.75 
3.90 


3.65 
3.85 
4.00 


3.75 
3.95 
4.10 

4.25 
4.40 




30 
32 


3-03^... 
3- 23^... 


. . 2.60 
. . 2.65 


2.85 
2.90 


2.90 
3.00 


4.05 
4.20 


4.15 
4.30 




34x12 
14 

16 


3-2x1- 63^... 
1- 83^... 

1-103^... 


. . 2.05 
. . 2.10 

. . 2.15 


2.15 
2.25 

2.30 


2.20 
2.30 
2.40 


2.75 
2.90 
3.10 


2.80 
2.95 
3.15 


2.85 
3.05 
3.20 




18 
20 
22 


2- 0^... 
2-23^... 
2- 4%... 


. . 2.25 

. . 2.30 
. . 2.40 


2.40 

2.50 
2.60 


2.50 
2.55 
2.65 


3.25 
3.40 
3.55 


3.30 
3.50 
3.65 


3.40 
3.55 
3.75 
3.90 
4.10 
4.25 




24 
26 
28 


2- 6^... 
2- 8^... 
2-10 J^... 


. . 2.45 
. . 2.50 

. . 2.60 


2.65 
2.75 
2.85 


2.75 
2.85 
2.95 


3.70 
3.85 
4.05 


3.80 
4.00 
4.15 




30 
32 


3- 0^... 
3- 23^... 


. . 2.65 
. . 2.75 


2.95 
3.00 


3.05 
3.10 


4.20 
4.35 


4.30 
4.50 


4.45 
4.60 
2.95 
3.15 
3.35 




36x12 
14 
16 


3-4x1- 63^... 
1- 83^... 
1-10^.. 


. . 2.10 
. . 2.15 
. 2.25 


2.20 
2.30 
2.40 


2.30 
2.35 
2.45 


2.85 
3.00 
3.20 


2.90 
3.10 
3.25 




18 
20 
22 


2- 03^... 
2- 23^... 
2- 4^... 


. . 2.30 
. . 2.40 
. . 2.45 


2.50 
2.55 
2.65 


2.55 
2.65 
2.75 


3.35 
3.50 
3.70 


3.45 
3.60 
3.80 


3.55 
3.70 
3.90 
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2- 63^... 
2- 8^... 
2-10^ .. 


. . 2.50 
. . 2.60 
. . 2.65 


2.75 
2.85 
2.95 


2.85 
2.95 
3.05 


3.85 
4.05 
4.20 


3.95 
4.15 
4.35 


4.10 
4.25 
4.45 
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30 


3-03^,.. 
3-2^... 


. . 2.75 
. . 2.80 


3.05 
3.10 


3.15 
3.20 


4.35 
4.55 


4.50 
4.70 


4.65 
4.85 


Rush Da 

Lists am 

Extras 

223 








Page 189 













=( STANDARD LISTS 1936 }= 



Two-Light Cellar Screens 

Frames iVs' Thick - Pine - All "In the White" Flush Moulding 



2-Lt. Glass 
Size 



Screen 
Siase 



12 Mesh 
Black 



14 Mesh 
Galv. 



16 Mesh 
Galv. 



14 Mesh 
Bronze 



16 Mesh 18 Mesh 
Bronze Bronze 



9x12 
14 
16 


1-11x1- 5J^... 

1- 7}4... 
1- 9M... 


. . $1.50 
. . 1.55 
. . 1.60 


$1.55 
1.60 
1.65 


$1,60 
1.65 
1.70 


$1.90 
2.00 
2.10 


$1.95 
2.05 
2.15 


$2.00 
2.10 
2.20 


18 
20 


1-113^... 

2- IM... 


. . 1.65 
. . 1.70 


1.70 
1.80 


1.75 
1.85 


2.20 

2.30 


2.25 

2.35 


2.30 
2.40 


10x12 
14 
16 


2-1x1- 53^ ... 

1- 7J^... 
1-9H-.. 


. . 1.55 
. . 1.60 
. . 1.65 


1.60 
1.65 
1.75 


1.65 
1.70 
1.80 


2.00 
2.10 
2.20 


2.05 
2.15 
2.25 


2.10 
2.20 
2.30 


18 
20 


1-llM.-- 
2- 13^... 


. . 1.70 
. . 1.75 


1.80 
1.85 


1.85 
1.90 


2.35 
2.45 


2.40 
2.50 


2.45 
2.55 


12x12 
14 
16 


2-5x1- 51^... 

1- 73^... 
1- 9^... 


. . 1.65 
. . 1.70 
. . 1.80 


1.75 
1.80 
1.85 


1.80 
1.85 
1.90 


2.20 
2.30 
2.45 


2.25 
2.35 
2.50 


2.30 
2.40 
2.55 


18 
20 


1-llK-.. 
2- 13^... 


. . 1.85 
. . 1.90 


1.95 
2.00 


2.00 
2.05 


2.55 
2.70 


2.60 
2.75 


2.70 
2.80 


14x12 
14 
16 


2-9x1- 53^... 
1- 7H.,. 
1- 9K 


. . 1.80 
. . 1.85 
. . 1.90 


1.85 
1.95 
2.00 


1.90 
2.00 
2.05 


2.35 

2.50 
2.65 


2.40 
2.55 
2.70 


2.45 
2.60 
2.75 


18 
20 


1-11}^... 
2- IJ^... 


. . 1.95 
. . 2.05 


2.10 
2.15 


2.15 
2.20 


2.80 
2.95 


2.85 
3.00 


2.90 
3.05 


16x12 
14 
16 


3-1x1- 53^... 

1- 7y2... 

1- 9H--- 


. . 1.90 
. . 1.95 
. . 2.05 


2.00 
2.05 
2.15 


2.05 
2.10 
2.20 


2.55 
2.70 
2.85 


2.60 
2.75 
2.95 


2.65 
2.85 
3.00 



18 
20 



1-113^ 2.10 

2- 13^ 2.15 



2.25 
2.30 



2.30 
2.40 



3.00 
3.15 



3.10 
3.25 



3.20 
3.35 




Page 190 



=( STANDARD LISTS 1936 



Three-Light Cellar Screens 

Frames iK" Thick - Pine - All "In the White" Flush Moulding 



3-Lt. Glass Screen 
Size Size 


12 Mesh 
Black 


14 Meth 
Galv. 


16 Mesh 
GaW. 


14 Mesh 
Bronze 


16 Mesh 
Bronze 


18 Mesh 
Bronze 


8x10 
12 

14 


2-4x1- 33^... 
1- 53^... 
1- 7>^--- 


. . $1,55 
. . 1.65 
. . 1.70 


$1.65 
1.70 
1.75 


$1.70 
1.75 
1.80 


$2.00 
2.10 
2.25 


$2.05 
2.15 
2.30 


$2.10 
2.20 
2.35 


16 
18 
20 


1-9J/2... 

2- 1^... 


. . 1.75 
. 1.80 
. . 1.85 


1.80 
1.85 
1.95 


1.85 
1.90 
2.00 


2.35 
2.45 
2.60 


2.40 
2.55 
2.65 


2.45 
2.60 
2.70 


9x10 
12 
14 


2-7x1- SJ^... 
1- 53^.. . 
1- 7H.-. 


. . 1.65 
1.70 
1.75 


1.70 

1.80 
1.85 


1.75 
1.85 
1.90 


2.15 

2.25 
2.40 


2.20 
2.30 
2.45 


2.25 
2.35 
2.50 


16 
18 
20 


l-9>^... 
1-113^... 
2- 13^... 


. . 1.85 
. . 1.90 
. . 1.95 


1.90 
2.00 
2.05 


1.95 
2.05 
2.10 


2.50 
2.65 
2.75 


2.60 
2.70 
2.85 


2.65 
2.80 
2.90 


10x10 
12 
14 


2-10x1- SJi... 

1- 53^... 

1- iH-. . 


. . 1.75 

. 1.80 

. 1.85 


1.80 
1.90 
1.95 


1.85 
1.95 
2.00 


2.25 
2.40 
2.55 


2.30 
2.45 
2.60 


2.35 
2.50 
2.65 


16 
18 
20 


1- 93^... 
1-11 J^... 

2- IM-.- 


. . 1.90 
. . 2.00 
. . 2.05 


2.05 
2.10 

2.20 


2.10 
2.15 
2.25 


2.70 

2.80 
2.95 


2.75 

2.90 
3.05 


2.80 
2.95 
3.10 


12x10 
12 

14 


3-4x1- 3H..- 
1- 53^... 
1- 73^... 


. . 1.90 
. . 2.00 
. . 2.05 


2.00 
2.05 
2.15 


2.05 
2.15 
2.20 


2.55 
2.70 
2.85 


2.60 
2.75 
2.90 


2.65 
2.80 
3.00 


16 
18 
20 


l-9>^... 
1-11 K-. ■ 
2- 13^... 


. . 2.10 
. . 2.20 
. . 2.25 


2.25 
2.30 
2.40 


2.30 
2.40 
2.50 


3.00 
3.15 
3,30 


3.10 
3.25 
3.40 


3.15 
3.35 
3.50 


14x10 
12 
14 


3-10x1- 33^... 

1- 5}^... 
1- 7H.- 


. . 2.10 
. . 2.15 
. . 2.20 


2.20 
2.25 
2.35 


2.25 
2.35 
2.45 


2.80 
2.95 
3.15 


2.85 
3.05 
3.20 


2.90 
3.10 
3.30 


16 
18 
20 


1- 9H..- 
1-113^.. 

2- 13^.. 


. . 2.30 

. . 2.35 

2.45 


2.45 

2.55 
2.65 


2.55 
2.65 
2.75 


3.35 
3.50 
3.70 


3.40 
3.60 
3.80 


3.50 
3.70 
3.90 


16x10 
12 
14 


4-4x1- 33^.. 
1- 5J^.. 
1- 7^.. 


. . 2.25 

. 2.30 

. . 2.40 


2.35 
2.45 
2.55 


2.40 
2.55 
2.65 


3.05 
3.25 
3.45 


3.10 
3.30 
3.55 


3.20 
3.40 
3.65 


16 
18 
20 


1- 93^.. 

1-1134.. 

2- IJ^.. 


. . 2.45 
. . 2.55 
.. 2.60 


2.65 
2.75 
2.85 


2.75 
2.85 
2.95 


3.65 
3.85 
4.05 


3.75 
3.95 
4.15 


3.85 
4.10 
4.30 
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Index of Veneered Door Lists 
and Extras 



li! 



Rule 

Aprons 43 

Astragals 42 

Banding , . 41 

Beads 9 

Belt Sanding 39 

Braces 17 

Chamfering 16 

Circle Heads. 36 

Circle Lights 8 

Cores, Special 51 

Cross Band StOes and Rails. . . 12 

Cross Bucks or Braces 17 

Cutting Lights in Panels. 35 

Designs — Typical Panel Sash 

Doors andfSide Lights 

Design Extras — Typical. 

Diagonal Cross Pieces 17 

Different Panel, 2 Sides 7 

Divided Lights 8 

Doors 

Casement Door List 

Circle Heads. 36 

Clipped Corner Top 36 

Double Thick. 14 

Dutch 34 

Dwarf 

Elliptic Head 36 

French Door Lists. 

Gothic Heads. 36 

High Doors 1 

Irregular Heads 36 

K. D, VeneeredjDoor List 

Mirror 6 

Oversizes 1 

Over IM*' Thick 2 

Panel Door Designs — Typical. . 
PanelfDoor Designs — Manufac- 
turers 

Panel Door Extras 

Panel Door List 

Panel Sash Door List 

Peak Head 36 

Rake Top 36 

Sash Door'^Designs — TypicaL . . 
Sash Door Extras — Typical. 



Rul« 
Doors (Continued) 

Sash Door Lists 

Square Foot Door Table 

Segment Heads 36 

Slat 37 

Thick Doors 2 

Two or Three Ply 14 

Toilet 

To Represent Pairs 33 

Wide 1 

Dowels, Special 52 

Dutch Doors 34 

Edge Strip— Stile Ends 53 

Fillet Extras 24 

Flush Mouldings 19-21 

Flush Door List and Extras 

Glass Beads 9 

Glue, Screw and Plug 15 

Gothic Head 36 

Gothic Lights 8 

Grilles, Wood 37 

Guarantee 

Hand Smoothing 39 

High Doors 1 

Hinge Cut 48 

Hip Raised Moulding 20 

Horns Cut Off 55 

Inserted Sash 8 

Irregular Heads 36 

Irregular Lights 8 

K. D, Veneered Door^Stock List . . 

Letter Slots 49 

Lights Divided 

Irregular 8 

Rectangular 8 

Lists ^ 

Casement Doors 

French Doors 

K. D. Veneered Door Stock 

Panel Doors 

Panel Sash Doors 

Sash 
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Index of Veneered Door List and Extras — Cont. 



Rule 
Lists (Continued) 

Sash Doors 

Side Lights 

Toilet Doors 

Transoms 

Lock Blocks 18 

Louvres 

Metal 38 

Wood 37 

Lugs 44 

Metal Vent Louvres 38 

Mirror Doors 6 

Mortise and Tenon 45 

Mortising for Locks 47 

Moulding 

Flush (Panel Doors) 19 

Flush (Sash Doors) 21 

Hip Raised 20 

Raised (Panel Doors) 22 

Raised (Sash Doors) 23 

Oversize Doors. 1 

Panels 

Ceiling 27 

Graduated 26 

Irregular 29-32 

Raised 28 

Thick 25 

Three and Five Ply 25 

"V" joint or ceiling 27 

Panel Different, 2 Sides 7 

Pegs or Plugs 50 

Rabbet and Bead 40 

Raised Moulding 22-23 

Raised Hip Moulding 20 

Raised Panels 28 

Rectangular Lights .... 8 
Sanding 

Belt 39 

Hand 39 



Rul« 

Sash Inserted . 8 

Sash Lists 

Sawed Veneers 10 

Segment Head 36 

Segment Lights. 8 

Sash Doors 

Side Light Lists 

Single Doors to Represent Pair 33 

Slab Door List and Extras. 

Slat Doors 37 

Slots, Letter 49 

Special Solid Sticking 5 

Special Heads 36 

Squaring Door to Fit Jamb ... 46 

Square Foot Door Table 

Staining, Finishing and 

Priming F-28 

Stools 43 

Thick Panels 25 

Thick Veneers 11 

Thick Doors . 2 

Toilet Doors 

Transom Lists. 

Two Kinds Wood 3 

Two or Three Ply Doors 14 

Varnish, or Painting Edges 56 

Veneers 

Sawed '10 

Thick 11 

Vertical Grain on Rails 13 

Ventilators 38 

Waterproof Glue, High Test. . , 57 

White Leaded Joints 54 

Wide Doors 1 

Wide Door to Represent Pair. . 33 

Wide Stiles and Rails 4 

Wood Grilles 37 

Wood Louvres . 37 
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Veneered Door 
Guarantee 

Veneered doors produced by members of the 
NATIONAL DOOR MANUFACTURERS 
ASSN. are guaranteed by the manufacturer to 
be of good material and workmanship, free 
from defects which render them unserviceable 
or unfit for the use for which they are intended. 
Natural variations in the color or texture of 
the wood are not to be considered as defects. 

Veneered doors must be accorded reasonable 
treatment by the purchaser, and must not be 
stored in damp warehouses or placed in moist 
or freshly plastered buildings, or subjected to 
abnormal heat or dryness, as manufacturer will 
not assume responsibility for defects resulting 
from these causes. Top and bottom edges of 
all doors must be thoroughly painted or var- 
nished to prevent absorption of moisture. 

Doors must be inspected upon arrival and all 
claims or complaints must be filed before 
painters finish is applied. 

The manufacturer agrees to repair or replace 
in the white, without charge, any door found 
to be defective whithin the meaning of this 
guarantee. 

Do not repair or replace any goods without 
first obtaining the consent of the manufacturer. 
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Table of Square Feet 

Showing 

Actual Number of Square Feet, Surface Measure of Door 

Decimal Basis 



Height of Door 
6-8 6-10 7-0 



7-6 



8-0 



8-6 



Width 

of Door 6-0 6-4 6-6 

1-8 10.0 10.6 10.8 11.1 11.4 11.7 12.5 13.3 14.2 

1-10 11.0 11.6 11.9 12.2 12.5 12.8 13.8 14.7 15.6 

2-0 12.0 12.7 13.0 13.3 13.7 14.0 15.0 16.0 17.0 

2- 2 13.0 13.7 14.1 14.4 14.8 15.2 16.3 17.3 18.4 

2-4 14.0 14.8 15.2 15.6 15.9 16.3 17.5 18.7 19.8 

2- 6 15.0 15.8 16.3 16.7 17.1 17.5 18.8 20.0 21.3 

2-8 16.0 16.9 17.3 17.8 18.2 18.7 20.0 21.3 22.7 

2-10 17.0 17.9 18.4 18.9 19.4 19.8 21.3 22.7 24.1 

3-0 18.0 19.0 19.5 20.0 20.5 21.0 22.5 24.0 25.5 

3-2 19.0 20.1 20.6 21.1 21.6 22.2 23.8 25.3 26.9 

3- 4 20.0 21.1 21.7 22.2 22.8 23.3 25.0 26.7 28.3 

3- 6 21.0 22.2 22.8 23.3 23.9 24.5 26.3 28.0 29.8 

3- 8 22.0 23.2 23.8 24.4 25.1 25.7 27.5 29.3 31.2 

3-10 23.0 24.3 24.9 25.6 26.2 26.8 28.8 30.7 32.6 

4-0 24.0 25.3 26.0 26.7 27.3 28.0 30.0 32.0 34.0 

4-2 25.0 26.4 27.1 27.8 28.5 29.2 31.3 33.3 35.4 

4- 4 26.0 27.5 28.2 28.9 29.6 30.3 32.5 34.7 36.8 

4-6 27.0 28.5 29.3 30.0 30.8 31.5 33.8 36.0 38.3 

4-8 28.0 29.6 30.3 31.1 31.9 32.7 35.0 37.3 39.7 

4-10 29.0 30.6 31.4 32.2 33.0 33.8 36.3 38.7 41.1 

5-0 30.0 31.7 32.5 33.3 34.2 35.0 37.5 40.0 42.5 

5-2 31.0 32.7 33.6 34.4 35.3 36.2 38.8 41.3 43.9 

5- 4 32.0 33.8 34.7 35.6 36.4 37.3 40.0 42.7 45.3 

5-6 33.0 34.8 35.8 36.7 37.6 38.5 41.3 44.0 46.8 

5-8 34.0 35.9 36.8 37.8 38.7 39.7 42.5 45.3 48.2 

5-10 35.0 37.0 37.9 38.9 39.9 40.8 43.8 46.7 49.6 

6- 36.0 38.0 39.0 40.0 41.0 42.0 45.0 48.0 51.0 
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Veneered Door Base List 
Panel Doors and Panel Sash Doors 

StUes and Top Rails not over 4 J^" — Bottom Rail not over 95^" — Both overall 
sizes. Veneers Standard J/^" faces, sawn or rotary-cut at factory option. 
Stock Sticking. 

lYs" Thick For Doors IW Thick See Current Discount Sheet 




1- 8x6-0 $12.80 

1-10x6-0 12.80 

2- 0x6-0 12.80 

2- 2x6-0 13.10 

2- 4x6-0 13.50 

2- 6x6-0 14.00 

2- 8x6-0 14.60 

2-10x6-0 15.30 

3- 0x6-0 16.10 

1- 8x6-4 13.00 

1-10x6-4 13.00 

2- 0x6-4 13.00 

2- 2x6-4 13.30 

2- 4x6-4 13.70 

2- 6x6-4 14.20 

2- 8x6-4 14.80 

2-10x6-4 15.50 

3- 0x6-4 16.30 

1- 8x6-6 13.10 

1-10x6-6 13.10 

2- 0x6-6. 13.10 

2- 2x6-6 13.40 

2- 4x6-6 13.80 

2- 6x6-6. . 14.30 

2- 8x6-6 14.90 

2-10x6-6 15.60 

3- 0x6-6 16.40 

1- 8x6-8 13.20 

1-10x6-8 13.20 

2- 0x6-8 13.20 

2- 2x6-8 13.50 

2- 4x6-8 13.90 

2- 6x6-8 14.40 

2- 8x6-8 15.00 

2-10x6-8 15.70 

3- 0x6-8 16.50 

3- 2x6-8 18.15 

3- 4x6-8 19.80 

1- 8x6-10 13.90 

1-10x6-10 13.90 

2- 0x6-10 13.90 



2- 2x6-10 $14.20 

2- 4x6-10 14.60 

2- 6x6-10 15.10 

2- 8x6-10 15.70 

2-10x6-10 16.40 

3- 0x6-10 17.20 

3- 2x6-10 18.90 

3- 4x6-10 20.60 

1- 8x7-0 14.40 

1-10x7-0 14.40 

2- 0x7-0 14.40 

2- 2x7-0 14.70 

2- 4x7-0 , 15.10 

2- 6x7-0 15.60 

2- 8x7-0 16.20 

2-10x7-0 16.90 

3- 0x7-0 17.70 

3- 2x7-0 19.45 

3- 4x7-0 21.20 

1- 8x7-6 17.10 

1-10x7-6 17.10 

2- 0x7-6 17.10 

2- 2x7-6 17.10 

2- 4x7-6 17.10 

2- 6x7-6 17.60 

2- 8x7-6 18.20 

2-10x7-6 18.90 

3- 0x7-6 19.70 

3- 2x7-6 21.65 

3- 4x7-6 23.60 

1- 8x8-0 19.10 

1-10x8-0 19.10 

2- 0x8-0 19.10 

2- 2x8-0 19.10 

2- 4x8-0 19.10 

2- 6x8-0 19.60 

2- 8x8-0 20.20 

2-10x8-0 20.90 

3- 0x8-0 21.70 

3- 2x8-0 23.85 

3- 4x8-0 26.00 



For smaller or intermediate sizes use next larger listed size. 

For larger than listed sizes and up to S'O^xlO'O" add to the foregoing base list: 

For each additional 2" in width, add to above list per door $2.25. 

For each additional 6" in height, add to above list per door $2.50. 

For larger sizes see Rule 1, page 202. 



Page 196 



^ 



=( STANDARD LISTS 1936 >= 



a*- 



Veneered Casement Door Base List 

For 

1 Light Doors, Blank Rim Doors and French Doors 

Stiles and Top Rails not over 4^^" — Bottom Rail not over 9Ji* — Both Overall 
sizes. Veneers Standard 3^" faces, sawn or rotary-cut at factory option* 
Stock Sticking. 

No Glass Beads included 

1%" Thick For Doors IM' Thick See Current Discount Sheet 



1- 8x6-0 


... $ 9.65 


1- 8x6-8 


. . . $ 9.90 


2- 4x7-0 


... $11.05 


1-10x6-0 


. . . 9.65 


1-10x6-8 


. . . 9.90 


2- 6x7-0 


. . . 11.20 


2- 0x6-0 


. 9.65 


2- 0x6-8 


. . . 9.90 


2- 8x7-0 


. . . 11.35 


2- 2x6-0 


. . . 9.80 


2- 2x6-8 


. . . 10.05 


2-10x7-0 


. . . 11.55 


2- 4x6-0 


. . . 9.95 


2- 4x6-8 


. . . 10.20 


3- 0x7-0 


. . . 11.75 


2- 6x6-0 


. . . 10.10 


2- 6x6-8 


. . . 10.35 


3- 2x7-0 


. . . 12.15 


2- 8x6-0 


, . . 10.25 


2- 8x6-8 


. . . 10.50 


3- 4x7-0 


. . 12.55 


2-10x6-0 


. . 10.45 


2-10x6-8 


. . . 10.70 






3- 0x6-0. ... 


. . 10.65 


3- 0x6-8 


. . 10.90 


' 








3- 2x6-8 


. . . 11.30 


2- 0x7-6 


. . . 12.15 


1- 8x6-4 


. . 9.75 


3- 4x6-8 


. . . 11.70 


2- 2x7-6 


. . . 12.30 


1-10x6-4 


. . . 9.75 






2- 4x7-6 


. . . 12.45 


2- 0x6-4 

2- 2x6-4 

2- 4x6-4 

2- 6x6-4 

2- 8x6-4. ... 


. . . 9.75 
... 9.90 
. . . 10.05 
. . . 10.20 
. . . 10.35 


1- 8x6-10... 
1-10x6-10... 

2- 0x6-10 

2- 2x6-10. ... 
2- 4x6-10.... 

2- 6x6-10 

2- 8x6-10.... 


. . . 10.40 
. . . 10.40 
. . . 10.40 
. . . 10.55 
. . . 10.70 
. . . 10.85 
. . . 11.00 


2- 6x7-6 

2- 8x7-6 

2-10x7-6 

3- 0x7-6 

3- 2x7-6 


. . . 12.60 
. . 12.75 
. . . 12.95 
. . . 13.15 
. . . 13.55 


2-10x6-4. ... 
3- 0x6-4 


. . . 10.55 
. . 10.75 


3- 4x7-6 


. . . 13.95 


1- 8x6-6. ... 


. . . 9.80 


2-10x6-10... 


, . , 11.20 


2- 0x8-0 


. . . 13.55 


1-10x6-6. ... 


. . . 9.80 


3- 0x6-10... 


. . . 11.40 


2- 2x8-0 .... 


. . . 13.70 


2- 0x6-6. ... 


. . . 9.80 


3- 2x6-10 


. . . 11.80 


2- 4x8-0. ... 


. . . 13.85 


2- 2x6-6. ... 


. . . 9.95 


3- 4x6-10 .... 


. . . 12.20 


2- 6x8-0 


. . . 14.00 


2- 4x6-6. ... 


. . . 10.10 






2- 8x8-0. ... 


. . . 14.15 


2- 6x6-6. ... 


. . . 10.25 


1- 8x7-0 


. . . 10.75 


2-10x8-0. ... 


. . . 14.35 


2- 8x6-6. ... 


. . 10.40 


1-10x7-0 


. . . 10.75 


3- 0x8-0... 


. . . 14.55 


2-10x6-6. ... 


. . 10.60 


2- 0x7-0 


. . . 10.75 


3- 2x8-0 


. . . 14.95 


3- 0x6-6 ... 


. . . 10.80 


2- 2x7-0 


. . . 10.90 


3- 4x8-0 .... 


. . . 15.35 



For smaller or intermediate sizes use next larger listed size. 

For larger than listed sizes and up to S'O'xlO'O" add to the foregoing base list: 

For each additional 2" in width, add to above Kst per door $1.50. 

For each additional 6" in height, add to above hst per door $1.75. 

For larger sizes see Rule 1, page 202. 



Side Light Base List — (1-Lt. Design) 

2W StUes; ^W Top Rail and 9%" Bottom RaO, Overall, with Beads 

iVs" Thick 



Width I'O' 1'2' V4,' 


1'6' 


1'8' 


I'lO" 


2'0' 


6' 8" in height $ 9.60 $ 9.60 $ 9.60 

610'' in height 10.10 10.10 10.10 

7' 0'' in height 10.45 10.45 10.45 

7' 6' in height 11.85 11.85 11.85 


$ 9.60 
10.10 
10.45 
11.85 


$ 9.90 
10.40 
10.75 
12.15 


$ 9.90 
10.40 
10.75 
12.15 


$ 9.90 
10.40 
10.75 
12.15 


For wider Bottom Rail see Rule 4, page 202. 

For other designs add list extras as shown on page 201, 
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Typical Panel Door Designs 

See Design Extras Page 199 




D 



F 






G 



H 





M 



N 






U 



w 



Panels when made of rotary -cut Birch, Brown Ash, Calico Ash or 
Gum, permit up to 25% spliced panel faces distributed at random. 
When made of rotary-cut Oak or of sawn veneer in any wood, panels 
are not limited as to splicing. Panels may be rotary-cut or of sawn stock 
at the manufacturer's option. 
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Panel Door Layout and Design Extras 
For Tj^ical Panel Doors 

NET EXTRAS as shown below are for design only, as illustrated on page 198, 
with standard layout. Extras for wide Stiles and Rails, etc., to be added as shown 
on page 202. 



DESIGN 



LAYOUT* 



Specified Dimen- 
sions are Overall 
except for Insert 
Types which are 
face measure, and 
None Over 



Stile 
Width 



Bottom 
Rail 
Width 



Uns. 
Birch, 

Uns. 
Gum, 

Cal. 

Ash 



Red 
Gum, 
R. or 

Wh. 
Birch, 

Yel. 

Pine, 

R. Oak. 

Wh. 

Oak, 
Brown 

Ash 



Qtr. R. 

Oak, 

Qtr. 
White 

Oak, 
Otr. R. 

Gum, 

Phil. 

Hdwds., 

Cypress, 

Chest. 



Afr. 

Mhgy., 

Mex. 

Mhgy., 

Am. 
Walnut, 

Red 
Cedar 



^ 


One Panel 


414 


9M 
12 
12 


$0.80 


$1.30 


$1.40 


$1.70 


\ 


One Panel 


4Vs 


.90 
1.00 


1.40 
1.50 


1.55 
1.70 


1.85 


A 


One Panel . . . 


2.00 


B 


2 Regular Panel . . . 


4K 


9M 


.50 


.80 


1.00 


1.30 


C 


2 Equal Panel 


4Ji 


9M 


.70 


1.00 


1.20 


1.50 


D 


3 Equal Panel 


4Ji 


9H 


.90 


1.20 


1.40 


1.70 


E 


4 Cross Panel 


'iVs 


9H 


1.30 


1.40 


1.60 


2.00 


F 


5 Cross Panel ..... 


4% 


Wa 


1.10 


1.40 


1.60 


2.00 


G 


2 Vertical Panel. . . 


4K 


9H or 12 


1.30 


1.70 


2.00 


2.50 


H 


3 Vertical Panel. . . 


*Vs 


9H or 12 


1.90 


2.30 


2.60 


3.20 


I 


4 Regular Panel . . . 


4K 


9H 


1.50 


1.90 


2.30 


2.80 


J 


4 Colonial Panel . . 


4K 


9U or 12 


1.60 


2.00 


2.50 


3.00 


K 


5 Regular Panel . . . 


4K 


9% 


1.80 


2.20 


2.80 


3.40 


L 


6 Colonial Panel . . 


4Ji 


9M 


2.20 


2.60 


3.20 


3.80 


M 


8 Colonial Panel . . 


4Vs 


9M 


2.60 


3.00 


3.60 


4.20 


N 


10 Panel 


1% 


9% 


3.00 


3.40 


4.20 


4.90 


O 


15 Panel 


*Vs 


9H 


4.00 


4.40 


5.20 


6.20 


P 


2 Reverse Panel . . . 


^% 


9U or 12 


.70 


1.00 


1.20 


1.50 


Q 


3 Panel Craft 


4K 


9% or 12 


1.30 


1.70 


2.00 


2.50 


R 


4 Panel Craft 


m 


9K or 12 


1.70 


2.20 


2.80 


3.40 


S 


One Panel — Insert. 


4M 


9K 


1.00 


1.50 


1.70 


2.00 


T 


2 Panel — Insert. . . . 


4M 


9H 


1.50 


2.00 


2.20 


2.60 


U 


3 Panel — Insert . . . 


4M 


9% 


1.70 


2.20 


2.40 


2.90 


V 


2 Panel — Insert . . . 


4M 


9% 


1.50 


2.00 


2.70 


3.30 


w 


3 Panel — Insert . . . 


4M 


9H 


2.00 


2.50 


3,20 


3.80 


For Full 1^ thick Frame 


in Insert Frame Doors 










add list in addition to 


extras S to 


W, incl... 


.60 


.70 


.90 


.20 



*Note: The foregoing layout dimensions are maximum and range from 4^*^ to 
4J^* on the narrow layout, and 55^" to 5H" on the wider stiles, with the Top and 
Bottom Rails varying in about the same proportion. 
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Typical Sash Door and Sidelight Designs 

See Design Extras on Page 201 




A-A B-B C-C D-D E-E F-F G-G 




H-H I-I J-J K-K L-L M-M N-N 




O-O P-P Q-Q R-R S-S T-T U-U 





V-V 



W-W 



X-X Y-Y 



Z-Z 



Panels when made of rotary -cut Birch, Brown Ash. Calico Ash or 
Gum, permit up to 25% spliced panel faces distributed at random. 
When made of rotary -cut Oak or of sawn veneer in any wood, panels 
are not limited as to splicing. Panels may he rotary -cut or of sawn stock 
at the manufacturer's option 
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Sash Door Layouts and Design Extras 
For Typical Sash Doors 

NET EXTRAS as shown below are for design only, Beads one side included, as 
illustrated on page 200, with Standard Layout. 

Extras for Wide Stiles, Divided Lights, etc., to be added for as shown on pages 
202 and 205. 



DESIGN 



NOTE: These Extras include 
Beads one side. If Divided 
Lights are added, deduct 
Beads per Rule 9, then add Di> 
Tided Light Extras per Rule 8. 



LAYOUT* 



Specified Dimen- 
sions arc Overall 
except for Insert 
Types which are 
face measure, and 
None Over 



Stile 
Width 



Bottom 

Rail 
Width 



Una. 
Birch, 

Uns. 
Gum, 

Cal. 

Ash 



Red 
Gum, 
Red or 

Wh. 

Birch, 

Yellow 

Pine, 

R. Oak, 

Pi. Wh. 

Oak, 

Brown 

Ash 



Qtr. R. 

Oak, 

Qtr. 
White 

Oak, 
Qtr. R. 

Gum, 

Phil. 

Hdwds., 

Cypress, 

Chest. 



African 
Mhgy., 

Mex. 

Mhgy., 

Amer. 

Walnut, 

Red 

Cedar 



A-A 


OneLt.t (See Note).. 


Ws 


9H 


$0.50 1 


$0.50t 


$0.50 1 


$0.70 1 


B-B 


1 Pan. & 1 Lt 


w% 


9H 


.10 


.20 


.30 


.40 


C-C 


IPan. &lLt 


4K 


m 


.50 


.80 


.90 


1.10 


D-D 


2 Pan. & 1 Lt. 


4K 


9Ji 


.90 


1.10 


1.30 


1.50 


E-E 


2XPan. &lLt 


4K 


9?i 


.60 


.70 


.90 


1.10 


F-F 


3 X Pan. & 1 Lt 


m 


9H 


.80 


.90 


1.10 


1.30 


G-G 


2 Pan. & 1 Lt 


m 


9M 


.80 


1.00 


1.20 


1.40 


H-H 


2 Long Lights 


Ws 


9H 


1.10 


1.20 


1.40 


1.60 


I-I 


3 Long Lights 


m 


9H 


2.40 


2.50 


3.20 


3.50 


J-J 


2 Ver. Pan. & 1 Lt. 


Ws 


9% 


.90 


1.10 


1.30 


1.50 


K-K 


3 Reg. Pan. & 1 Lt.. 


^Vs 


9% 


1.40 


1.60 


1.90 


2.20 


L-L 


4 Col. Pan. & 1 Lt. . 


m 


9M 


2.20 


2.50 


2.90 


3.40 


M-M 


4Col. Pan. &lLt.. 


^Vb 


9M 


1.60 


1.80 


2.10 


2.40 


N-N 


6 Pan. & 1 Lt 


4K 


9% 


3.00 


3.20 


3.80 


4.30 


O-O 


1 Pan. & 1 Lt. Craft. 


^H 


9H or 12 


.80 


1.00 


1.20 


1.40 


P-P 


2 Pan. & 1 Lt. Craft. 


m 


9Ji or 12 


1.40 


1.70 


2.00 


2.30 


Q-Q 


3 Pan. & 1 Lt. Craft. 


m 


9H or 12 


1.80 


2.20 


2.60 


3.00 


R-R 


1 Light— Insert 


^H 


9H 


.70 


.90 


1.10 


1.30 


S-S 


1 Pan, & 1 Lt. Insert 


4^ 


9H 


1.50 


2.00 


2.40 


2.80 


T-T 


2 Pan. & 1 Lt. Insert 


4K 


9H 


1.90 


2.30 


2.70 


3.20 


U-U 


1 Ins. Pan. & 1 Lt.. . 


4^ 


9H 


.80 


1.00 


1.20 


1.40 


V-V 


i2 Pan. & 1 Lt.\ 
\lns. Bot. Pan./ 


4M 


9M 


1.80 


2.10 


2.50 


3.00 


W-W 


2 Long Lights Insert 


4M 


934 


1.60 


1.80 


2.10 


2.50 


For full 1" thick frame in Insert Frame Doors 










add list in addition to extras R 


-R to 


W-W, incl. 


.60 


.70 


.90 


1.20 



*Note: The foregoing layout dimensions are maximum, ranging from 4^^ to 4J^'' 
for the Stiles with the Top and Bottom Rails varying in about the same proportion. 
tNote: For one light sash doors, "A-A," use Casement Door Base List. For all other 
designs indicated use Panel Door Base Lists. 

For Typical Side Lights 

Following Net Extras to Apply over Side Light List Shown on page 197 



x-x 


1 Long Lt., No Pan.. 


W2 


9^ 


Y-Y 
Z-Z 


1 Long Lt. & 1 Pan.. 
1 Lt. &1 Long Pan. 


2H 
2H 


9% 
9% 
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No 


No 


No 


Extra 


Extra 


Extra 


Extra 


$0.80 


$0.90 


$1.20 


$1.50 


1.40 


1.60 


2.00 


2.70 



m 
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General Veneered Door Net Extras 

The following NET EXTRAS apply to Panel Doors, Sash Doors and Side Lights 
and are to be added to the Base Price and Typical Design Extras as shown on the 
preceding pages. 



Rule 1 Doors Oversize 

Use base list extras as shown on Panel and Casement door lists (pages 196 and 197) 
Plus the following net extras for doors over 5'0" wide and lO'O" high: 

Over 5'0" wide I 5^00 

Over lO'O" high 10.00 

Rule 2 Doors Over 1^'' Thick 

For each M" or fraction thereof, add to the 1 ^" Veneered Door Basis, per door: 

African Mahogany, American Walnut and Mexican Mahogany $1.00 

PhiHppine Hardwood, Q. S. White Oak and Plain White Oak ,60 

Other Native Woods ,5q 

On Insert Frame Doors (Panels standard thickness), add to the foregoing 
l>asis 50% 

Rule 3 Two Kinds of Wood 

Figure the average price of both woods; add the design extra for the more 
expensive wood and then add, per door: 

If Insert Frame Type $2.00 

For other designs 50 

Rule 4 Wide Stiles and Rails 

For Stiles and Rails wider than Standard Layout, add net per door: 



WIDTH 



Stiles & Top Rail Over 4 J^" to 5}^". 
Stiles & Top Rail Over SJ4" to 6^ 
Stiles & Top Rail Over 6" to 6 J^" . . , 

Bottom Rail— Over 9^" to 12" 

Bottom Rail— Over 12'' to 14" 

Bottom Rail— Over 14" to 16" 

Bottom Rail— Over 16" to 18 J^" 



Uns. Birch, 

Une. Gum, 

R. Gum, 

R. Oak, Wh. 

Oak, Br. Ash 

Cal. Ash, 

Yel. Pine, 

Red or Wh. 

Birch 



Chestnut , 
Cypress, 

Phil. 
Hdwd., 

Qtr, Oak, 
Qtr. Fir. 

Red Gum 



Afric^an 
Mhgy., 

Am. Wal. 

Mexican 
Mhgy. 



10.20 


$0.30 


$0.40 


.40 


.60 


.70 


.60 


.90 


1.00 


.20 


.30 


.40 


.30 


•50 


.60 


.40 


.70 


.80 


.50 


.90 


1.00 



Bottom Rail— Over 18J^" Add for each add. 2" 



.10 



.20 



.30 



Note: For Stiles and Rails narrower than 4>g" — No Reduction in price. 

Note: In pricing Sidelights with wider bottom rails than standard use 60% of 
foregoing extras. 



Page 



•f>IE 



=( STANDARD LISTS 1936}= 



Rule 5 Special Solid Sticking 

For Square sticking (requiring full width veneers), add per door: 

American Walnut, African or Mexican Mahogany $ 0.40 

All other Native Woods 20 

For other designs, all Woods, if other than C & B, B & C, Bead, Ovolo, QR, 
PG, or OG: 

If not over J^" wide, of practical machining design, add per door ,20 

Minimum Charge on any one order. 5.00 

Maximum Charge on any one order 10.00 

For new Special Knives, add for knives, in addition to foregoing, minimum 20.00 

For any design, if Sticking is over J^*' up to and including ^" wide, add to the 
foregoing, per door: 

American Walnut, African or Mexican Mahogany ,30 

All other Native Woods 20 

For different Sticking at glass than at panel, add per door 2.00 

Rule 6 Mirror Doors 

For preparing for Sunken Mirror, in addition to regular design extra, add per door: 



DESIGN 



Uns. 
Birch, 
Un8. 
Cum, 
Cal. Ash, 
Yel. Pine 



R. Gum, 
R. Oak, 
Wh. Oak, 
Br. Ash, 
Red or 
Wh. Birch 



All 
Other 
Native 
Woods 



Phil. 

Hdwds., 
Qtr. Oak, 
Chestnut , 

Cypress 



African 
Mhgy., 

Am. Wal. 

Mexican 
Mhgy., 

R. Cedar 



Insert Fraine Design . $1.00 

One Panel .50 

2 Regular Panel Design 1.20 

2 Vertical Panel Design 1.60 

3 and 4 Panel Design 2.00 

5 and 6 Panel Design 2.40 

8 Panel Design 3.20 



SI .00 


$1.40 


$1.40 


$2.60 


.50 


.60 


.60 


.80 


1.20 


1.40 


1.40 


1.60 


1.60 


1.80 


1.80 


2.00 


2.00 


2.20 


2.20 


2.40 


2.40 


2.60 


2.60 


2.80 


3.20 


3.40 


3.40 


3.60 



*Planted on face, all designs 
*If Shipped loose, deduct. . 


1.50 
.50 


1.50 
.50 


1.70 
.50 


1.70 
.50 


2.20 
.50 


Lights planted on 1/S Panel 
Doors per Light. 


.40 


.40 


.50 


.50 


.60 


Panel Mirror Back in Div, 
Lt. Doors, add to Div. Lt. 
Basis, per Light 


.20 


.20 


.30 


.30 


.40 



Rule 7 Doors Paneled Differently Two Sides 

All Woods (Same Framing both sides) 
Add to the Basic Price of a Two-panel door: 

If One-Panel 1/S, Two-Panel 1/S . $3.00 

If One-Panel 1/S, Two-vertical Panel 1/S 3.50 

If One-Panel 1/S, 5 Cross Panel 1/S 4.00 

If Two-Panel 1/S, 5 Cross Panel 1/S 5.00 

If more than 5 cross panel 1/S, add per panel to the two foregoing prices .... 1,00 

If 6 Panel 1/S, 8 Panel 1/S 7.00 

For each additional panel over 6 or 8 panels on either side add, per door. . 1.00 

If Insert Frame Door 1/S, One-Panel 1/S 6.00 

If Different Framing both sides, add to the foregoing, pe- door 2.50 

If Flush 1/S, One-Panel 1/S, add to the current Flush Door basis. 7.00 

For each additional panel on 1 /S of Flush Door add to foregoing basis, per door 1.00 



Flush Dfr 

Lists and 

Extras 
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Divided Lights 

See Divided Light Extras, page 205 



z!K 



5 
D 



^t^ 



9 
D 



13 



17 



BARS 




21 



B 



6 
D 



D 



14 



^ ^ 



18 




22 






H A 

e: 




3 
A 



T I I T J I I I [ bars 



7 
B 



1^ 




15 




19 



AJ 



M. 



^ 



23 



4 
D 



8 

D 




12 




16 




20 



AJ 



/:PIK 



S 



24 



25 



"'^J^^^K 


] 


I 








^ 


^ 


^^-'^^l 






^ 


^ ^ 




-^ ' 


A^^ 






s ^^ 
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Rules 



Divided Lights 

(See Designs, page 204) 



With Glass Beads I/S, for doors not orer 
IH' thick, apply Rule 9 Bead Deductions, 
thf^jL add net extra per light: (Bars not 
OTer IH' orerall or >4' between slass.) 



Uns. Birch, 
Uns. Gum, 
R.Gum,R. 

Oak, Br. Ash, 
Cal. Ash, 

PI. Wh. Oak, 

Yel. Pine, R. 

or Wh. Birch 



All 
Other 
Native 
Woods 



Phil. Hdwd., 
Qtr.Wh.Oak 

Qtr. & Sel. 
Fig.R.Gum, 

Chestnut, 
Cypress 



Af . Ma- 
hogany, 
Mex.Ma- 
hogany. 

Am. 
Walnut, 
R. Cedar 



(A) Rectangular Its. up to 16' high 

Rectangular Its. 17' to 30' high 

Rectangular Its. 31' to 50' high. 

Rectangular Its. over 50' high 

(B) Rec. Marginal Its. add per It. to the Rec- 
tangular Basis (A) 

Inside Its. priced same as (A) 

(C) Irreg. arrangement of Rect. Its. (where 
Marginal basis does not apply), add to the 
regular Rectangular basis per light .... 

(D) Diamond, Triangular or Irreg. shaped Its. 
if formed by straight bars, add net per It. 

(E) Diamond shaped Its., entirely suspended 
by bars and mts., per light (Surround- 
ing lights on Rectangular Basis) ....... 

(F) Circular or Oval Its., entirely suspended 
by bars and mts., per light 

(Fl) If Oval or Circular light is not suspended, 
add per light . 

(G) Serpentine Its., add per full length bar to 
the basic divided light price 

(H) Full Half Circle its., add per It 

(I) Segment Lights, add per light 

(J) Rect. Lts., Bordering on curved or Irreg. 

Top Doors, add to basic price per light . . 

For Doors Veneered **Two Woods," use aver. 

light price of both woods and add per light 
For divided lights in doors over IM'* add for 

each H' or fraction in thickness to the Rect. 

or curved It. basis, per light 

If lights are furnished for putty, without 

Beads, deduct from the Rect. light basis, 

per light . 

If Beads "Two Sides," add to the Rect. light 

basis, per light 

If Beads 2/S, (Diamond Lights), add to 

Diamond It. basis, per light 

For lights with ''Sunken Bars,*' add to the 

basic price, per light 

For lights with "Bars Coped to Nailed in 

Moulding," add to basic price per It. (and if 

"Sunken Face," add also the "Sunken 

Bar" extra) 

For Bars wider than Standard 15^', add for 

each additional J^, or fraction thereof in 

width, per light , 

*Ins«rted Sash with beads one side, add ..... 



$0.28 


$0.32 


$0.34 


$0.42 


.32 


.36 


.38 


.48 


.40 


.44 


.46 


.54 


.50 


.56 


.64 


.78 



.04 



.08 

.08 
.10 
.20 
.10 

.14 

.02 
2.30 



.04 



.08 

.08 
.12 
.22 

.10 

.14 

.03 
2.30 



.04 



.10 

.08 
.12 
.22 
.10 

.14 

.04 
3.30 



.04 



.04 


.04 


.04 


.04 


.70 


.78 


.84 


.92 


3.90 


4.20 


4.20 


4.60 


3.90 


4.20 


4.20 


4.60 


12.00 


12.50 


13.00 


13.50 


3.50 
2.80 
1.40 


3.90 
3.20 
1.60 


3.90 
3.20 
1.60 


4.20 
3.50 
1.80 


.36 


.36 


.36 


.36 


.08 


.08 


.08 


.08 



.12 

.10 
.12 
.26 
.12 

.16 

.04 
4.20 



*This extra contemplates one light sash. If sash has divided lights, add regular 
divided light basis to the foregoing. 



Rule 9 Bead Deduction 

Note: Before adding divided light extras under Rule 8, deduct for beads one side, 
(already included in sash door design extras) as follows: 

Up to 25' high deduct $0.20 $0.20 $0.20 $0.30 

Over 25' to 50" high deduct .40 .40 .40 .50 

Over 50* high, deduct . .50 .50 .50 ,70 
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Rule 10 Sawed Veneers 

Por Standard J^" Sawed Veneers in place of Rotary-cut Veneers, add per door: 



NOTE: On all other woods. 
Sawed Veneers are included 
in the basic price. 



Red Oak, Uns. 

Birch, Uns. Cum, 

Red Cum, Yel. Pine 

Br. Ash, Cal. Ash 



R. & Wh. 
Birch 



Stiles & Rails only 

1 Light or 1 Panel Doors 

For each additional Rail or Munt, add . 
Panels only 



$0.70 


$1.30 


.15 


.20 


.90 


1.40 



Rule 11 Thick Veneers On Stiles & Rails — (Sawed) 

Net Extra Per Door 



NOTE: In all instant^es the 
following veneers will finish 
about tV" 1«s8 than the thick- 
ness specified. 



Uns. 

Birch, 

Uns. 

Cum, 

Red Cum, 

Red Oak, 

Brown 

Ash, 

Calico 

Ash, 

Yellow 

Pine 



White 

Oak 

(add to H' 

Sawed 

White 

Oak 
basis) 



All 

Other 
Native 
Woods 



Am. Wal., 
Mexican 
Mhgy., 
African 
Mhgy., 

Red Birch 



Ke" Before Sanding: 

1 Light or 1 Panel 

For each additional Rail, add . . 
J^" Before Sanding: 

1 Light or 1 Panel . , 

For each additional Rail, add . 
■^e" Before Sanding: 

1 Light or 1 Panel 

For each additional Rail, add , . 
5^" Before Sanding: 

1 Light or 1 Panel 

For each additional Rail, add . 
3^" Before Sanding: 

1 Light or 1 Panel 

For each additional Rail, add . 



$1.20 
.15 


$0.70 
.10 


$1.40 
.15 


$1.60 
.20 


1.40 
.15 


.80 
.10 


1.60 
.15 


1.80 
.20 


1.80 
.20 


1.10 
.15 


2.00 
.20 


2.30 
.30 


2.10 
.30 


1.30 
.20 


2.40 

.30 


2.70 

.40 


3.70 
.40 


2.40 
.30 


4.50 
.40 


5.50 
.50 



Note: White Oak extras under Rule No. 11 are to be added to the basic J^" sawed 

White Oak price. 
For Side Lights deduct from the foregoing extras . . 40% 



Rule 12 



Cross Banded Stiles & Rails 



Add per door. All Woods: 

1 Light or 1 Panel $1.00 

For each additional Rail or Munt, add . , 15 



Rule 13 



Vertical Grain Veneers on Rails 



For Vertical Grain Veneers on Cross Rails, either for 1 Panel or 1 Light Rim 

or Sash Doors, and in any wood, add per door . $0.50 



II 
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Rule 14 Two or Three Ply Doors— (Not Splined) 

(Solid Stock Not Cored Up) 

If IM* or 2 Ji* thick, add to the Veneered Door Basis of same design and thickness, 

per door: 

Unselected Gum . $ 5.00 

Red and White Oak 6.00 

(If White Oak, add to the Sawed White Oak Basis.) 

Unselected Birch, Red Gum and Brown Ash. . 7,50 

Phihppine Hardwood, Qtr. Oak and Qtr. Fig. Gum . 8.00 

Red or White Birch 9.00 

African Mahogany 11.00 

American Walnut and Mexican Mahogany 12.00 

If Two Ply Doors are sphned (2 spHnes to a stile), add extra per door. .... 1.50 

Rule 15 Glued, Screwed and Plugged 

Add to the foregoing hasis, for all woods, per door $8.50 

Rule 16 For Chamfering Stiles & Rails 

Ordinary Machine Chamfer, One Side, add per cut $0.06 

Stop Chamfering, One Side, add per cut ,12 

Rule 17 Diagonal Cross Pieces or Braces 



Una. Birch, 
Una. Gum, 
R. Gum, 
White Oak, 
Red Oak, Br. 
Ash, Cal. Ash, 
Yellow Pine 



All 

Other 
Native 
Woods 



African 
Mahogany, 

American 
Walnut, 
Mexican 

Mahogany 



For 1 Diagonal Cross Piece, planted on 
face of panel 1/S, per Sketch 1, 
below, add per door 

2/S, per Sketch 1 

For 2 Diagonal Cross Pieces, planted 

on face on panel 1/S, per Sketch 2, 

below, add per door 

2/S, per Sketch 2, 



$2.00 


$2.30 


$3.00 


3.50 


3.80 


4.50 


4.00 


4.60 


6.00 


7.00 


7.60 


9.00 





NOTE: If triangular panels in cross braced door are raised panels, add for cross 
braces, then add the raised panel extra per rule 28 for same thickness of panel, 
then add 50 cents net per panel. 

If chamfered see Rule 16. 



Rule la 



Lock Blocks 



For lock blocks planted on face of door, add per side, all woods, if solid stuck $1.50 
For lock blocks planted on face of door, add per side, all woods, if moulded . 2.20 
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Rule 19 

Moulding Extras on Panel Doors or Sash Doors 

(With Moulding Around Both Panel 

and Glass Opening) 

For Fillet around Glass Opening, add per door , $0.30 

For Fillet around Panels, No Extra. 

Beads around Glass Opening are included in Design Extra. 

For Raised Moulding 1/S, Flush Moulding 1/S, use Average of both extras. 

Flush Mouldings 

The following extras apply to Glass Opening or Panels, Moulded Two Sides. 
Not Over M^'xlM"' Wide, Two Sides, add net per door: 



DESIGN 



Una. 
Birch, 
Una. 
Gum, 
Cal. Ash 



R. Cum, R. 
Oak, Wh 

Oak, Br. 

Aah, Yel. 

Pine, Red 

or Wh. 
Birch 



AU 
Other 
Native 
Woods 



Chestnut, 
Cypress, 

Phil. 

Hdwd., 

tr. Oak, 

itr. Fig. 

Gum 



S? 



African 

Mahogany, 

Am. Wal., 

Mexican 

Mahogany, 

Red 

Cedar 



If Mld'd 
1/S, Sol. 

Stuck 1/S 
Deduct^ 

AU Woods 



1 Panel $1.80 

2 Regular Panel . 2.30 
2 Vertical Panel . 2.60 
a Panel. 2.80 

4 Panel 3.20 

5 Panel 3.60 

6 Panel 4.50 

8 Panel 5.00 



$2.10 


$2.30 


$2.30 


$2.60 


$0.40 


2.60 


3.00 


3.00 


3.40 


.60 


3.00 


3.30 


3.30 


3.90 


.60 


3.20 


3.60 


3.60 


4.10 


.70 


3.60 


4.00 


4.00 


4.70 


.70 


4.10 


4.60 


4.60 


5.20 


.80 


5.10 


5.50 


5.50 


6.30 


.90 


5.70 


6.20 


6.20 


7.20 


1.00 



For Flusii Moulding Wider or narrower than IJ^", add to or deduct from the fore- 
going for each 3^*^ or fraction thereof: 



I, 2, or 3 Panel. . . $0.10 
4 or more Panels . .20 



$0.10 


$0.10 


$0.10 


$0.16 


.20 


.20 


.20 


.30 



For Flush Moulding Over J^" thick and up to 1 3^ "^ thick, add to the foregoing . 15% 
For Flush Moulding Over 1}^' thick and up to IH" thick, add to J^' thickness 25% 

For Glueing Moulding, add to the foregoing prices, per door: 

1 and 2 Panel $0.50 

3, 4 and 5 Panel .00 

6 and 8 Panel 1,20 

For Special Mouldings requiring special knives, add for knives and set-up, 

limum 10.00 



Rule 20 Hip Raised Moulding 

Use Flush Moulding basis for same design and size of mould, and add per door 



.20 
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Rule 21 Moulding Extras on Sash Doors 

(With Solid Sticking at Glass Opening and 
Moulding Around Panel Two Sides) 

Add following extras, per door, for Moulding around panels only. 
For Designs see page 200. 

Beads for glass 1/S are already included in Design Extra. 
For Fillet around Panels, No Extra. 

For Raised Moulding 1/S, Flush Moulding 1/S, use average of both extras. 
In pricing this type of door, the price should be based on Overall Stile and Rail 
dimensions at the Solid Sticking. 

Flush Mouldings 

Not over ^^xl}^" wide. Two Sides, add net per door: 



DESIGN 

For Dosigns Se« pate 200 



Una. 
Birch, 
Una, 
Cum, 
Cal. Ash 



R. Gum, 
R. Oak, 
Wh. Oak, 
Br. Aiih, 
Yel. Pine, 
R. or Wh. 
Birch 



All 
Other 
Native 
Woods 



Chestnut, 
Cypress, 

Phil. 

Hdwds., 

"tr. Oak, 

tr. Fig. 

Gum 



t 



A&ican 
Mhgy., 

Am. Wal. 

Mexican 

R. Cedar 



1 Pan. & 1 Lt. Des. B-B, C-C 

andO-O $1.80 

2 Pan. & 1 Lt. Des. D-D, E-E 
G-G, J-J 

3 Pan. & 1 Lt. Des. F-F and 
K-K 

4 Pan. & 1 Lt. Des. L-L and 
M-M 

6 Pan. & 1 Lt. Des. N-N. . . . 

2 Ver. Pan. & 1 Lt. Des. P-P 

3 Ver. Pan. & 1 Lt. Des. Q-Q 



SI .80 


12.10 


$2.30 


$2.30 


$2.60 


2.60 


3.00 


3.40 


3.40 


3.90 


3.00 


3.40 


3.80 


3.80 


4.50 


3.70 


4.30 


4.70 


4.70 


5.50 


4.50 


5.20 


5.90 


5.90 


6.80 


2.90 


3.30 


3.70 


3.70 


4.30 


3.30 


3.80 


4.30 


4.30 


4.90 



For Flush Moulding wider or narrower than 1 J^' add to or deduct from the foregoing 
for each 3^' or fraction thereof: 



1, 2, or 3 PaneL . . 
4 or more Panels. 



$0.10 

.20 



$0.10 
.20 



$0.10 
.20 



$0.10 
.20 



$0.16 
.30 



For Flush Moulding 1/S only, deduct from the foregoing prices 40% 

For Flush Moulding over Ji' thick and up to 1 H' thick, add to the foregoing 15% 

For Flush Moulding over 13^' thick and up to 1%" thick, add to %" thickness 25% 
For Glueing Moulding around Panels in Sash Doors, add to the foregoing 
prices, per door: 

1 and 2 Panel and 1 Light $0.40 

3 and 4 Panel and 1 Light ,70 

6 Panel and 1 Light 1.10 

For Special Mouldings requiring special knives, add for knives and set-up 

minimum. 10.00 
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Rule 22 



Moulding Extras on Panel Doors or Sash Doors 

(With Moulding Around Both Panel 

and Glass Opening) 



For Fillet around Glass Opening, add per door. 

For Fillet around Panels, No Extra. 

Beads around Glass Opening are included in Design Extra. 

For Raised Molding 1/S, Flush Molding 1/S, use Average of both extras. 



$0.30 



Rabbeted Raised Mouldings 

The following extras apply to Glass Opening or Panels, Moulded Two Sides. 
Not over ^"xl^" wide. Two Sides, add net per door: 



DESIGN 



Una. 
Birch, 
Una. 
Gum, 
Cal. Ash 



R. Gum, 
R. Oak, 

Wh. Oak, 
Br. Ash, 

Yel. Pine, 
Red or 

Wh. Birch 



All 

Other 
Native 
Woods 



Chestnut, 
Cypress, 

Phil. 

Hdwd., 

Qtr. Oak, 

Qtr. Fig. 

Gum 



African 
Mhgy., 

Am. 
Walnut, 
Mexican 
Mhgy., 

Red 
Cedar 



IfMld'd 

1/S, Sol. 

Stuck 

1/S 
Deduct 

All 
Woods 



1 Panel $2.60 $3.00 $3.30 $3.30 $3.80 $0.40 

2 Regular Panel . 3.30 3.80 4.40 4.40 5.40 .60 

2 Vertical Panel. 3.70 4.30 4.80 4.80 5.70 .60 

3 Panel 4.00 4.60 5.20 5.20 5.90 .70 

4 Panel 4.60 5.20 5.80 5.80 6.80 .70 

5 Panel 5.10 5.90 6.60 6.60 7.50 .80 

6 Panel..... 6.20 7.10 7.70 7.70 8.90 .90 

8 Panel 7.10 8.10 8.90 8.90 10.40 1.00 

For Raised Moulding wider or narrower than 1 %" add to or deduct from the fore- 
going for each 3^" or fraction thereof: 

1,2 or 3 Panel $0.10 $0.10 $0.10 $0.10 $0.16 ~ 

4 or more Panels .20 .20 .20 .20 .30 

For Raised Moulding over %" thick and up to 1 }/$" thick, add to the foregoing 15% 

For Raised Moulding over l^" thick and up to 1 ^^ thick, add to Ji" thickness 25% 

For Glueing Moulding, add to the foregoing prices, per door: 

1 and 2 Panel. $0.50 

3, 4 and 5 Panel 80 

6 and 8 Panel 1.20 

For Special Mouldings requiring special knives, add for knives and set-up 

minimum 10.00 
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Rule 23 

Moulding Extras on Sash Doors 

(With Solid Sticking at Glass Opening and Moulding 
Around Panel Two Sides) 

Add following extras, per door, for Moulding around panels only. For designs see 

page 200. 
Beads for Glass 1/S are already included in Design Extra. 
For Fillet around Panels, No Extra. 

For Raised Moulding 1/S, Flush Moulding 1/S, use Average of both extras. 
In pricing this type of door, the price should be based on Overall Stile and Rail 

dimensions at the Solid Sticking. 

Rabbeted Raised Mouldings 

Not over ^^''xlJi* wide, Two Sides, add net per door: 



DESIGN 

For DesigHB See page 200 



Una. 

Birch, 

Una. 

Gum, 

Cal. Ash 



R. Gum, 




R. Oak, 




Wh. Oak, 


All 


Br. Ash, 


Other 


Yel. Pine, 


Native 


R. or 


Woods 


White 




Birch 





Chestnut, 
Cypress, 

Phil. 

Hdwds., 

Qtr. Oak, 

Otr. Fig. 

Gum 



African 
Mhgy., 

Am. 
Walnut, 
Mexican 
Mhgy., 
R. Cedar 



1 Pan. & 1 Lt. Des. B-B, C-C, 
andO-O $2.60 

2 Pan. & 1 Lt. Des. D-D, E-E, 

G-G, J-J 3.80 

3 Pan. & 1 Lt. Des. F-F and 
K-K 4.40 

4 Pan. & 1 Lt. Des. L-L and 
M-M 5.40 

6 Pan. & 1 Lt. Des. N-N 6.60 

2 Ver. Pan. & 1 Lt. Des. P-P 4.20 

3 Ver. Pan. 1 Lt. Des. Q-Q . . 4.80 



$3.00 


$3.30 


$3.30 


$3.80 


4.40 


5.00 


5.00 


5.70 


5.00 


5.60 


5.60 


6.60 


6.30 


6.90 


6.90 


8.10 


7.70 


8.70 


8.70 


10.10 


4.80 


5.40 


5.40 


6.30 


5.60 


6.30 


6.30 


7.20 



For Raised Moulding wider or narrower than 1 J^", add to or deduct from the fore- 
going for each 3^" or fraction thereof: 



1, 2, or 3 Panel $0.10 

4 or more Panels .20 



$0.10 


$0.10 


$0.10 


$0.16 


.20 


.20 


.20 


.30 



For Raised Moulding on 1/S only, deduct from the foregoing prices. 40% 

For Raised Moulding over %" thick and up to l}// thick, add to the foregoing 15% 

For Raised Moulding over 1 ^" thick and up to 1 ^" thick, add to %" thickness 25% 
For Glueing Moulding around Panels in Sash Doors, add to the foregoing 
prices, per door: 

1 and 2 Panel and 1 Light $0.40 

3 and 4 Panel and 1 Light 70 

6 Panel and 1 Light 1.10 

For Special Mouldings requiring special knives, add for knives and set-up, 

minimum 10.00 
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Rule 24 FiHet Extras 

For Fillet in One-Light Blank Doors, add per door 

(For Fillet in other designs, see Moulding Rules.) 



$0.30 



Rule 25 

Add per door: 



Thick Flat Panels 

(Standard face veneers) 
5 PLY 



3 PLY 



THICKNESS 



5^6 " or under. . . 
Over 5<6" to W. 
Over T^-g" to %'. 
Over %" to Vs". 
Over Vs" to W, 



Over M" add for each J^'' or fraction 
thereof 



American 

Walnut, 

Mexican 

or African 

Mahogany, 

Qtr. Oak, 

Qtr. Fig. 

Cum 



AU 
Other 
Native 
Woods 



$.30 

.60 

1.10 

1.60 



$0.60 

.80 

1.10 

1.60 

2.00 



.50 



.50 



American 

Walnut, 

Mexican or 

African 

Mahogany, 

Qtr, Oak, 

Qtr. Fig. 

Gum 



AU 
Other 
NatiTo 
Woods 



$.30 

.60 
1.20 
1.90 



$.30 

.60 

1.20 

1.90 



,50 



.50 



For Sash Doors, in which Glass Opening reduces Panel area J^ or more, use 3^ of 
the foregoing extras. 



Rule 26 



Graduated Panels 



For doors with panels of graduated height, add to the design extra for a door 

of the same number of panels, for All Woods $0.50 



Rule 27 



CeHing Panels *'V" Joint or Beaded 



For vertical panels use same extras as provided for raised panels of same 

number and thickness. See Rule 28. 
For diagonal ceiling panels add to Rule 27, as provided above 50% 
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Rule 2a Raised Panels i 

Add to the regular ^"^ Flat Panel Basis, per panel: 

RAISED PANELS NOT OVER H" THICK, Standard Bevel Raise (raise not over 
2' from edge of panel to shoulder of raise). Panel Groove not less than %' wide. 
If Panel Groove for Raised Panels is less than %' wide, thus requiring heavier face 
veneers, use IH' Raised Panel Basis. 



Apply regular Design Extra* 

(See pages 199 and 201, etc.,) 

and add LIST EXTRA per panel 



Una. 




Afr. 


Birch, 


All 


Mhgy., 


Uns. 


Other 


Am. 


Gum, 


Native 


Walnut, 


Red 


Woods 


Mex. 


Gum 




Mhgy. 



If Mitred 
Frame Con- 
struction 
Add to 
Regular 
Raised 
Panel 
Extras 



1 Panel Design — per panel (Ven.) $3.60 

2 Reg. Pan. Design — per pan. (Ven,). . . 2.10 

3 Panel Design — per panel (Ven.) 1,60 

5 or 6 Pan, Design — ^per pan. (Solid) . . . ,40 

5 or 6 Pan. Design — per pan. (Ven.) . . . .50 

For each additional panel over 6 panels 

add per panel Solid or Veneered .30 



$3.90 


$4,40 


Figure same 


2.30 


2.70 


aslJ^"RSD. 


1.70 


2,00 


Panel with 


.50 


.60 


Mitred 


.60 


.70 


Frame (See 
Below) 



.40 



.40 



RAISED PANELS OVER %' THICK, up to and including 1^% Standard Bevel 
Raise (raise not over 2" from edge of panel to shoulder of raise). Panel Groove not 
less than %' wide. 

If Panel Groove for Raised Panels is less than 14^" wide, thus requiring heavier face 
veneers, use IJi* Raised Panel Basis. 



1 Panel Design — per panel (Ven.) $5.00 

2 Reg, Pan, Design — per pan. (Ven.), . . 3,00 

3 Panel Design — per panel (Ven.) 2.00 

5 or 6 Pan. Des. per pan. (Sol, or Ven.) .80 
For each additional panel over 6 panels, 

add per panel Solid or Veneered 30 



$5.40 


$6.00 


$1.40 


3.20 


3,50 


,90 


2,10 


2.40 


.80 


.90 


1.00 


.50 



.40 



.40 



.50 



RAISED PANELS OVER IJ^*' THICK, up to and including IH% Standard Bevel 
Raise (raise not over 2" from edge of panel to shoulder of raise). 



1 Panel Design— per panel (Ven.) $7.00 $7.60 $8.50 

2 Reg. Pan. Design— per pan. (Ven.). . . 4.30 4.60 5.30 No 

3 Panel Design— per panel (Ven.) 3.00 3,30 3.80 Extra 

5 or 6 Pan. Des, per pan. (Sol. or Ven.) 1.50 1.70 1.90 Charge 
For each additional panel over 6 panels^ 

add per panel Solid or Veneered 1.00 1.10 1.30 

If Raise is wider than 2* and not over 3% add to the foregoing extras, per panel: 

1 Panel $0.40 

2 Regular Panel 30 

3, 5, or 6 Panel. .20 

For panels raised differently two sides, add 50 cents per panel over and above the 
regular raised panel price. 
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Rule 29 Clipped Corner Raised Panels (See Sketch A) 

Add per panel (4 Corners) Two Sides $1.60 

Rule 30 Blocking in Corner of Panels (See Sketch B) 

Add per panel, All Woods, Solid Stuck, Two Sides. 3.20 

If Moulded, add in addition to the foregoing price over the regular Moulded 

Extra, per panel. 1.00 

Rule 31 Offsetting Corners of Panels (See Sketch C) 
Figure widths of Stiles and Rails at widest point, and add per panel. Two 
Sides, All Woods, in addition to the regular Flush Moulded Extra, Flush 

Moulded 6,00 



o n 



Rule 32 Irregular Shaped Panels 

For small Sunken Triangle Panel at top of Gothic Doors, add extra per triangle. 

One Side 1.00 

For Rectangular Suspended Panels (Per Sketch "X" below). If Flat Panel 

and Solid Stuck, to basic price of door with equal number of panels, add . . . 12.00 
^See note. 
For Diamond Shaped Suspended Panels (Per Sketch "Y" below). If Flat 
Panel and Solid Stuck, to basic price of door with equal number of panels, 

add 16.00 

•See note. 
For Oval or Circle Shaped suspended Panels (Per Sketch "Z" below). If Flat 
Panel and Solid Stuck, to basic price of door with equal number of panels, 

add _ 16.00 

"A^Note; The extras on the foregoing three types of doors apply where the irregu- 
lar shaped Panel covers practically the full length of the door within the frame, like 
the sketches. Where such panels are inserted in either the top or bottom section of 
a door divided into a greater number of panels, deduct 35% from the three foregoing 
extras. 
For Raised Panels in foregoing three types of doors, add to the foregoing extras, in 

addition to regular Raised Panel Extras Rule 28, per door 8.00 

For Octagonal Shaped Panels. If Flat Panels and Sohd Stuck, add per panel . 4.00 

If Octagonal Raised Panels, add to the foregoing, per panel. 1.50 

If Octagonal Panels have Flush or Raised mould, add to the base mould price 

(Rules 19, 21, 22 and 23) per panel 1.50 

For Flush or Raised Moulding in foregoing three types of doors, add to the 
regular Moulding Extras for doors with equal number of panels, for Designs 

X and Y 50% 

For Design Z 100% 

For Doors with Diamond Shaped Panels (Per Sketch "ZZ" below), Sohd 

Stuck, to basic price of door with equal number of panels, add per panel . . 3.50 
If Moulded, add to the regular Moulding Basis for equal number of panels, 

per panel. Two Sides .60 

For Special Gothic Head (Per Sketch "YY" below), either Panel or Sash Door, 

if Solid Stuck, per head 6.00 

Per door 12.00 

If Flush Moulded, add to the foregoing, per head 4.00 

Per door. 8.00 

For different width of stiles at panel than at light, add per door 5.00 




X 




i 
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Rule 33 Single Doors To Represent a Pair 

If made simply as a wide door, duplicating arrangement of panels, with top 
and bottom rails extending across center mullion, add regular extra for 
Wide Door, Plus double the Design extra for similar design of single door. 

If made with double width center stile extending full height of door, and beaded 

to represent a pair, in addition to the foregoing, add |^.50 

For extra wide doors, made by doweling two doors together, with bead at 

joint, add per joint 3.50 



Rule 34 



Dutch Doors 



All Other 
Native 
Wooda 



Phil. Hdwd., 

Qtr. Oak, 

Qtr. Fig. 

Gum 



African 

Mahogany, 

Am. Walnut, 

Mexican 

Mahogany 



Cut through Center Rail, Not Rabtd. 
Cut through Center Rail, Rabbeted . . 
Shelf & Bracket One Side, add extra . 
Shelf & Bracket Two Sides, add to 
the One Side Basis 



$2.00 


$2.10 


12.30 


3.00 


3.10 


3.30 


5.00 


5.50 


6.50 



2.50 



3.00 



4.00 



Rule 35 Cutting Small Light in Panels With Beads Two Sides 

Rectangular Lights, add per light $1.00 

Diamond Lights, add per light 1.60 

Circle or Oval Lights, add per light 3.00 

Rule 36 Segment and Circle Top Doors, Etc. 

(Sash Doors and Flat Panel Doors) 

For Single Doors not over 3^6" Wide, for all Stock Wood, add per door: 



51.10 


$1.30 


1.70 


2.00 


3.30 


3.80 



Prices are for Stock Woods. 

For Special Woods see 

Extra below 



If Square 
Head outside 

Special 
Head inside 



In 

and 
Out 



Standard 

Insert 

Frame Doors 

In and Out 



For Flush or Raised 

Mould'g bordering 

on Special Tops, 

add to Ist or 2nd col. 



Segment Top 

Circle and Elliptic Tops. 
Gothic and Tudor Tops. 
Clipped Corner Top .... . 

Rake Top 

Peak Top 



$3.30 


$3.85 


$ 7.70 


6.60 


7.70 


14.30 


7.15 


7.70 


14.30 


4.95 


6.00 


9.35 


3.30 


4.40 


7.15 


4.95 


7.15 


10.50 



$2.75 
4.40 
5.50 
1.10 
.75 
1.30 



(If over 3^6" wide, add 10% for each 6" in width or multiple) 

Extra for munt or rail bordering on irregular top, add for each rail or munt $2.00 

For Segment, Circle or Gothic Top Doors, in Pairs, double the foregoing 

extras and deduct 20% 

(This deduction applies to first 3 columns only) 
If Special Woods, add to the foregoing extras as follows: 

Qtr. Oak, Qtr, Fig. Gum and Philippine Hardwood 15% 

American Walnut, African and Mexican Mahogany 25% 

(Other Native Woods take extras as shown above.) 

For Munts bordering on special shaped heads, add per munt 2,00 

If Special Tops on Raised Panel Door, add per panel bordering on head, in 
addition to the Raised Panel Basis (Rule 28) and the Special Top Extra 

shown above, per panel .80 

For 3 special Head Lts., Solid Stuck, add for all 3 Its. per door, (Sketch No. 1) 13.50 
For 3 special Head Lts., Solid Stuck, add for all 3 Its. per door, (Sketch No. 2) 11.50 





No. 1 



No. 2 



Page 215 



..€>l= 



=( STANDARD LISTS 1936)= 



=«<»• 



Rule 37 Louver Doors and Wood Grilles 

ollowing 
Two Feet see extras below. 



Following prices are for Louvre opening not wider than Two Feet. If wider than 
""Fee 



In pricing Louver doors u»e Saah Door Extras 
for Designs (page 201) and add following extras 
for Lourers in place of glass (without deduction 
for beads.) 



AU Other 
Native 
Woods 



Phil. Hdwd. 

Qtr. Oak, 

Qtr. Fig, 

Gum 



A&ioan 
Mahogany, 

Mexican 

Mahogany* 

American 

Walnut 



If Louver is 12" high or under 

For each additional 6''' in height or fraction 
thereof, add 

If Louver opening is wider than 2 feet thus 
requiring Center Mullion, not over 12" high 

If Louver opening is wider than 2 feet thus 
requiring Center Mullion, for each addi- 
tional 6" in Height or fraction thereof, add 

If Grille Construction, double the Louver 
Basis as shown in lines 1 and 2 of this 
bracket 

If Sliding Panel of Standard Construction, 
add to the Louver Basis, per door (No Hard- 
ware nor Metal Track) 

If Metal Track, add 



$1.50 
.40 



1.90 



.4^ 



4.00 
1.20 



$1.80 


$2.20 


.50 


.60 


2.20 


2.80 



.50 



5.20 
1.20 



.60 



6.50 
1.20 



If 2 Wooded Louvers, add for each 12" in Height of Louver $0.30. 

For Special Louvers, flush with surface of stiles, add to regular basis 50%. 

For Special Louvers, requiring dadoed or tenoned ends, add to regular basis 50%, 



Rule 38 



Metal Ventilouver 



Preparing Door for Metal Ventilouver, be- 
tween Stiles and Rails, beads 2/S, add 

per opening $0.50 



$0.70 



$0.80 



Note: This extra is to be added to the Panel Door Basis, that is, if opening above 
or below One Panel, use the One-panel extra plus the foregoing extra. 

(Special prices on application for furnishing Metal Ventilouver also.) 

Rule 39 Hand Smoothing and Belt Sanding 

Add for All Woods, per door: 



Belt 
Sanding 



Hand 
Smoothing 



If Moulded, 

add extra for 

Sanding to 

either 

column 



Panel Doors— (1 to 3 Panels) $0.80 

Panel Doors— (5 to 8 Panels) 1.20 

1 Light Doors 60 

Stall Doors 60 

Panel Transoms .30 

1 Light Transoms .20 



$1.20 


$0.50 


1.80 


.80 


.90 


.50 


.90 


.40 


.50 


.20 


.30 


.20 



Rule 40 Rabbeting and Beading 




Plain 
Rabbeting 


Rabbeting 
& Beading 


Astragal 

Joint or 

Rule Joint 


Add per Joint or pair , $0.60 

Minimum Charge on any one order 3.00 


$1.00 
4.00 


$1.00 
4.00 


If Rounded Edges, add per edge $0.60. 
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Rule 41 Banding Sliding Doors Two Sides 

(Banding not over %" x 2^^") 
Add for each Lineal Foot around edge of door: 

All Other Native Woods 

Phihppine Hardwood, Qtr. White Oak or Qtr, Fig. Red Gum 

African Mahogany , 

American Walnut and Mexican Mahogany . 



Rule 42 

Add per Joint (Stock Designs): 



Astragals 



$0,14 
.16 
.20 
.30 



Minimum Charg« for 
Special Design $3.00 



All Other 
Native 
Woods 



Phil. 
Hardwood, 
Qtr. Oak, 
Qrtd. Fig. 

Cum 



African 

Mahogany, 

Am, Walnut, 

Mexican 

Mahogany 



Single ''T'' Astr. 1^'' or 1^"- • 

Single "T" Astragal, 2^" 

Sliding Door Astr, (Per Set) . . . 

Astragal Joint or Rule Joint . . 

If Two-Wooded Astragal, use 

Average and add 



$0.80 


$1.10 


$1.40 


,90 


1.20 


1.60 


1.00 


1.30 


1.80 


.80 


.80 


.80 


.30 


.30 


.30 



Rule 43 



Stools 



Plain Stock One-member Stool. 
Plain Stock with Dentil or Bead 
Plain Stock with 3 or 4 square 
blocks below 



$0.60 
1.00 

1.00 



$1.00 
1.50 

1.50 



$1.20 

1,70 

1,70 



Rule 44 Lugs — Top and Bottom 

Cove and Bead or O. G. Lugs, add per door (Figure Ht. of Dr. excl. of lugs) . . $1,00 
For Extending Stiles to form a Square Vent opening below Bottom Rail, 

Sticking not cut out (Figure overall Ht. incl. extended Stiles) No Extra 

For extending, etc.. Sticking removed 20 

Rule 45 Blind Mortising and Tenoning 

Add per Rail 20 cents. Minimum per door. 

If Wedged, per rail 10 cents. Minimum per door 



$0.80 
.40 



Rule 46 Squaring Door to Fit Jamb 

Cut to exact size $0.50 

Rule 47 Mortising Door for Locks 

But not housed for Face Plate, per door $0.30 

If recessed for face plate, add to foregoing extra . 20 

If necessary to square to fit Jamb, add per Rule 46. 

Rule 48 Hinge Cut 

Add per hinge $0,10 

If necessary to square to fit Jamb, add per Rule 46. 

Rule 49 Letter Slots 

Straight Cut, add per opening $0.30 

Bevel Cut, add per opening 50 
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Rule 50 Pegs, or Plugs 

For pegs flush with surface of door, add per peg $0.08 

For pegs plain and projecting above surface of door, add per peg 12 

For pegs chiseled and projecting above surface of door, add per peg 16 

Rule 51 Cores Certain Specified Widths or Lengths 

Where cores must conform to any one specified width: 

For Panel Doors, add $0.50 

Where cores must be of one piece full length of stiles and rails: 

If alternating pieces full length, add .60 

If all pieces full length, add 1.20 

Rule 52 Miscellaneous Rules 

For Panel Doors 

Where specifications require any special arrangement of dowels, add per rail 

net $0.10 

For double rows of dowels, add per rail, net .30 

Rule 53 

For top and bottom edge strip extending across ends of stiles, add per door. . 1.00 

Rule 54 

For joints set in white lead or water -proof glue, add, net .20 

Rule 55 

For cutting off horns on ends of stiles, add, net .20 

Rule 56 

For varnishing or painting top or bottom edges, add, net .20 

Rule 57 

For high test water -proof glue to stand 48 hours soaking test, add, net 1.50 

Rule 58 Center-Matched Panel Veneer 

For regular panel doors, all woods, add per door .50 

For panel sash doors, any design, all woods, add per door .35 

Rule 59 Staining and Priming 

See Rule F-28, page 230. 
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Toilet and Dwarf Door Base List 

(Solid and Veneered) 

1 Panel, 2 Panel and 3X Panel designs. *(For greater number of panels see extra 
below.) 
Stiles not over 33^" Wide and Bottom Rail 5" Wide, Overall. 



1-0x1-6 $2.20 

1-2x1-6 2.50 

1-4x1-6 2.80 

1-6x1-6 3.10 

1-8x1-6 3.40 

1-0x2-0 3.20 

1-2x2-0 3.50 

1-4x2-0 3.80 

1-6x2-0 4.10 

1-8x2-0 4.40 

1-0x2-6 4.20 

1-2x2-6 4.50 

1-4x2-6 4.80 

1-6x2-6 5,10 

1-8x2-6 5.40 



13^" Thick 

1- 0x3-6 $6.20 

1- 2x3-6 6.50 

1- 4x3-6 . 6.80 



1- 6x3-6. 

1- 8x3-6. 
1-10x3-6. 

2- 0x3-6. 
2- 2x3-6. 
2- 4x3-6. 



7.10 

.... 7.40 

... 7.70 

... 8.00 

. . 8.30 

.... 8.60 

2- 6x3-6 8.90 



1- 0x4-0. 
1- 2x4-0. 
1- 4x4-0 
1- 6x4-0. 

1- 8x4-0. 
1-10x4-0. 

2- 0x4-0. 
2- 2x4-0. 
2- 4x4-0. 
2- 6x4-0. 

1- 0x4-6. 
1- 2x4-6. 
1- 4x4-6. 
1- 6x4-6. 
1- 8x4-6. 
1-10x4-6. 



7.20 
7.50 
7.80 
8.10 
8.40 
8.70 
9.00 
9.30 
9.60 
9.90 

8.20 
8.50 
8.80 
9.10 
9.40 
9.70 



2- 0x4-6 $10.00 

2- 2x4-6 10.30 

2- 4x4-6 . 10.60 

2- 6x4-6 10.90 

1- 0x5-0 9.20 

1- 2x5-0 9.50 

1- 4x5-0 9.80 

1- 6x5-0 10.10 

1- 8x5-0 10.40 

1-10x5-0 10.70 

2- 0x5-0. 11.00 

2- 2x5-0 11.30 

2- 4x5-0 11.60 

2- 6x5-0 11.90 

1- 0x5-6 10.20 

1- 2x5-6 10.50 

1- 4x5-6 10,80 

1- 6x5-6 11.10 

1- 8x5-6 11.40 

1-10x5-6 11.70 

2- 0x5-6 12.00 

2- 2x5-6 12.30 

2- 4x5-6 12.60 

2- 6x5-6 12.90 



0x3-0 5.20 

2x3-0 5.50 

4x3-0 5.80 

6x3-0.. 6.10 

8x3-0 6.40 

1-10x3-0 6,70 

2- 0x3-0 7.00 

2- 2x3-0 7.30 

2- 4x3-0. 7.60 

2- 6x3-0 7.90 

For smaller or intermediate sizes use next larger listed size. 

For the foregoing items, if ^" thick, deduct 

For the foregoing items, if 134" or 1/^" thick. Solid, add 

For the foregoing items, if 13^'^ or 1^" thick. Veneered No 

For the foregoing items, if 1 jj" thick. Solid, add to the 1)^" basis 

For the foregoing items, if 1^" thick. Veneered, add to the 13^" basis 

*For each Additional Panel over Three (3) Panels, add per door All Woods 

For full j/g" Veneers, add to the foregoing list 

For Standard J^" Veneers, add to the foregoing list 

For Flush Molding, deduct from the Molding Extra for a Regular Panel Door 

of the same design 

For O. G. Lugs, top and bottom (heights given do not include lugs), add per 

door 

For Hand Smoothing, and Belt Sanding See Rule 39, page 216. 



10% 

10% 

Extra 

25% 
15% 
$0.40 
20% 
30% 

20% 

$1.50 



For Stationary Slats instead of Panels, 
add list to the foregoing basis, for each 
foot or fraction thereof in height 
of Slats: 



All Other 
Native 
Woods 



%■ 



Phil. 

Hrdwd., 

. S. Oak, 
S. Fig, 
Cum 



African 
Mahogany, 
Am. Walnut, 

Mexican 
Mahogany 



Per Foot or fraction thereof. 
Minimum Charge 



$0.60 
1.20 



$0.80 
1.40 



$1.00 
1.80 



If two rows of slats are required to match 2 Vertical Panels or 4 Regular Panel Doors 
use Double the foregoing extras. 



Extras 
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Transoms and Hardwood Sash Base Lists 

Stiles and Top Rail not over 2)4" wide. Bottom Rail not over SJ^" wide, overall. 
One Light — Beads included — Solid or 2 -Ply Construction. If Wider Frame than 

listed, add 5% for each J^' or fraction on stiles and 5% for each J^' or fraction 

on rails. 

Minimum Charge based on 80 Lineal Inches. 

Extra for Panel Transoms is based on ^g' 3 -Ply Panels. 



Woods 



Unselected Birch 

Unselected Gum 

Red Gum 

Plain Red Oak 

Yellow Pine 

Fig. Red Gum, Rotary-cut. 

White or Red Birch. 

Brown Ash 

White Oak 

Qtr. White Oak 

Philippine Hardwood 

Qtr. Fig. Red Gum 

African Mahogany. , 

Native Walnut . 



The following prices are per 100 Lineal 
Inches around the outside measure- 
ment of sash. 




$2.55 


$3.00 


$0.90 


2.40 


2.85 


.75 


2.85 


3.15 


1.05 


2.85 


3.45 


1.35 


2.25 


2.70 


.90 


3.15 


3.45 


1.35 


2.85 


3.75 


1.20 


2.55 


3.30 


1.05 


2.85 


3.75 


1.65 


3.60 


4.35 


1.80 


2.85 


3.60 


1.35 


3.60 


4.35 


1.65 


5.40 


6.60 


1.80 


5.75 


6.95 


2.00 


dd to the fc 


)reffoing list. . , 


$ 



For 2 Ji" thick Transoms, Solid or Veneered, add to the IH" Ven. Basis. . . . 10% 

Transom Flush Moulding Extras 

Add net per transom (One-light design). Moulding not over 1}^' wide. Two Sides: 

Unselected Birch, Unselected Gum, Yellow Pine and White Pine $1.00 

Red Gum, Red Oak and Brown Ash 1,10 

All Other Native Woods 1.20 

Philippine Hardwood, White Oak and Qtr. White Oak 1.50 

African Mahogany 1 .80 

American Walnut 1.80 

Divided Lights 

For divided lights in transoms use regular door extras, see page 205, Rules 8 and 9, 
etc., and deduct J^. 



Segment and Circle Top Transoms 

Use Regular Door Basis, see Page 23, Rule 36, less 



40% 



Thick Panels 
Thick Veneers 
Raised Panels 
Two Woods 



Miscellaneous Transom Extras: 

Use 3^ of door extras under Rule 25. 

If H\ add 10% to Standard K* Basis. 

Use nearest corresponding size of Panel per Rule 28. 

Use average and add per transom 20 cents. 



Spec. Sticking Use 50% of full size door extras per Rule 5. 
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K. D. Veneered Door Stock 

Standard Face Veneers H" Rotary-Cut or Sawn at Manufacturer's Option. 



Width 



List pricea per 100 
Lineal Feet, 



IH' 



iEtl^T. ^5!-!5 



IH' 



55^' Stiles 

eVs' Stiles 

6%" Stiles 

4 Vs" RaUs. 

SVs" Rails. 

eVs" Rails. 

eys" Rails. 

IH" Rails, 

7J^' Rails. 

SM'' Rails. 

SH" Rails. 

9J^^ Rails. 

9>g' Rails. 
11^' Rails. 
12^* Rails. 
12^' Rails. 
14J^'' Rails. 
15^' Rails. 
16^'^ Rails. 
18^' RaUs. 
19H" Rails. 
205^" Rails. 



59.00 

61.60 

64.10 

46.60 

49.60 

53.45 

55.25 

58.60 

60.65 

65.20 

67.05 

73.65 

80.65 

84.00 

87.75 

91.50 

106.25 

114.75 

128.50 

156.50 

167.00 

189.25 



$ 71.20 

76.45 

79.40 

82.60 

62.35 

65.70 

70.95 

72.65 

76.20 

80.15 

85.70 

88.05 

99.90 

103.45 

112.50 

116.50 

121.00 

138.25 

148.50 

164.25 

196.25 

208.25 

233.50 



For each H" or fraction thereof in thickness over 1%" thick, use same differ- 
ential as between 1%" and l^" lists shown. 

All Lengths of Stiles and Rails to be figured at next full inch, that is 7'1" StQes 
will be figured as 7'2*, 

For Stiles over 8'0* long, add to above list for each additional 6" or fraction 
thereof, per 100 Lineal Feet. . 

For Rails over 2'6*' long, add to above list for each additional 6*' or fraction 
thereof, per 100 Lineal Feet, as follows: 
4 J^" and Under 

5 j^ " t o 6 ^ ' .",';.* .■.■;:;■ ; 

IVs" to 9Vs' 

UH'toUH'. 

l^H" to 18^' 

Over 18^' ..'*''.''''.*'.*.*.'.'" 

All Sizes given are rough trimmed sizes and with no machine work included. 



$ 8.00 



2.50 

4.00 

7.00 

10.00 

15.00 

20.00 



Extras 

If Stuck with O. G., C & B, B & C, Ovolo or Square Sticking, add per 100 

Lineal Feet $0.90 

Foregoing prices are for Standard 3^*' Veneers, either Rotary -cut or Sawn 
Veneers at manufacturer's option. 

Heavy Veneers: For ^i" Veneers, before sanding, add of the 1 % list 15% 

For 5i6* Veneers, before sanding, add of the 1^ list 20% 

,^ . , For %" Veneers, before sanding, add of the 1 J2 Hst 25% 

Vertical Grain Veneers on Rails: 

For vertical grain veneers on rails, add per rail .30 

Stock Veneered Two Woods, use Average discount for the Two Woods, and 

add per 100 Lineal Feet 5,00 

Intermediate Widths take price of the next higher list. 

For total quantities of less than 500 Lineal Feet on any one order, add 10% 
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Index — Flush Doors 



3I<>- 



Rule 

Aprons F-21 

Astragals F-.20 

Belt Sanding F-15 

Bent Face F-27 

Concealed Cross Band F-13 

Cores, Special F-26 

Cross Band Omitted F-24 

Door List 

Dutch Doors F-22 

Edge Strips (Wide) F-10 

False Rails F-12 

Finishing F-28 

Framed Core F-23 

Glued, Screwed and Plugged F- 9 

Grilles F- 7 

Grooves F-11 

Guarantee 

Hand Smoothing F-15 

Horns F-14 

Index 

Inlay Designs 

Inlay Extras F-17 

Irregular Tops F -8 

Large Doors F- 1 



Rule 

Lead-lined F-18 

Light Openings F- 4 

Lists 

Louvers F- 7 

Lugs F-14 

Mirror Doors F- 6 

Moulded Light Openings ... F- 5 

Oversize Doors F- 1 

Paneled One Side F-16 

Priming, Etc F-23 

Rahbeting and Beading . F-19 

Rails (False) F-12 

Screwed and Plugged F- 9 

Special Tops F- 8 

Staining F-28 

Stools F-21 

Thick Doors F- 2 

Three Ply F- 9 

Toilet Door List 

Transom List 

Two Wooded Doors F- 3 

V Grooves F-11 

Water Proof Glue Special . . . F-25 
Wide Edge Strips F-10 



Flush Veneered Door Guarantee 

Flush Veneered doors produced by members of the NATIONAL DOOR MANU- 
FACTURERS ASSN., are guaranteed by the manufacturer to be of good material 
and workmanship, free from defects which render them unserviceable or unfit for 
the use for which they are intended. A warp or twist of not to exceed K" shall not 
be considered a defect in a veneered Flush Door. Natural variations in the color 
or texture of the wood are not lo be considered as defects. 

Flush Veneered doors must be accorded reasonable treatment by the purchaser, 
and must not be stored in damp warehouses or placed in moist or freshly plastered 
buildings, or subjected to abnormal heat or dryness, as manufacturer will not assume 
responsibility for defects resulting from these causes. Top and bottom edges of all 
doors must be thoroughly painted or varnished to prevent absorption of moisture. 

Doors must be inspected upon arrival and all claims or complaints must be filed 
before painter's finish is applied. 

The manufacturer agrees to repair or replace in the white, without charge, any door 
found to be defective within the meaning of this guarantee. 

»Do not repair or replace any goods without first obtaining the consent of the 
manufacturer. 
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Flush Door Base List 

IW Thick 

For Discounts, see Current Discount Sheet. 
For unlisted sizes,''use next higher list. 





Height 


Width 


6-0 


6-2 


6-4 


6-6 


6-8 


6-10 


7-0 


7-2 


7-4 


7-6 


8-0 


U 


$10.50 
12.00 
12.90 
13.70 
14.40 
15.00 
15.60 
16.20 
16.80 
17.40 
18.00 
18.90 
19.80 
20.70 
21.90 
23.10 
24.30 


$10.60 
12.10 
13.00 
13.80 
14.50 
15.10 
15.70 
16.30 
16.90 
17.50 
18.10 
19.00 
19.90 
20.80 
22.00 
23.20 
24.40 


$10.70 
12.20 
13.10 
13.90 
14.60 
15.20 
15.80 
16.40 
17.00 
17.60 
18.20 
19.10 
20.00 
20.90 
22.10 
23.30 
24.50 


$10.80 
12.40 
13.30 
14.10 
14.80 
15.50 
16.20 
16.90 
17.60 
18.30 
19.00 
20.00 
21.00 
22.00 
23.30 
24.60 
25.90 


$10.90 
12.60 
13.50 
14.30 
15.00 
15.70 
16.40 
17.10 
17.80 
18.50 
19.20 
20.20 
21.20 
22.20 
23.50 
24.80 
26.10 


$11.00 
12.90 
13.80 
14.60 
15.30 
16.00 
16.70 
17.40 
18.10 
18.80 
19.50 
20.50 
21.50 
22.50 
23.80 
25.10 
26.40 


$11.20 
13.10 
14.00 
14.80 
15.50 
16.20 
16.90 
17.60 
18.30 
19.00 
19.70 
20.70 
21.70 
22.70 
24.00 
25.S0 
26.60 


$11.40 
13.30 
14.20 
15.20 
15.90 
16.70 
17.50 
18.30 
19.10 
19.90 
20.70 
21.80 
22.90 
24.00 
25.40 
26.80 
28.20 


$11.60 $11.80 
13.60 13.90 
14.50 14.80 
15.50 15.80 
16.20 16.50 
17.00 17.30 
17.80 18.10 
18.60 18.90 
19.40 19.70 
20.20 20.50 
21.00 21.30 
22.10 22.40 
23.20 23.50 
24.30 24.60 
25.70 26.00 
27.10 27.40 
28.50 28.80 


$12.80 


1- 6 

1- 8 

1-10 

2- 


14.90 
15.80 
16.80 
17.50 


2- 2 


18.30 


2- 4 


19.10 


2-6 

2- 8 

2-10 

3-0 

3- 2 


19.90 
20.70 
21.50 
22.30 
23.50 


3- 4 


24.70 


3-6. 

3- 8 

3-10 


25.90 
27.40 
28.90 


4- 0.. 


30.40 







Note; For larger than listed sizes see Rule F-1. 

Flush Transoms and Flush Toilet Door Base List 

IM" Thick 

For Discounts, see Current Discount Sheet. 
For unlisted sizes, use next higher list. 





1-0 


1-6 


2-0 


2-6 


3-0 


3-6 


4-0 


4-6 


5-0 


5-6 




1- 0.... 






$2.10 
2.10 
2.10 
2.35 
2.35 
2.35 
2.45 
2.60 
2.80 
3.00 
3.25 
3.45 
3.70 
3.95 
4.25 
4.55 
4.85 
5.20 
5.55 


$2.35 
2.55 
2.75 
2.95 
3.15 
3.30 
3.45 
3.70 
3.95 
4.25 
4.55 
4.85 
5.15 
5.45 
5.80 
6.15 
6.55 
6.95 
7.35 


$2.45 
2.75 
3.10 
3.45 
3.70 
3.95 
4.25 
4.55 
4.90 
5.25 
5.60 
5.95 
6.35 
6.75 
7.15 
7.55 
7.95 
8.35 
8.80 


$3.00 
3.40 
3.80 
4.25 
4.55 
4.90 
5.25 
5.60 
6.00 
6.40 
6.80 
7.20 
7.65 
8.10 
8.55 
9.00 
9.50 
10.00 
10.50 


$3.70 

4.15 

4.65 

5.15 

5.55 

5.95 

6.35 

6.75 

7.20 

7.65 

8.10 

8.60 

9.10 

9.60 

10.15 

10.70 

11.20 

11.75 

12.30 


$4.55 

5.05 

5.60 

6.15 

6.55 

7.05 

7.55 

8.00 

8.50 

9.00 

9.55 

10.10 

10.70 

11.30 

11.90 

12.50 

13.10 

13.70 

14.30 


$5.55 

6.15 

6.75 

7.35 

7.80 

8.30 

8.80 

9.35 

9.90 

10.50 

11.10 

11.70 

12.30 

12.90 

13.55 

14.30 

15.05 

15.80 

16.60 


$7.05 
7.65 
8.25 
8.85 
9.45 
10.05 
10.65 
11.25 
11.85 
12.50 
13.25 
13.90 
14.60 
15.30 
16.00 
16.70 
17.40 
18.10 
18.80 


$8.50 
9.00 
9.50 
10.00 
10.65 
11.30 
12.00 
12.50 
13.00 
13.50 
14.15 
14.80 
15.50 
16.30 
17.15 
18.00 
19.00 
20.00 
21.00 


$10.00 
10.40 
10.80 
11.25 
12.00 
12.80 
13.60 
14.05 
14.50 
15.00 
15.65 
16.30 
17.00 
17.80 
18.6S 
19.50 
20.50 
21.50 
22.50 




1- 2... 








1- 4 ... 
1- 6.... 








1- 8.... 
1-10.... 








2- 0... 
2-2.... 

2- 4 

2- 6.... 








2- 8. . . . 
2-10.... 








3- 0.... 








3- 2.... 








3- 4.... 








3- 6 








3- 8... 
3-10... 








4-0.... 








Rule 

If over 
IfS'O*' 

If over 
in h< 


F-1 

4'0^to'4'll 

or over wid 

(Note: 

8'0^ high,"i 
sight or frac 


" wide, 
e, add t 
This $3 
ise saw( 
;tion th 


Doors Oversize 

inclusive, add to the above list for each 2*' in width 

o the above list for each 2*' in width 

.50 extra appHes for each 2" in width over 4-0 wide) 
id veneer basis and add to the above list for each 6" 
ereof ■■ 


$1.75 
3.5a 

1.75 


Lists and 
Extras 
223 
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Flush Door Net Extras 
Rule F-2 Thickness 

If 1 J^*' thick, lengthen discount in all woods 2 Points 

If 1^" thick, lengthen discount in all woods 1 Point 

If over 1^* thick, shorten discounts in all woods for each J^* or fraction 

thereof 3 Points 

Rule F-3 Two Woods 

Figiure the average price of both woods and add per door $0.70 



Rule F-4 Light Openings with Sunken Beads 

Two Sides 

(See extra below for Raised Beads) 



With Stock Glass Bead, unless otherwue 
specified, add per Light: 



All Other 
Woods 



Qtr. Wh. 
Oak, Phil. 
Hdwd.,^ 
Cypress, 
Chestnut 



African 
Mahogany, 

Mexican 

Mahogany, 

American 

Walnut 



One Rectangular Light $1.00 

One Rectangular Light (No Beads) . .60 

Two or more Rectangular Lights out of solid 

(Not made by inserting small bars) add 

per light .80 

Two or more Rectangular Lights as above if 

staggered, add per light , 1.00 

Divided Rectangular Lights with beads (Made 

by inserting bars in a One Light Door) add 

to the One Light no bead extra per light. . .40 
If foregoing furnished without beads, deduct 

per light .16 

If Two Wooded Lights, use average of both 

woods and add per light .10 

Oval Light, Beads 2/S 7.50 

*Circle Light, (8") Beads 2/S 4.00 

•Circle Light, (8" to 14") Beads 2/S . . 5.00 

•Circle Light, (14" to 20") Beads 2/S 6.00 

*If no Beads Required, deduct 2.00 

Segment Top Light, Beads 2/S 4.00 

Circle Top or Gothic Light, Beads 2/S. . 5.00 

Peak Bottom Light 2.00 

Two or more Peak Bottom lights, add per 

light 1.80 

Peak Head Light 2.30 

Peak Top and Bottom Light 2.70 

Single Diamond Light 3.50 

Hexagonal Light 8.00 

If beads are raised above surface of door, add 

per light to the foregoing extras: 

For Regular Rectangular Lights .20 

For other Lights formed by straight beads .30 

For other Lights formed by curved beads .40 
Banding around Light Opening Rabbeted 

or Plain .80 

Copper Strip at bottom of Light Opening . . . .30 
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$1.10 


$1,30 


.60 


.60 


.90 


1.10 


1.10 


1,30 



.50 



.20 



.60 



.24 



,10 


.10 


8,00 


8.50 


4.50 


5,00 


5,50 


6.00 


6.50 


7,00 


2,00 


2.00 


4.30 


4.60 


5.40 


6,00 


2.20 


2.50 


2.00 


2.30 


2.50 


2.90 


2.90 


3,30 


3.70 


4.00 


8,40 


9,00 


,30 


.40 


.40 


,50 


.50 


.60 


1,00 


1.20 


,30 


.30 
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Flush Door Net Extras 

Rule F-5 Flush Moulding Wider than M" and Fillet 

(Add to Light Extra, as in Rule F-4) 



All Other 
Woods 



Qtr. Wh. 

Oak, PhU. 

Hdwd. 

Cypress, 
Chestnut 



African 
Mahogany, 

Mexican 

Mahogany, 

American 

Walnut 



If Fillet around opening $0.30 

If Flush Mold 2/S over %" wide around light 
opening, add to regular One Light, Beads 
2/S basis, for each )4!' in width or fraction 
over %^^ wide . ■ . .20 

Rule F-6 Mirror Doors 

For Sunken Mirror, with beads, add $6.00 

(This construction is not guaranteed) 

For Mirror Moulding of Stock Pattern 

planted on face of door 1.50 



$0.30 



.24 



$6.20 
1.70 



$0.30 



.36 



$6.50 
2.20 



Rule F-7 Louver Doors and Wood Grilles 

For Louver Opening, no beads, add per 

opening $0.60 

For Louver Opening, beads 2/S, use Rect. 

Light Extra 

For Wood Louver inserted add 80 cents for 

opening plus following prices for Wood 

Louver not wider than two feet. (If wider 

than two feet see extras below) : 

If Louver is 12* high or under 1.50 

For each additional 6*' in height or fraction 

thereof, add .40 

If Louver Opening is wider than 2 feet thus 

requiring Center MuUion, not over 12* high 1.90 

If Louver Opening is wider than 2 feet thus 

requiring Center Mullion, add for each 

additional 6* in height or fraction thereof .40 

If Grille Construction, double the Louver 

basis as shown in lines 1 and 2 this bracket. 



$0.60 



.50 



$0.60 



1.80 


2.20 


.50 


.60 


2.20 


2.80 



.60 



Rule F-8 Irregular Top Doors 

(With Hardwood exposed top edge) 
(See note below regarding pine exposed top edge) 

Segment Top $3.00 

Circle Top 3.50 

Peak Top 3.00 

Gothic Top . 3.50 

Preparing doors with special head to permit 
being cut for circle or other irregular tops 

(Hardwood exposed top edge) . 2.00 

For an irregular top door made with White 
Pine core exposed on the top edge, deduct 
from the foregoing extra per door 1.50 



$3.50 
4.00 
3.50 
4.00 


$4.20 
4.70 
4.20 
4.70 


2.50 


3.20 


2.00 


2.70 
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Rule F-9 



Flush Door Net Extras 
Three Ply Doors 



All Other 
Woods 



Qtr. Wh. 

Oak, Phil, 

Hdwd., 

Cypress, 

Chestnut 



Africaa 
Mahogany, 

Mexican 

Mahogany, 

American 

Walnut 



Add to price of Regular Flush Door, 
net per Door 

If Screwed and Plugged, add per 
door 

Note: The latter extra includes the 
three-ply Feature, 



$ 8.00 
18.00 



$ 9.00 
19.00 



$10.00 
20.00 



Rule F-10 Wide Hardwood Edge Strips 

(To allow cutting down width of door) 

For 2" in Width $0.40 $0.50 

For 4" in Width. .80 1.00 

For 6" in Width 1.20 1.50 

If W. P. Pine edge strips, deduct 

from first column: 20c, 40c and 

60c respectively. 



$0.60 
1.20 
1.80 



Rule F-11 For ' 'V ' ' Grooves 

For regular "V" grooves, add for heavy veneers of sufficient thickness to allow 

frooving, and add per groove per side not over 34" wide, all woods: 
or 25 or more doors, per groove $0.08 

For less than 25 doors, per groove 12 

If joint of veneer must coincide with groove, double the foregoing extras. 
For grooves of special design and wider than 34 '♦ ^dd per groove for each 34" 

in width, all woods (See note below) $0.20 

Note! In addition to foregoing extra, add for special knives, per setup 5.00 

Rule F-12 False Top or Bottom Rail 

Add per rail 1/S, in addition to regular "V" joint and heavy veneer extra, all 

woods, net $1.00 

Rule F-13 Concealed Cross Bandiug 

For Flush Doors made with concealed cross banding: 

add per door containing 12 or more square feet $1.30 

add per door containing 5 to 12 square feet 80 

add per door containing less than 5 square feet 60 



Rule F-14 



Lugs or Horns 



(At Top or Bottom) 



Square Lugs 



Shaped or 

Band-Sawed 

Lugs 



Add for one end of door only . 
Add for both ends of door. . . . 



$0.40 
.80 



$0.70 
1.40 



Rule F-15 Hand Smoothing or Belt Sanding 

For Belt Sanding, add per door $0.70 

For Hand smoothing, add per door 1.00 



Page 226 



...JttCZ 



(STANDARD LISTS 1936) 



Flush Door Extras 

Rule F-16 Doors Flush 1/S, Paneled 1/S (Not Guaranteed) 

(Add to Price of Flush Door) 

For 1 Panel 1/S, (Mould not over ^^ on Panel Side) $ 7.00 

For 2 Panel 1/S, (Mould not over ^^ on Panel Side) 8.00 

For 5X Panel 1/S, (Mould not over %" on Panel Side) 11.00 

For 6 regular Panel 1/S, (Mould not over %" on Panel Side) 12.00 

For 8 regular Panel 1/S, (Mould not over %" on Panel Side) 14.00 

For Inner Frame 1/S, (Mould not over ^" on Panel Side) 11.00 

For mould wider than %" apply panel door extras. Rules 19 to 23, inclusive, pages 208 
to 211. 

Rule F-17 Inlay Extras 



Designs (See Details page 228) 



50 Sides 
and over 



25 to 49 
Sides 

(Incl.) 



10 to 24 
Sides 

(Inel.) 



1 to 9 
Sides 

(Incl.) 



1.30 


1.40 


1.50 


1.60 


1.20 


1.30 


1.40 


1.50 


2.40 


2.60 


2.80 


3.00 


3.60 


3.80 


3.90 


4.00 


6.00 


6.30 


6.50 


6.70 


6.50 


6.80 


7.30 


7.70 


3.20 


3.40 


3.60 


3.80 


4.40 


4.70 


5.00 


5.30 


4.70 


5.00 


5.30 


5.60 


6.50 


6.90 


7.30 


7.70 


5.20 


5.50 


5.80 


6.10 


6.50 


6.90 


7.30 


7.70 


5.20 


5.50 


5.80 


6.10 



No. 50 (3 Ply), add per side $1.50 $1.60 $1.70 $1.80 

No. 50 (Ebonized Wood), add 

per side 

No. 50 (Holly), add per side. . . . 

No. 51, add per side 

No. 52, add per side 

No. 53, add per side 

No. 54, add per side 

No. 55, add per side 

No. 56, add per side 

No. 57, add per side 

No. 58, add per side 

No. 59, add per side 

No. 60, add per side . 

No. 61, add per side 

For J^" wide inlay strips, full lensth 

of door, add per atrip one side, 

any wood, single ply . 1.40 1.50 1.60 1.70 

For 3^" wide inlay strips, full length 

of door, add per strip one side, 

any wood, three ply 2.00 .10 2.20 2.30 

If %" wide, add to last two extras 

per line, one side $0.30. 

For inlaying after staining, see rule F-28. 

Foregoing extras are for inlays forming one panel. If inlaid to represent 2 or more 

panels per side, add to foregoing prices for each extra panel 35%. 
For Numeral Inlays, with plain rectangular background, (not over 3 numerals), 

add per side . $4.50 

For each additional Letter or Numeral, add each 1.00 



Rule F-18 



Lead Lined Doors 



Lead (Prices per square foot) 



Add per square foot in addition to the full 
basic price of a regular flush door of the 
same wood and thickness: 
Note: These extras are F. O. B. Mill and 
freight on extra weight of lead must be added $3.00 



Ke^ 



Vs' 



% 



W 



$3.50 $5.00 $6.00 



For Rectangular Light opening in lead lined doors, add to regular Rectangular 

Light basis of same wood $2,00 



Weight of lead per square foot . 4# 



8# 



12# 



16# 
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Flush Door Inlay Details 

(See Rule F-17, page 227) 




No. 50 




No. 51 




No. 52 



I \ 






No. 55 



No. 53 



No. 54 




r 



No. 56 



rn ra 



No. 57 




No. 58 



ft 



No. 59 



No. 6a 



No. 61 
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Rule F-19 



Flush Door Net Extras 
Rabbeting and Beading 



Plain Rabbeting 
Rabbeting and Beading 



Rule Joint 



Add per Joint or Pair 

Minimum Charge on any one order . 

If rounded edges, add per edge $0.60 



$0.60 
3.00 



$1.00 

4.00 



$1.00 
4.00 



Rule F-20 



Astragals 



(Add per Joint) 



All Other 
WcMMia 



Qtr. Wh. 

Oak, Phil. 

Hdwd., 

Cypress, 

Chestnut 



African 
Mahogany, 

Mexican 
Mahogany, 
American 

Walnut 



Single *'T" Astragal iVs" or IM" 

Single "T" Astragal 2M" 

Sliding Door Astragal, per set . 

Rule Joint 

Two Wooded Astragal use average and add . . 



$0.80 


$1.10 


$1.40 


.90 


1.20 


1.60 


1.00 


1.30 


1.80 


.80 


.80 


.80 


.30 


.30 


.30 



Rule F-21 Stools 


Plain Stock One-member Stool 


$0.60 
1.00 
1.00 


$1.00 
1.50 
1.50 


$1.20 


Plain Stock with Dentil or Bead 

Plain Stock with 3 or 4 square blocks below . 


1.70 
1.70 


Rule F-22 Dutch Doors 



Cut through Center Rail, Not Rabbeted $1.50 

Cut through Center Rail, Rabbeted 2.50 

Shelf and Bracket One side, add extra 4.00 

Shelf and Bracket Two Sides, add to the 

One Side Basis 2.00 



$1.60 


$1.80 


2.60 


2.80 


4.50 


6.00 



2.S0 



4.00 



Rule F-23 

For Stile and rail framed-up core construction, add $1.30 

Rule F-24 

For omitting crossbanding, apply the regular J^" veneer discount, plus the 

framed-up core extra, then deduct $1.30 

Rule F-25 

For high test water -proof glue, to stand 48 hour soaking test, add $2.10 

Rule F-26 

Where Flush Door cores must conform to a specified width, add 1.00 

Where Flush Doors must have alternating core strips of one full length piece 

add 1.20 

Where Flush Doors must have all core strips of one full length piece, add 2.40 

Rule F-27 Bent Face Flush Doors 

Add to the base price of the plain flush door of same wood and design: 

For the first door $100.00 List 

For each additional door of the same radius on the same order. . . 40.00 List 
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Rule F-28 Staining, Priming, Etc. 

Note: In addition to any of the following extras for stain or natural finishes, add 
the established extras for belt sanding. (Rule F-15). 

Stain and Shellac 

Minimum charge on any one order for any one kind of finish $5.00 

1 yin T\^ ^ Doors 

1-49 Doom ^^^ Qver 

Flush door not inlaid $1.15 $1.00 

Flush door inlaid 1.65 1.50 

Flush transom not inlaid .55 .50 

Flush transom inlaid . .80 .70 

One panel door 1.20 1.10 

One long light door 1.00 .90 

Two panel door. 1.45 1.30 

Three panel door 1.95 1.60 

Five cross panel door 1.85 1.70 

Six panel door 2.00 1.80 

French door 2.20 2.00 

Acid Stain, Filler and Shellac 

Minimum charge on any one order for any one kind of finish $20.00 

Flush door not inlaid $2.20 $2.00 

Flush door inlaid 2.75 2.50 

Flush transom not inlaid 1.00 .90 

Flush transom inlaid 1.20 1,10 

One panel door 2.20 2.00 

One long light door 1.65 1.50 

Two panel door 2.40 2.20 

Three panel door 2.75 2.50 

Five cross panel door 3.30 3.00 

Six panel door 3.40 3.10 

French door 4.40 4.00 

Combined Oil Stain with Filler and Shellac 

Minimum charge on any one order for any one kind of finish $18,00 

Flush door not inlaid $2.00 $1.80 

Flush door inlaid 2.45 2.30 

Flush transom not inlaid ....... .90 .80 

Flush transom inlaid 1.00 .90 

One panel door 1.75 1.60 

One long light door 1.45 1.30 

Two panel door 2.10 1.90 

Three panel door 2.40 2.20 

Five cross panel door 2.75 2.50 

Six panel door 2.85 2.60 

French door 3.75 3.40 

Prime 1 Coat Lead and Oil 

Minimum charge on any one order for any one kind of finish $5.00 

Flush door not inlaid .55 .50 

Flush transom not inlaid .35 .30 

One panel door. . .65 .60 

One long light door .55 .50 

Two panel door .65 .60 

Three panel door .75 .70 

Five cross panel door .75 .70 

Six panel door .75 .70 

French door 1.10 1,00 

For Stall or Toilet doors containing less than 12 square feet use 60% of the full 

size door basis of the same type. 
For Panel and Light Transoms use Flush Transom basis. 
If only the panels of a door are primed or stained before assembly, deduct 50% 

from the prices of the types shown above, and add 30 cents net per door. 
If Panels are stained or primed before assembly, add 30 cents per door to the price 

of a door fully primed or stained. 
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